Clinical. Mesting Miami, Fla. Nov. 29- 2, 1954 


This Issue Exceeds 165,000 Copies 


THE JOURNAL 


OF THE institute of 
American Medical Caliternsa 


JULY 31, 1954 


ORIGINAL ARTICLES REGULAR DEPARTMENTS 
FACTORS INVOLVING WOUND DEHISCENCE we 1197. - Medical News 
MANAGEMENT OF MASSIVE HEMORRHAGE. 1200 Deaths 1269 
C. S$. Judd M.O., ond R. L. Hill, M.D., Honolulu, T. H. Foreign Letters 
CHRONIC HYPERVENTILATION SYNDROME. 1204 Austrio: Gostric Surgery 1273 
THE MEDICAL PROFESSION AND THE VOLUNTARY HEALTH AGENCIES... 
TREATMENT OF CHRONIC LEG WITH ABSORBABLE GELATIN SPONGE 
INCIDENCE OF TUBERCULOSISYAMONG HOMELESS MEN... 1222 Sight 
W. Jones Jr, M.D.; Jeon end Johan Brentner, Minneapolis Gein. T of 
Col. J. 4. Forsee (MC), U. S. Army, ond Copt. R. 8. Perkins (MC), U. S. Army Reserve verage rescriptions 


CLINICAL NOTES ; 
RECURRENCE OF NEPHROBLASTOMA (WILMS’ TUMOR) EIGHT YEARS AFTER Syndrome. 1276 


L. W. Felkinburg, M.0.; M. N. Key, M.0., end E. A. Seyer, M.D., Providence, |. Apoplexy. Sjogren's Syndrome. Genital 
ACUTE BRONCHOPNEUMON 1277 


RECURRENT TUBERCULOUS Medico! Film Reviews 
A. L. Heyne, M.0., Chicege; J. 
1292 
NOS PROBLEMS 
Adrenal Function Test. 
PRESENTATION OF CASE ............. 1236 Handshaking Syphilis, Postmenopausal 
F. Hirsch, M.D., Chicego Bleeding. ritis Ankylopovet 
1237 ica. Salt Pork for Control of Epistaxis. 
G. H. Merquerdt, M.D., Chicago Behavior of Ureteral Muscles During 
Shock Treatment. Gallstones. Turben 
SPECIAL REPORTS of Scalp. . Small - 
accination. Pain in 
Council on Foods and Nutrition Section of the Vor Deter 
YCHIATRIC ASPECTS OBESITY. 1238 ens. Renal Tuberculosis. Tuberculin 
= w. Patch Tests. Selk Poliomyelitis Vac- 
cine. Use of Oxytocics. aidaan 1293 
EDITORIALS ORGANIZATION SECTION WASHINGTON NEWS 
The Protession’s Objections to Govern- Medical Society of the State of Health Bilis. Hill-Burton Grants. Social 
Treatment of Pancreatitis Along Judicial Council ices age 
New Director of Jount Commission on National Organizations of Medical 
Federal Medical Legislction onics Sedotives. Ady. 
THE PRESIDENT’S PAGE Proceedings of the Son Francisco The Bright Side Adv. Page 53 
A Monthly Messoge Meeting Index to Advertisers Adv. Page 56 


Volume 155, No. 14 Published Weekly at $35 North Dearborn Street, Chicago 10, Illinois. Subscription, $15. Single Copy, 45 cents 


Care of the Premature Infant—A Noteworthy 


y $07 
$3130" oss 


Practical help for you in preventing prematurity and in caring for the 
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can mean as much to you 


as regular attendance at a 


top-flight pediatric seminar 
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Begin your course by subscribing now! 
The August Number delineates an 
important aspect of infant care 


CARE OF THE 
PREMATURE INFANT 


an immediately 
practical and useful » 
SYMPOSIUM ON 


Foreword. F, Thomas Mitchell, Consulting 


Editor. 


Maternal Factors in Prematurity. [Edith L. 


Potter. 


Resuscitation of the Newborn Premature In- 
fant. Wyman C. C. Cole. 


Erythroblastosis Fetalis in the Premature In- 
fant. Neva M. Abelson. 


Posthemorrhagic Shock in the Newborn Pre- 

mature. George Z. Wickster and Joseph 
R. Christian. 

Factors Influencing Premature Mortality. 
Heyworth N. Sanford. 

Blood Oxygen Studies in the Premature. EF. 
Stewart Taylor. 

in Premature Infants. James N. 

Etteldorf and Arliss H. Tuttle. 


Retrolental Fibroplasia. Thaddeus S. Sze- 
wezyk. 


Continuous Nebulization Therapy. Robert 
Denton. 


Newer Concepts of Premature Care. \W. L. 


Crawford. 


Care of the Premature Infant. Robert E. 


Cooke. 


The Autonomous Premature Unit. Alfred J. 
Vignee and Ruth L. Nicholson. 


A Developmental Study of Prema Born 
Infants Weighing 1250 Grams or at 
Birth. Julius H. less. 

Premature Growth Record. Everett A. Nitzke. 

Nutrition and Nutritional Deficiencies as Re- 
lated to the Premature. Winslow T. 
Tompkins and Dorothy G. Wiehl. 


CLINICS ON TWO ADDITIONAL SUBJECTS 
Pulmonary Resection in Infants and Children. 
Thomas G. Baffes and Willis J. Potts. 


Your Child’s Operation. Bennett Olshaker. 


Coming Numbers Bring You These Symposia 


NOVEMBER ... . 1. Accidents and Emergencies. 2. Pediatric Allergy. FEBRUARY .... 
Infectious Diseases. 2. Laboratory Tests and Special Procedures. MAY ... . 
Symptoms. 2. Poliomyelitis, 1955. 
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1. Diagnosis by Presenting 
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| W. B. Company, West Washington Square, Philadelphia 5 | 


| Please enter my subscription to 
The PEDIATRIC Clinics of North America (beginning August, 1954), $15.00. 


| Charge my account: ©) Easy Payment Plan ($3.00 per month) 


The Pediatric Clinics of North Amer- 
ica. Issued quarterly, one illustrated 
volume of about 250 pages every three 
months. Regular book binding. Sub- 
scription price, per year (4 numbers) : 
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RAPID CURES. 


of urinary tract infections prevent permanent kidney damage 


FU RADANTIN 


brand of nitrofurantoin, Eaton 


wOewrcn, Niw YOR« 


A. M. A. 


experience exchange 


ie iain in the field of skin diseases 

Significant developments reported monthly to the 

corceser meses specialist and the physician in general practice. From hospitals, 
clinics and government treatment centers here and 
abroad, A.M.A. Archives of DERMATOLOGY and 

————. SYPHILOLOGY gathers news of current trends in treatments and 

diagnosis, group case studies, clinical notes and 

comments on Cutaneous conditions and syphilis. 


AMERICAN MEDICAL ASSOCIATION 
535 NORTH DEARBORN STREET 


Contributed to by scientists CHICAGO 10, ILLINOIS 
of many nations, edited by noted Send me the A.M.A. Archives of DERMATOLOGY and SYPHILOLOGY for 
specialists in dermatology, one year. I enclose remittance of $12.00. (Postage: Canadian, 50¢; foreign, 


the A.M.A. Archives of $1.50 extra.) 
DERMATOLOGY and SYPHILOLOGY 


is subscribed to by more — 
dermatologists and family physicians ADDRESS 
than any other dermatology journal. 
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Meat... 


and Protein Nutrition 


in Cardiac Failure 


Recent studies confirm previous clinical observations of the high 
incidence of hypoproteinemia and muscle wasting in patients 
with chronic cardiac failure. Recognition of these serious nutri- 
tional alterations prompts “‘the administration of large quanti- 
ties of dietary protein and supplemental vitamins.’’! 


Basic foods requiring primary consideration for providing 
adequate daily nutrition in such patients are: 

““Milk—1 pint; meat—4 ounces; vegetables—2 servings; 
fruit and fruit juices—3 servings; carbohydrate and fat 
to fulfill caloric needs. 

“In order to restore depleted protein levels, it is neces- 
sary to increase the protein component by adding meat 
servings... ””! 

Since anorexia usually complicates nutrition in cardiac fail- 
ure, appetizingly prepared meat encourages adequate eating. 
The high protein content of cooked lean meat, 25 to 30 per cent, 
as well as its high biologic value, serves well in mitigating hypo- 
proteinemia and muscle wasting. 

Meat also contributes valuable amounts of B vitamins 
especially needed by the cardiac patient, including both the 
well-known and the less well-known members of the B complex. 
Iron, potassium, and phosphorus are among the minerals richly 
supplied by meat. 


1. Shuman, C. and M. G.: Nutritional Aspects of Heart Failure, J. Clin. 
Nutrition 2:5 den Feb) 1954, 


American Meat Institute 
Main Office, Chicago... Members Throughout the United States 


5 
25 
4 
The Seal of Acceptance denotes that the nutri- 
tional statements made in this advertisement 
are acceptable to the Council on Foods and 4 
Nutrition of the American Medical Association, ‘*ssa> 


J.A.M.A., July 31, 1984 


After the local talent had told a 
the windstorm that blew the 
tracks off the hayfield on to the court- 
house lawn, and the gopher that bur- 
rowed into the side of a dust storm, and 
the fast-growing vine that wore out the 
pumpkins dragging them around on the 
ground, it came the doctor's turn. 
“Friends,” he said. “I drive an amaz- 
ing automobile. In a jiffy it turns into a 
real life-saving ambulance. At night, it 
even has Twin Beds. It has Airliner Re- 


clining Seats and on account of having 
coil springs all around, and super-rigid, 
all-welded Airflyte Unitized Construc- 
tion, it’s just about the smoothest riding 
car on the market. In fact, one night I 
was driving through a town at 50 miles 
an hour and ran over three hogs and 
the mayor, and never even felt a bump. 

“And the next day,” the doctor said. 
“I crawled back into that enormous Air- 
flyte luggage compartment, to look for an 
oxygen tent I had mislaid there, and got 
lost. | wandered around that luggage 
compartment for three days and three 
nights, and if | hadn't had a couple of 
sandwiches in my pocket I'd have starved 
to death before I found my way out.” 

The Judges Committee then declared 
a brief recess, and when it was over the 


One na series 
of NASH ads by 
ED ZERN 


chairman rapped his gavel. “Gents,” he 
indignation, “durin” recess, me and the 
boys done some checkin’ up. This here 
stranger left the keys in his Nash Airflyte 
—so we lined up three hogs and the 
mayor, and throwed in a deputy sheriff 
for good measure, and run over ‘em at 
$0 miles an hour. 

“Then we opened up the luggage com- 

to see how big it really is. And 

folks, I got somethin’ to tell you! This 
lop-eared, low-down, no-good, ornery 
double-crossin’ coyote was tellin’ in” th 
TRUTH!” So everybody jumped on the 
doctor and beat him black and blue and 
took him out and flung him in the horse- 
trough. 
MORAL: Never leave the keys in your car, 


Exclusive 

Eye” Air Conditioning* AMBASSADOR «+ STATESMAN 

now available on 1954 Nash ™ RAMBLER «© METROPOLITAN 

Airflytes. Refrigerates, heats, ventilates, filters dust and most Motors, Division of American Motors Corporation, 
—all with one te ure control. Costs hundreds dol- _ pt boy Mich 


of 
lars less thanany ny es 1954 Nash Statesman Super 2-door sedan 
—complete with” All- 


* Patents applied for tFactory delivered Kenosha, Wis- 
eather Eye" Air Conditioning—only $2,505.4 


consin. State and local taxes, other equipment, extra, 
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Ox there was a doctor out west, 
driving home from a medical con- 
vention in his Nash Airflyte. When he 
came to a town ‘way back in the hills 
where they were holding a Lying Con- 
test, he parked his car and entered the 
contest. 
Bat 
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An ambulance in seconds! Af the touch of ¢ lever,» 
front seat lowers to form a bed—the perfect answer \ 
in emergencies. These 5-way Reclining Seats also 
make upinto Twin Beds for hunting, fishing vacations. 
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to supplement 
low 
protein 
breast 


feedings... 


Calculations have shown that the protein intake of “the aver 

breast-fed infant’’ rapidly falls below the Recommended Daily 
Allowance.' Hence it is recommended that “‘the necessary dict 
a should be derived principally from animal protein 


Use Use of Olac for supplementary feedings effectively safeguards pro- 
tein nutrition. Containing 3.5% protein in normal dilution, Siac 


lies a generous 1 Gm. of protein per fluid ounce. Two bottles 
yg pote ive the breast-fed baby an extra 8 Gm. of milk 
protein of of t biologic value. 
Because of its balanced proportions and generous protein, Olac is 
ideal also as a routine formula for bottle-fed babies. Its fat, a 
highly refined table oil, is well tolerated and easily assimi- 
lated. Dextri-Maltose i is incorporated to assure 
and to spare protein for its essential tissue-building 


The infant's extra protein intake with Olac means: 


Firm muscle development and superior tissue turgor . . . 
Excellent vigor and good disposition . . . 
Increased resistance to infections. 

Just add 1 measure Olac to 2 ounces water for a formula supplying 


20 calories and 1 Gm. protein per fluid ounce. 
Mead'’s powdered formula for infants 1. Albanese, A. A.: Pediatrics 8: 455, 1951. 


MEAD) MEAD JOHNSON & COMPANY + EVANSVILLE, INDIANA, U.S.A. 
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Medical history is being written today 


The introduction and rapid, widespread adoption 
of AcCHROMYCIN has opened a new chapter in the 
history of broad-spectrum antibiotics. 


ACHROMYCIN possesses these important character- 
istics of an effective antibiotic . .. wide-range 
antimicrobial activity, stability, shone penetration, 
minimal toxicity. 


ACHROMYCIN is truly a broad-spectrum weapon, 


effective against Gram-positive and Gram-negative 
bacteria, as well as certain mixed infections. 


ACHROMYCIN is stable and only minimal side effects 
are associated with its use. 


ACHROMYCIN provides prompt diffusion in body 
tissues and fluids. 

ACHROMYCIN is destined to play a major role among 
the great therapeutic agents. 


LEDERLE LABORATORIES DIVISION Ganamid PEARL RIVER, NEW YORK 
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Bag Catheters of 
PERFORMANCE 


a recognized 
_ standard of dependability 
HOMOGENEOUS WALL STRUCTURE 


ACCURATE SIZE 
INDELIBEE MARKINGS 


WITHSTAND BOILING OR AUTOCLAVING 


Made of pure latex, each A.C.M.I. 
Catheter is individually tested to 
detect even the slightest flaws, 
and to assure dependable uni- 
formity in inflation.and rate of 
flow — characteristics of vital im- 


portance in urologic procedures. 
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Memestatic Bogs of typical superior A.C.M.1. quality. ig 
FREDERICK 3. WALLACE, President 

.mnrican Cystoscape Ma | 
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new techniques in medicine 


b allistocardiography is a tech- 
nique of recording the movements 
imparted to the body by the contrac- 
tions of the heart and the accelera- 
tion and deceleration of the blood. 


Techniques The mechanical forces 
generated by expulsion of blood from 
the heart and its propulsion in the 
vessels actuate a recording system. 
The tracings produced result from 
the force of the heart beat, the com- 
pliance of the body structures and 
the natural period of motion of the 
body. The patient must be complete- 
ly relaxed, and usually is recumbent. 


Observations The “normal” ballis- 
tocardiogram is seen above (a). The 


upward deflection, H, is small and 
inconspicuous, and probably results 
trom the impact of blood filling the 
heart. H_ begins .o2 to .og seconds 
after the onset of the QRS complex 
of the electrocardiogram, and about 
an equal period before the first heart 
sound. It lasts from .o5 to .o7 seconds 
and terminates at the end of the first 
heart sound. The I wave marks the 
onset of ventricular ejection and the 
recoil of the body from the same force 
produces the J wave. The latter nor- 
mally is the dominant wave in the 
ballistocardiogram, 2 to times 
higher than the I wave, reaching its 
peak 0.22 to 0.26 seconds after the 
onset of the QRS complex of the elec- 


trocardiogram. During expiration, 1] 
represents left heart output; during 
inspiration, right heart output. 

The K wave is due to the forces 
within the systemic circulation. It 
stretches from the peak of J to a 
trough as deep or deeper than the I. 
The lowest point of K corresponds to 
the time of the femoral pulse. The L 
wave is a slow upward deflection fol- 
lowing K, variable in form and am- 
plitude, and representing forces in 
the aorta. Under special conditions 
the L. wave and subsequent waves 
may be of greater amplitude than 1]. 
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Patient F. S. before Methium : 


Cardio-thoracic ratio 
blood pressure 240 160 mm. Hg. 


From Kuhn, P. 


n the first few months of therapy, 
over Bo per cent of the patients 
treated with oral hexamethonium 
have had eradual reduction in mean 
blood pressure of 20 mm. He or 
more.'.2 With continued treatment, 
up to or beyond year, this reduc. 
tion can often be mamtained with no 
serious side effects and mo mmcrease im 
dosage 

Many cardiac symptoms may show 
substantial improvement during 
treatment with hexamethonium. Pre 
cordial pain, ventricular strain, heart 
failure and hypertrophy may all re- 


(BRAND OF HEXAMETHONIUM CHLORIDE) 


After Methium: 


Cardio-thoracic ratio 


blood 


re 160 100 mm. Hg. 


This patient (F. S.) experienced no toxic side 
fects and did not lose a single day of work. 


spond to careful treatment. Ac. 
tual myocardial damage, however, 
seldom shows any improvement (only 
8 out of 44 in one study experienced 
any 

As blood pressure is reduced, and 
in some Cases even without reduction, 
hypertension symptoms have re- 
gressed. Retinopathy may disappear, 
headache, cardiac failure and kidney 
function may improve. 

Methium, 4 potent autonome gan- 
ghoniw blocking agent. reduces blood 
pressure by interrupting nerve im- 
pulses responsible for vasoconstric- 


CHLORIDE & 


WARN ER-CHIL OTF new vom 


tion. Because of its potency, careful 
use is required. Pretreatment patient- 
evaluation should be thorough. Spe- 
cial care is needed in impaired renal 
fumction, Coronary artery disease and 
existing or threatened cerebral vas- 
cular accidents. 


Methium is available in 
125 mg., 250 mg. and 5,00 mg. tablets. 
Meyer. J.H Smyder HB: Johnson. 


References 
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no 
pain... 


no 
memory... 


Siew your pediatric patients from pos- 
sible nightmares of surgery. With PenrotrnaL 
Sodium administered rectally, your little 
patient never knows the traumatic experi- 


ence of surgery. 


Instead, he drops off to sleep in his own bed 
before the operation, wakes there afterward. 


tion to basal anesthesia are possible with 
individualized dosages of Rectal Pentoruat. 
Emergence delirium and postanesthetic 
nausea are minimized. Rectal Pentoruan 
also may be used to reduce the 

dosage of inhalation agents. Lbrott 


Send for literature on Rectal Administration of PENTOTHAL. 
Write Abbott Laboratories, North Chicago, Illinois 


PENTOTHAL SODIUM 


(Sterile Thiopental Sodium, Abbott) 
BY 


RECTUM 


(===; 


AM? Levels ra from preanesthetic seda- 
oth 
| 


as an antihistaminic agent 


mine is 


As 
is / 


fee Maximum relief 
with minimal side effects 


Pyribenzamine* hydrochloride 
(tripelennamine hydrochloride CIBA) 


CIBA 


xf 
a. ~ 
V1 7 Zia 
S 
> * 4 
m™ ~ . 
7) 
> in allergic rhinitis 4 
1° in angioneurotic edema 
” in drug reaction 
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WASHINGTON NEWS 


Although the Eisenhower administration has been re- 
buffed on its reinsurance legislation, most of the Presi- 
dent’s other bills in the health fields either have been 
enacted or are well along in Congress. Already enacted 
into law is the Eisenhower-Hobby plan for an expansion 
of the Hill-Burton hospital construction program to take 
in nursing homes, chronic disease itals, diagnostic- 
treatment clinics, and rehabilitation facilities. Under the 
regular Hill-Burton law, diagnostic-treatment clinics 
could be given grants, as could rehabilitation centers, but 
in both cases the facility would have to be connected with 
a hospital. The new act is expected to stimulate construc- 
tion of rehabilitation centers by requiring states to forfeit 
this particular grant allocation if it is not used. State au- 
thorities, on the other hand, can shift around allocations 
among the other three types of facilities authorized by the 
new law. Details on appropriations for this program, ap- 
pear elsewhere on this page. 

Also enacted is an amendment to the “Doctor-Draft” 
act to permit the three military services to retain in en- 
listed status anyone inducted under the act whose loyalty 
is questioned. It was introduced at the request of the De- 
partment of Defense to correct a situation under which 
the services were required to commission all drafted phy- 
sicians or release them. In the future, if the man’s loyalty 
is questioned to the point that a commission cannot be 
granted immediately, an examination is begun. If the 
examination—to be concluded in 90 days in most cases— 
shows that there are grounds to question his loyalty, the 
man will be discharged, with his discharge explaining 
why. If the physician is cleared, he will immediately be 
offered a commission. If there are no firm grounds for 
questioning his loyalty, but the man still refuses to fill out 
the loyalty questionnaire, he will be kept on professional 
assignment, but as an enlisted man, for the full length of 
his military obligation. 

In conference at this writing, but obviously destined 
for enactment, are two other sections of the Eisenhower 
health program, an expansion of the vocational rehabili- 
tation program and a liberalization of income tax deduc- 
tions for medical expenses. Under the vocational rehabili- 
tation plan, the federal government would increase its 
appropriations for the federal-state program and train 
more personnel for this work, but at the same time the 
states would be induced gradually to step up their ap- 
propriations for medical care, training, and placement of 
the handicapped. By 1960, it is estimated that the num- 
ber of persons rehabilitated annually will be increased 
from the present 60,000 to 200,000, with the federal 
government spending 65 million dollars and the states a 
like amount. 


From the Washington Office of the American Medical Association. 


The income tax liberalization would permit ——— 
to deduct that portion of medical costs exceeding of 
taxable income, in contrast to a current 5% limitation. 
Also, maximum medical deductions for a family would be 
doubled. These provisions have been approved by both 
Senate and House and so are certain to be part of the 
new tax law. 

The administration’s bill for changing the system of 
public health grants to the states, giving states more free- 
dom, has passed the House but has not been acted on by 
the Senate Labor and Welfare Committee. With the ex- 
ception of the vocational rehabilitation bill, on which the 
Association has not taken a policy decision, all of the 
above bills are supported by the American Medical Asso- 
ciation. On most of them the Association’s representa- 
tives have worked closely with committees. 


HILL-BURTON GRANTS 


Rejecting an economy move its Appropriations 
Committee, the House of R - A+ voted to ap- 
propriate $15,700,000 for grants to local communities 
to assist in building health facilities under the expanded 
Hill-Burton program. The new program is designed to 
stimulate building of chronic disease hospitals, nursing 
homes, rehabilitation centers, and diagnostic-treatment 
centers. It is a major section of the President's health pro- 
gram. Decision to reverse the committee was on a stand- 
ing vote—a count but names not recorded. The vote was 
80 to 41. Earlier in the session Congress also reversed the 
House Committee on the Appropriation for the regular 
Hill-Burton grants to complete hospitals. The House 
committee had recommended 65 million dollars, but the 
final amount voted by Congress was 75 million. If the 
$15,700,000 figure is accepted by the Senate, the proc- 
essing of grants for chronic disease hospitals can start 
almost immediately. Aid to other types of facilities will 
have to wait for state surveys of need, under the law. 
House voted an additional $200,000 to meet administra- 
tive costs of the new operation. 

The House Appropriations Committee, in recommend- 
ing 2 million dollars for state survey under the expanded 
Hill-Burton program but nothing for grants, said the 
hearings had revealed that plans for expenditure of the 
35 million dollars in the next 12 months were “all very 
vague” but added that the proposal for state surveys were 
“very important to the successful carrying out of a pro- 
gram involving the expenditure of over $100 million of 
federal funds.” The committee said its action did not 
indicate lack of sympathy with the new program “but 
rather a belief that it might easily be done more harm 
than good by proceeding before any but the most sketchy 
plans are available.” 

During the hearings, Dr. John W. Cronin, chief of the 
Hill-Burton division in Public Health Service, was asked 
by a committee member what would happen to the new 
program if Congress voted only 2 million dollars. He re- 
plied that it would be “disastrous” because the states 
“just would not take a promise, or an indication of a 
promise, that funds would be forthcoming in the future.” 
His testimony disclosed that the administration planned 
to divide the initial grant of 35 million dollars as follows: 
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10 million for diagnostic-treatment centers, 10 million 
for hospitals for the chronically ill, 10 million for re- 
habilitation facilities, and 5 million for nursing homes. 

Regarding the Veterans Administration, the commit- 
tee’s formal report to the House noted that the additional 
3 million dollars asked by the administration and ap- 
proved by the committee would provide medical care 
“exclusively for non-service-connected treatment.” In 
this connection, the committee said it was “disturbing” 
to note that there are some VA neuropsychiatric hospi- 
tals with patient costs of $34 per day, “which no private 
hospital administrator would tolerate.” The committee 
then recommended that VA make a thorough investiga- 
tion “to correct such conditions and to bring about more 
efficient operations.” 

For the Federal Civil Defense Administration, the 
committee had recommended 25 million dollars for fed- 
eral stockpiling of medical supplies and equipment as 
against the budget request of 60 million. For federal con- 
tributions to the states on a matching basis, the committee 
approved $10,500,000 compared with $14,750,000 re- 
quested. Testimony by Civil Defense Administrator Val 
Peterson indicated that roughly a fourth of this would be 
applied to medical supply purchases by the states. Mr. 
Peterson said the FCDA was still a long way from over- 
stocking in medical supplies and equipment. He estimated 
that by the end of fiscal year 1955, assuming the agency 
received all that it had asked for, there would be 166 mil- 
lion dollars’ worth of supplies in the federal stockpile and 
39 million dollars in states’ hands, provided matching 
funds were forthcoming from states. 


SOCIAL SECURITY FOR PHYSICIANS 


It is now about certain that social security coverage will 
not at this time be extended to physicians. A decision to 
exclude them has been taken by the Senate Finance Com- 
mittee, thus making the Senate bill in this respect the 
same as that already passed by the House. If the Senate 
accepts its committee’s recom tion, as expected, 
the exclusion decision will be final, as only points of dis- 
agreement may be submitted to the Senate-House Con- 
ference Committee. The issue of coverage arises in the 
administration's bill expanding the social security sys- 
tem. It provided for increased benefits, raising the payroll 
tax from the first $3,600 to the first $4,200 of salary and 
extending compulsory coverage to more than 6 million 
additional persons. The original bill would have brought 
some 10 million more persons under mandatory cover- 
age, including physicians and other self-employed pro- 
fessional persons, self-employed farmers, and farm hands 
and domestics. 

In the House Ways and Means Committee, a prelimi- 
nary vote favored compulsory coverage of all the groups, 
as urged by the administration. The committee recon- 
sidered, however, and removed physicians, firemen, and 
policemen from coverage before reporting the bill to the 
House, where it passed without amendment. Like the 
House committee, the Senate committee had trouble mak- 
ing up its mind on these groups. An early vote showed 
the committee was willing to make coverage optional for 
professional persons and self-employed farmers. A sec- 
ond vote brought a probably final decision—professional 
persons and self-employed farmers to be excluded entirely 
but all other proposed groups compelled to participate. 

The American Medical Association has opposed com- 
pulsory coverage of physicians but has not opposed vol- 


J.A.M.A., July 31, 1954 


untary coverage. Its stand was brought to the attention 
of the two committees through testimony and corres 

ence. It is understood that the administration's social 
security experts protested vigorously against the Senate 
Finance Committee's first action in making profes- 
sional persons and self-employed farmers eligible for 
voluntary coverage on an individual basis. They main- 
tained that the individual option was contrary to the 
whole philosophy of social security, in that it would re- 
sult in participation of those who would pay in the least 
money but nonparticipation of those who would pay in 
the most. This argument must have carried weight with 
the committee. A committee source said the vote for 
complete exclusion of professional persons and farm op- 
erators was by a “substantial margin.” 


INDIAN BUREAU SERVICES 


As part of an Indian Bureau plan to strengthen its 
medical program, the Department of the Interior has an- 
nounced the first in a series of contracts with medical 
schools for the services of specialists in various fields. The 
initial contract was signed with Cornell University Medi- 
cal College for a chest specialist, Dr. Avrum B. Organick, 
to serve for one year as a full-time staff member of the 
Navajo Medical Center, Fort Defiance, Ariz. (Legisla- 
tion to transfer Indian hospitals from the Department 
of the Interior to the Department of Health, Education, 
and Welfare is nearing final action.) Similar contracts 
are planned for key clinical positions in such specialties as 
internal medicine, pediatrics, obstetrics, gynecology, 
orthopedics, ophthalmology, otolaryngology, radiology, 
and pathology. A contract has also been arranged with 
Cornell University for a chief of surgery. Once the con- 
tractual plan has become established, the Bureau will 
— a system of rotating internships and resi- 

ies. 


MISCELLANY 


For corresponding periods, 1954 poliomyelitis totals 
are 20% less than for 1953, the Public Health Service 
says. The reported national total for the week ending 
July 10, 1954, was 758 as compared to 945 cases duri 
the same period last year. . . . Management, come 
and techniques of syphilis serology are the subject of six 
Public Health Service refresher courses to be given at 
the Venereal Disease Research Laboratory in Chamblee, 
Ga., starting this September. The courses are designed 
for senior operating personnel from state laboratories, 
health departments, federal installations, and foreign gov- 
ernments. Further information may be obtained from the 
director of the laboratory, P.O. Box 185, Chamblee, Ga. 
. . « President Eisenhower has named Charles I. Schott- 
land to replace John W. Tramburg as U. S. Commissioner 
of Social Security. Mr. Tramburg resigned in accordance 
with previous plans to resume his post as Wisconsin state 
director of public welfare. Mr. Schottland is now director 
of the California Department of Social Welfare... . A 
Senate program to reduce air contamination has been 
dropped from the omnibus housing bill by Joint Confer- 
ence Committee members. The plan called for 5 million 
dollars for research under Department of Health, Educa- 
tion, and Welfare direction and 50 million dollars for 
loans to industry for equipment to eliminate smoke and 


prevent air pollution. 
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Amebiasis' a “Poorly Reported” Disease 


Although amebiasis is a disease with serious mor- 
bidity and mortality, statistics on its incidence' are 
incomplete because its manifestations are not com- 
monly recognized and consequently not reported. 

“Vague symptoms® referable to the gastrointestinal 
tract, such as indigestion or indefinite abdominal pains, 
with or without abnormally formed stools, may result 
from intestinal amebiasis. Not infrequently in cases in 
which such symptoms are ascribed to psychoneurosis 
after extensive x-ray studies have been carried out, 
complete relief is obtained with antiamebic therapy.” 

To prevent possible development of an incapacitat- 
ing or even fatal illness and to eliminate a reservoir of 
infection in the community, diagnosing and treating® 
even seemingly healthy “carriers” and those having 
mild symptoms of amebiasis is advised. 

Early diagnosis' is important because infection can 
be rapidly and completely cleared, with the proper 
choice of drugs and due consideration for the prin- 
ciples of therapy. For treatment of the bowel phase 
these authors find Diodoquin “most satisfactory.” 

For chronic amebic infections, Goodwin‘ finds 
Diodoquin one of the best drugs at present available. 

Diodoquin, which does not inconvenience the pa- 
tient or interfere with his normal activities, may be 
used in the treatment of acute or latent forms of 
amebiasis. If extraintestinal lesions require the use 
of emetine, Diodoquin may be administered concur- 
rently. It is a well tolerated and relatively nontoxic 
orally administered amebacide, containing 63.9 per 
cent of iodine. 

Diodoquin (diiodohydroxyquinoline), available in 
10-grain (650 mg.) tablets, reduces the course of 
treatment to twenty days (three tablets daily). Treat- 
ment may be repeated or prolonged without serious 
toxic effect. It is accepted by the Council on Pharmacy 


Until serious complications arise, 
amebiasis may pass unrecognized and 
patients receive only symptomatic treatment. 


Endamoeba histolytica (trophozoite). 


and Chemistry of the American Medical Association. 
G. D. Searle & Co., Research in the Service of 
Medicine. 
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’s earlier than you think... 


Some doctors now recommend meat 
in formula as early as 6 weeks. Here 
is clinical evidence of the benefits of 
feeding 100% meat to the very young. 
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Sisson, Emmel, and Filer, ‘‘Meat in the Diet 
of Prematures,”’ Pediatrics, 7, 89, (1951). 


Six-week old babies fed meat had a 
higher hemoglobin concentration than 


Leverton and Clark, ‘“‘Meat in the Diet of 
Young Infants,” J.A.M.A., 134,1215 (1947). 
Also Leverton, Clark, Bancroft, and 

“Further Studies of the Use of Meat in the 
Diet of Infants and Young Children,” J. Pedi- 
atrics, 40, 761, (1952). 


Babies allergic to milk proteins can 
i—=:-§ substitute a formula made with meat. 


McQuarrie and Ziegler, ‘Nutritive Value of 
Mineral-Enriched Meat and Milk,” Pediatrics, 
5, 210, (1950). 


All n 


mente mode in this FOREMOST NAME IN 
adverti 


Meats for Babies 
The original 100% clinically-tested meats 


Chere mente may may be fed 


NUTRITION IS OUR BUSINESS 


rn New—Swift’s Strained Egg Yolks 
awtts for Babies. Special new process steri- 
lizes yolks for purity—actually safer 

+ Babies ‘ for baby than fresh eggs. Rich source 
Catcacatss? of iron. Pre-cooked, ready to serve. 
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Even premature infants digest and util- 
ize meat’s nutrients as easily as milk’s. 
babies fed no meat. 
young. 7 kinds for variety— ton 
all 100% meat. Beef, Lamb, 
Veal, Pork, Liver, Heart, | : 
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prescribe Bromural for daytime sedation, 
one tablet every three to five hours. For 
sleep, 2 or 3 tablets upon retiring or 
when wakeful during the night. 
BROMURAL, brand of Bromisovalum, mono- 
bromisovalerylurea, is available as 5-grain 7 4 
lets and in powder form. 
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HISTORY OF ROENTGEN RAYS~—see page 24 


Also this week Carcinoma o' Prostate Low Biood Pressure 


Only Terramycin is available in both intravenous and intramuscular forms 
for effective broad-spectrum antibiotic therapy of fulminating infections 
or when oral therapy is impractical or contraindicated. Given by vein or by 
muscle, these convenient dosage forms are well tolerated; therapeutic levela 
are rapidly attained and the response of susceptible infections promptly achieved. 
TERRAMYCIN INTRAVENOUS is supplied in vials containing 250 mg. and 
500 mg. crystalline Terramycin hydrochloride with sodium glycinate buffer. 
TERRAMYCIN INTRAMUSCULAR, the only broad-apectrum antibiotic available 
in this convenient form, is supplied in single dose vials containing 100 mg. 
crystalline Terramycin hydrochloride, 100 mg. magnesium chloride 
and procaine hydrochloride 2% (w/v). 
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Carcinoma 
of Prostate 


F 100 Inmates of a typical Bow- 
ery flophouse, 18 per cent had pros- 
tatic cancer, as revealed 2 years ago 
in an open biopsy screening proce- 
dure by Perry B. Hudson, Delafield 
Hospital, Columbia University, and 
co-workers, All the positive subjects 
were over 47. In about 89 per cent 
of them, the tumor was still within the 
prostatic capsule; in the rest, exten- 
sion was limited within the seminal 
vesicular fascia; all were therefore 
operable and curable by radical pros- 
tatectomy. These men were derelicts 
— but there is no reason to doubt 
that cancer of the prostate occurs as 
frequently in men better off, includ- 
ing physicians, It is estimated that of 
men over 59 in this country, several 
million harbor the disease; | out of 
every 10 cancer deaths in males each 
year is caused by prostatic cancer. 
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Low Blood Pressure 22 
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Pu rene Carpets 
Paces 1%, 24, 25: Armed Forces 
Medical Museum's exhibit: “His 
tery of De. Otte Glasser: 
“Bithelm Conrad Réntgen.”” 
Springheld, Charles Thomas. 
1934: Picker X-Ray Corp.. White 
Plains. N.Y. : The Bettmann Archive. 
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Biopag: The patient is in lithotomy position under general or 
local anesthesia, The index finger in the rectum locates the «us 
picious area in the prostate and a «mall stab wound ix made by a 
sharp-pointed bistoury in the overlying perineum. The tip of the 
biopsy instrument is then inserted through the incision and directed 
to the involved prostatic area where the biopsy is performed. 


Negroes and Chinese have a lower 
incidence, but no group is immune. 

Since the average age of a patient 
with cancer of the prostate is 65, 
greater life expectancy makes more 
men eligible, The disease keeps grow- 
ing in importance, 


Cancer and Hypertrophy 


There is no evident relation between 
carcinoma and benign hyperplasia of 
the prostate except that they are both 
frequent in older men and therefore 
can occur simultaneously, And when 
the two lesions occur concurrently 
they usually remain discrete, Car- 
cinoma most often develops in the 
posterior and lateral lobes of the 
gland arising from the periphery of 
the prostatic parenchyma, while be- 
nign hypertrophy originates from 
the periurethral portion. 

Hypertrophy of benign origin com- 
presses the narrow posterior portion 
so that transurethral resection and 
even suprapubic, retropubic and 
perineal prostatectomies often leave 
much of the posterior lobe intact. 
Histologic examination of tissues re- 
moved at these operations cannot as- 
sure the absence of carcinoma in the 
posterior lobe residuum. 

Fortunate it is that carcinoma of 
the prostate so often originates in 
the posterior lobe, and that the ear- 


liest swelling. usually nodular. extends 
posteriorly toward the rectum where 
it is readily palpated on digital ex- 
amination. Despite all the refine- 
ments of oncologic diagnosis the in- 
dex finger remains the most effective 
tool in detection of early prostatic 
cancer while it is encapsulated, oper- 
able and curable. 

Only those few cases of cancer of 
the prostate are cured that are diag- 
nosed before extension bevond the 
prostatic capsule, Early cancer of the 
prostate is totally asymptomatic, Oc- 
casionally an associated benign hy- 
pertrophy directs the attention of the 
patient and his physician to the 
prostate with consequent discovery 
of the coexisting malignant lesion. 
In one series of 79 cases, 44 per cent 
had no symptoms, the lesion being 
detected at routine physical exam- 
ination. In only 5 to 11 per cent of 
patients with cancer of the prostate 
is diagnosis at present made early 
enough to make cure possible, The 
rest are doomed to palliative therapy 
and early death. 

Cytologic methods have been ap- 
plied to the diagnosis of prostatic 
cancer, However, while there is no 
doubt that neoplastic cells can be 
found in secretions expressed from 
the prostate, the test is of only con- 
firmatory value and unlikely ever to 

continued on page 27 
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there are 51 distinct causes of 
low blood pressure. ranging from 
adrenal insufliciency to coarctation of 
the aorta; but all this has not much 
to do with a thin, sallow patient, usu- 
ally female, complaining of easy fa- 
tigue, headache, irritability, insom- 
nia and a lack of this or that — in 
whom the most careful physical ex- 
amination shows nothing whatever 
except 90) 60. 

She certainly isn’t in shock, there 
is no trail of blood over the floor, 
the mucous membranes are not pig- 
mented, she is not fresh from chol- 
era country, and if she 
bund with metastatic malignaney the 
evidence is not obvious, Yet she does 
present herself for examination: she 
is sure something is wrong, and only 
the “low blood pressure” is visible. 
Is that what's ailing her? 

Whether a low reading is an ail- 
ment or not, and indeed even if the 
physician personally envies the pa- 
tient for it (and its significance for 
longevity, if nothing else), this turns 
out to be the one objective finding 
that can be mentioned, and men- 
tioned it is. 

Here one cannot help practicing 
an intellectual sleight-of-hand that 


operates in about the following man- 


T' THE EARNEST medical student 


is mori- 


ner: a steam engine at high pressure 
runs like mad, and that is (natu- 
rally!) how a hypertensive patient 
works, while at low pressure it is slug- 
gish, and that accounts for the pa- 
tient at hand. The idea does not w ith- 
stand close examination, but there is 
hardly any way to eradicate it. If, as 
experience shows, complete rest is of 
benefit to the hypertensive, it might 
follow that a brisk basketball game 


Low Biood 
Pressure 


is ideal for the lady with 9060; for- 
tunately, this has not been tried, 

W hat /s tried is general therapeutic 
policy. The patient is anemic, and so 
iron is given; the patient eats badly, 
and so vitamins are given... and 
so on, for each of a dozen incidental 
complaints: the basal metabolic rate 
is minus PL per cent. and so thyroid is 
given, as well, Do all these measures 
affect the blood pressure? Even when 
the patient shows “over-all general 
improvement.” blood pressure shows 
no That leaves considerable 
doubt about the effects of alow blood 
pressure as such, 

The late Samuel C. Robinson of 
Northwestern University showed that, 
on the contrary, such symptoms 
as headache, dizziness and fatigue 
that are supposed to beset a hypo- 
tensive subject are actually common 
in hypertension. Low blood pressure 
no more gives rise to low vitality 
and fatigue than high blood pressure 
makes a person live like a high pres- 
sure steam engine: the true steam 
engines, such as trained athletes and 
heavy laborers. tend to have low blood 
pressures. And far from being at the 
weary end of an indolent, immobile 
life. the hy potensive person has longer 
to live than most. As Lewis Dexter oi 
Harvard Medical School has written, 
“the patient may be congratulated.” 

Unfortunately, however, the prob- 
lem of hypotension does not end with 
this simple exposition, There is a see- 
ond and smaller group of patients 
in whom hypotension may be a mani- 
festation of a severe illness. These are 
the patients in whom hypotension 
may be the result of anaphylactic 
shock, loss of circulating fluids, acute 
infectious diseases such as enteric 
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Ii complete rest is good for the hyperten- 
sive patient, it follows that a brisk game of 
haskethall is just what the lady needs for 
low pressure. It hasn't been tried. 


fevers, diphtheria and influenza. 
chronic diseases such as tuberculosis 
and Addison's disease, food deficien- 
cv diseases such as thiamine avita- 
minosis, endocrine dysfunctions such 
as Simmonds’ disease. various anemi- 
as and myasthenia gravis. In medical 
and surgical shock, hypotension is 
often dramatic, but in other instances. 
particularly in wasting and debilitat. 
ing diseases, the onset is slower and 
less striking. 


Good. Bad and Indifferent 
William D. Stroud (Graduate School 


of Medicine, University of Pennsyl- 
vania) has recommended that “the 
term hypotension should be changed 
to ‘pathologic or physiologic hypo- 
tension, since a relatively low blood 
pressure is beneficial and the only 
time it deserves attention or treat- 
ment is when, exceptionally, it is due 
to some remedial pathologic and 
physiologic process” as outlined 
above. When a pathologic state is 
responsible for the hypotension, treat- 
ment must be directed to the precipi- 
tating condition and not to the hypo- 
tension itself, As obvious as this fact 
is, it is worthy of repetition, 
Between these two groups, the in- 
consequential on one hand and the 
serious on the other, lies a third 
group for whom hypotension may be 
disabling and for whom specific ther- 
apy directed at the hypotension itself 
may be beneficial. This is the group 
of patients with what is variously 
called orthostatic or postural hypo- 
tension, “In postural hypotension,” 
Dexter states, “the patient, on assum- 
ing the upright position, experiences 
blurred vision, weakness and syncope, 


the blood pressure having fallen to 
low levels.” On lying down, he recov- 
rs. Physiologically. postural changes 
induce alterations in the hydrostatic 
factor of blood pressure in different 
parts of the vascular bed, causing a 
redistribution of blood flow. This 
would impair circulation to vital or- 
gans such as brain and heart were 
it not for reflexes arising from the 
carotid sinus, aortic arch, mesentery 
and probably other areas, inducing 
a peripheral vasoconstriction that 
maintains systolic blood pressure 
above the 70 or 80 mm, He at which 
syncope may occur. 

Excessive venous pooling may take 
place, however, whether the sympa- 
thetic nervous system is functioning 
normally or not, For example, it can 
occur with a normal sympathetic re- 
sponse in older people, in circula- 
tory collapse or shock, and in some 
forms of congenital heart disease. 
Without sympathetic control, there 
is a loss of reflex vasoconstriction in 
response to a fall of blood pressure. 

In cases loosely described as “lack- 
ing sympathetic tone,” both mechani- 
cal and medicinal measures may prove 
helpful in therapy. Snug elastic band- 
ages or stockings applied to the lower 
extremities with the legs horizontal 
or inclined upward will reduce the 
amount of pooling of blood in the 
lower extremities as the patient as- 
sumes the upright position, In more 
severe cases, an abdominal binder 
will restrict such pooling in the 
splanchnic bed. 

Like Janus, low blood pressure 
may be two-faced. It may be the pa- 
tient’s best friend — or the sign of 
an important illness that has to be 
identified and managed. PND 
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Professor Roentgen’s Rays 


or some Time after January 6. 

1896, when the report of Roent- 

gens work appeared in the 
Wiener Presse, opinion about the 
roentgen ray could not settle down. 
Some people believed the entire no- 
tion a hoax, while others supposed 
the mysterious ray could disintegrate 
a man — or at least make it possible 
to read his mail right through the 
envelope unless mailboxes were 
henceforth made of lead. The Scien- 
tific American in 1896 cautioned its 
readers about indulging in “wild pos- 
sibilities” and suggested that the new 
rays would have “scientific rather 
than practical interest.” But the Jour- 
nal of the American Medical Associa- 
tion in the very same year declared 
the discovery to be “suggestive of 
practical medical and surgical possi- 
bilities.” and was proved right within 
~ not years, but weeks. 


Jory 31, 1954 
Vow. 155. New 14 aps, 
Prizer 


Practically from the start. roentgen 
rays were used to visualize fractures 
and locate stray bullets: intensifying 
screens were invented and used: 
fluoroscopy was practiced; stereo 
projections were made; the newly 
invented moving pictures were uti- 
lized with the new ray. It seems now 
as if the bulk of progress was achieved 
in the first few minutes: Leo G. 
Rigler, of the University of Minne- 
sota School of Medicine, has doubted 
whether “anywhere in the annals of 
medical science... such a rapid ae- 
ceptance of a completely new dis- 
covery can be found.” 

The first roentgen equipment was 
considered expensive $100 or more 
~ but within a few months the price 
had come down to $15 for a portable 
unit. It was also terribly fragile and 
unpredictable; tubes were weak. the 


electrodes would overheat and melt 


gl 
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down, and performance varied. Yet 
these were happy days, when the 
operator thrust his bare hand into 
the ray to test penetrative power or 
to show the patient how painless it 
really was, and when it took 20 min- 
utes of exposure to produce a pic- 
ture, or 2 or 5 hours’ work to arrive 
at a good one, Few investigators pro- 
tected themselves. though as early as 
1898 Francis H. Williams and his 
dental colleague William Rollins, in 
Boston, divined the real danger of the 
rays and the latter saw to enclosing 
the tube in a box with suitable 
aperture, It was 1904 before Mr. 
Clarence M. Dally, one of Thomas 
Edison's assistants, became the first 
martyr to radiation, the first of a 
number of vietims still uncounted, 
While the diagnostic potentialities 
were evident from the moment that 
Roentgen, picking up a piece of card- 
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hoard coated with fluarescent ma- 
terial, saw his own phalanges, it was 
the dermatosis and epilation follow- 
ing overexposure that hinted first at 
a therapeutic usefulness of the rays. 
(Of course, journalists related how 
teachers were already using the rays 
to engrave anatomic illustrations 
upon the brains of medical students. } 
Successes were soon apparent in the 
cosmetic removal of hair and birth- 
marks, and in the treatment of super- 
ficial neoplasms, favus. svcosis. lupus 
vulgaris, acne and eczema. Radiation 
therapy today has wide application 
against neoplasms, but its use in 
dermatology was the first. 

In radiology as in other matters, 
it becomes easier to do the same thing 
better as time goes on: Frederick 
Elias in Monticello, \. Y.. has shown 
that films of consistently high grade 
can be produced by a restandardiza- 
tion of technique that is almost ab- 
surdly simple and has reduced the 
variables to instant computability by 
a small gadget. The doctrine that of- 
fice use of the roentgen ray is in- 
herently dangerous is by now widely 


appreciated by physicians, and in 
time there may even be less leukemia 
among professional men. Screens are 
better, films are better, tubes are 
splendid to start with and have to 
be gravely abused before they will 
fail, shockproof equipment is taken 
for granted, and even sparkproof 
machinery has now been developed 
for use in operating rooms, 
Genuinely new developments turn 
up every week, Fluoroscopy can be 
done, with the aid of electronic in- 
tensification, in a practically un- 
darkened room: one can glance from 
the image to a light-box and compare 
the patient with his film (Pfizer 
Spectrum, May 1). Or radioactive 
thulium, contained in a cylinder, will 
someday be used as a source of roent- 
gen rays — thus, instead of apply- 
ing high voltage to a tube. one merely 
opens the cylinder, and the rays come 
rushing out. (The idea is as old as 
the use of radioactive isotopes, but a 
suitable isotope had to be found. 
Thulium, one of the rare-earth ele- 
ments, is made radioactive in an 
atomic pile.) A small, portable roent- 


genographic unit weighing just 10 
pounds costs only $40, but the thulium 
costs about $200 for 200 me. Still 
another development is the use of 
very hard rays for diagnosis, since, 
at | or 2 million volts (supervoltage }, 
bone is not much more opaque than 
soft tissue. The area covered by bone 
is more thoroughly penetrated, while 
penetration of the soft tissue remains 
nearly the same, This enables one to 
visualize soft tissue without the over- 
exposure that oceurs when the pene- 
tration is increased with conventional 
roentgenographie equipment. It is 
surprising to see plainly the walls of 
the trachea, or mediastinal glands, 
though the vertebrae are equally 
plain behind them. 

Thus a half-century has yielded 
many improvements. one of them 
being greater respect for this form 
of energy so peculiarly deadly to hu- 
man tissues. The creative activity at 
the start seems to have continued al- 
most unchanged, Perhaps radiology 
has come about half way in this much 
time; the further half would be won- 
derful to see. END 


Historie adds and ends {ow 18% and 
after, including carly tims showing bullets and 
bone, the knees of a mummy, equipment being 


offered, an Army roentgen truck, advertisements 
and (above! German scrip honoring Prof. 
Roentgen, whe is shown at the right. The radio- 
graphic room at left shows even less concern for 
the hazards than is felt nowadays, and the high- 
tension wires are within easy reach besides. 


\ metal tube made in Sir Oliver Lodge's laboratory in 1896 
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Streptococcal Antigens in 
Rheumatic Fever 


Warren Air Base, Wyo. — Some- 
where in the complex interaction of 
streptococcal antigens and host-anti- 
hody response lies the key to the 
pathogenesis of rheumatic fever, It 
is known that prompt treatment of 
streptococcal pharyngitis effectively 
prevents the acute rheumatic attack, 
but the question remains whether this 
is due to elimination of streptococcal 
antigens or to inhibition of the host- 
antibody response. 

Alton J. Morris and a group of 
associates at the Streptococcal Dis- 
ease Laboratory. Francis Warren 
Air Base, and Department of Pre- 
ventive Medicine, Western Reserve 
University, have adduced evidence 
that it is the persistence of the infect- 
ing streptececeus and its antigens 
that leads to the development of 
rheumatic fever following acute 
streptococcal pharyngitis. In 150 pa- 
tients with exudative pharyngitis, 
penicillin therapy was delayed until 
9 days after the onset. This allowed 
ample time for the development of 
an almost uninhibited antibody re- 
sponse. However, the attack rate of 
acute rheumatic fever was still sig- 
nificantly lower than in patients who 
receive no treatment, 

(Reported at a meeting of the 
American Federation for Clinical 
Research, Atlantic City.) 


Viral Neonatal Hepatitis 
Cincinnati — Virus hepatitis in the 


newborn is a serious threat to life, 
reports Benjamin H. Landing (As- 
sistant Professor of Pathology and 
Pediatrics, University of Cincinnati 
School of Medicine). He describes 4 
fatalities among 11 patients, Death 
occurred at 4 and 5 months and at 2 
and 3 years, Jaundice may appear on 


the day of birth, but it always ap- 
pears by the sixth week, Clinical 
features regularly include acholic 
stools, hepatomegaly and bile in the 
urine. Liver function tests are apt to 
be abnormal, and splenomegaly may 
he present. None of the infants who 
died showed kernicterus, Landing 
states that transplacental transfer of 
the virus agent from an asympto- 
matic mother is a possible factor. In 
support of this idea, he cites one 
mother who had 3 children, all of 
whom developed the disease. 

(Reported at a meeting of the In- 
ternational Association of Medical 
Museums, Philadelphia.) 


Long-Range Outlook after 
Coronary Occlusion 


Chicago — The ability to resume 
activity following an attack of coro- 
nary occlusion is the best single in- 
dex to the probable future course of 
the patient. Louis \. Katz, David R. 
Cole and Evelyn B. Singian (Heart 
Station, Michael Reese Hospital) re- 
port this and other prognostic yard- 
sticks on reviewing the 10- and 20- 
year case records of 461 patients who 
had attacks between 1932 and 1941. 
The patients who were able to re- 
turn to unrestricted activity after 
their attacks (about | in 4) had the 
best long-term outlook: 71 per cent 
were still alive 10 or more years 
later. Among the entire group, those 
who lived past the first 2 months sur- 
vived on the average more than 8 
years, Of all the patients 66 per cent 
lived more than 5 years; 43 per cent 
more than 10 years; 10 per cent 
more than 15 years, The vast ma- 
jority (90 per cent) were able to 
return to moderate or limited activity 
if they survived a coronary occlusion, 
Katz and his associates report. 
Exploring the many factors affect- 
ing the immediate and long-term 


prospects, Katz, Cole and Singian 
note that age is important: those who 
lived 10 vears or more were some 6 
years younger (average, 53 vears) 
at their first attack than those who 
died within 2 months. Neither sex 
nor body build appeared to be sig- 
nificant in determining the outlook 
in the patients studied, 

(Reported at a meeting of the 
American Heart Association, Chi- 
cago.) 


Postcholecystectomy 
Syndrome Abroad 


New York — A report on gallblad- 
der surgery in Europe was pre- 
sented by Roy Upham ( Professor of 
Clinical Medicine, New York Medical 
College). The high incidence of 
postcholecystectomy syndrome in 
France (38 per cent) has led to ex- 
tensive use of duct manometry and 
cholangiography at operation, The 
syndrome is ascribed to infection or 
damage to the duct, strictures, over- 
looked or newly formed stones in the 
extrahepatic ducts and lesions of the 
sphincter of Oddi. For manometry, 
a cannula is passed into the eystic 
duct to the common duct, and the re- 
sistance of the sphincter of Oddi is 
measured by injecting fluid and not- 
ing the pressure needed to overcome 
it. Then radiopaque material is inject- 
ed, and the duct is visualized fluoro- 
scopically by an observer under the 
operating table. Serial spot roentgen 
films are taken also. If the duct is 
found abnormal, surgical correction 
is done. Upham reports that this 
technique has been employed by 
Mallet-Guy in Lyons with excellent 
results in over 2,000 cases. 

Commenting on Upham’s paper, 
Lee Gillette (Roosevelt Hospital, 
New York) observes that at the Uni- 
versity of Cordova in Argentina a 
similar procedure has been employed 
in 1,000 cases with only a 4 per cent 
incidence of postcholecystectomy 
syndrome. 

(Reported at a meeting of the Na- 
tional Gastroenterological Associa- 


tion, New York.) 
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Rate of Protein Synthesis 
In Metabolic Processes 


Chicago — That the body is swift 
in incorporating nutrients into the 
metabolic processes is shown by ex- 
periments of Howard Green and 
H. S. Anker (Department of Bio- 
chemistry, University of Chicago). 
Green and Anker injected labeled 
amino acids intravenously into rab- 
bits and measured how soon the iso- 
tope appeared in serum proteins. 
While no protein-incorporated iso- 
tope was noted for 20 to 25 minutes, 
it began to appear abruptly there- 
after. The length of the lag period. 
which the investigators believe is 
entailed in synthesis of the protein 
molecule, was found to be virtually 
independent of the nature and quan- 
tity of the labeled amino acid injected 
and was not affected by giving all the 
essential amino acids simultaneously. 

(Reported at a meeting of the 
American Society of Biological 
Chemists, Atlantic City.) 


Hydrocortisone in 
Skin Disorders 


Philadelphia — Hydrocortisone. in 
concentration of | to 2.5 per cent, is 
an initial therapy of choice in a va- 


riety of dermatoses, says Donald M. 
Pillsbury (University of Pennsyl- 
vania Hospital). Among these he lists 
pruritus ani, pruritus vulvae, suba- 
cute and chronic otitis externa, local- 
ized neurodermatitis and evelid der- 
matitis. It is also found to be useful, 
though less specifically so, in infantile 
eczema, atopic dermatitis of limited 
extent, intertriginous seborrheic der- 
matitis and edematous lesions of con- 
tact dermatitis. 

Unlike many other newer agents, 
such as penicillin, streptomycin, the 
sulfonamides and antihistamines, 
which Pillsbury believes should never 
he used topically because of the haz- 
ard of sensitization, hydrocortisone 
does not produce local skin reactions. 
He states that no systemic effect has 
been noted and that no instance of 
dissemination of a bacterial or virus 
infection has been reported after topi- 
cal hydrocortisone. 

Where an antibacterial effect is 
desired together with anti-inflamma- 
tory action of hydrocortisone, Pills- 
bury recommends application of bac- 
itracin or neomycin since these anti- 
bioties have the least tendency to 
produce sensitization. 

(Reported at the Postgraduate 
Institute and Convention, Philadel. 
phia County Medical Society.) exo 
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Medical Diseases of Bone Since bone 


is a complex living tissue. it demands far 
more consideration than the application of 
an occasional splint, This article points out 
some of the things to be considered, Also: 


Geminology : Doctors and Magic. 


Pfizer 


newsletter 


In osteomyelitis secondary to war 
tcounds, adequate doses of antibiot- 
ies are a “valuable adjunct” in con- 
trel (tegether with adequate s<ur- 
gery). and in prevention of secondary 
infection, conclude J. W. Batch and 
Haghes, in an article in the 
Armed Forces Medical Journal 
(April) 1954. Authors used penicillin, 
streptomycin, Terramycin, other 
broad-<pectrums in 21 patients with 
chronic osteomyelitis. Drainage ceased 
completely and wound remained 
healed 4 weeks after surgery in 11, 
drainage stopped in 4-8 weeks in 6, 
Of resistance: “Some organisms which 
were first reported resistant were later 
reported sensitive to the same anti- 
biotic.” In most cases, despite re- 
ported resistance, “the patients con- 
tinued to improve clinically.” 
Antibiotics Newsletter, 
Val. IV. 


CARCINOMA 
continued from page 21 
he of practical importance in detect- 
ing some of the 14 to 50 per cent of 
occult carcinomas reported to occur 
in hypertrophied prostates. 

Punch or needle biopsy, when the 
result is positive, is certain evidence 
of the existence of cancer, but a nega- 
tive finding is of no value in exclud- 
ing it. In the hands of expert oper- 
ators the needle biopsy in positive 
cases can be 73 per cent correct, This 
is approximately the accuracy pro- 
vided by digital rectal examination, 
but biopsy gives the surgeon the as- 
surance of histologic diagnosis be- 
fore prostatectomy, 

Perineal biopsy with frozen sec- 


tions is the most dependable proce- 


river 


dure. It affords ample tissue for ex- 
amination and has been found cor- 
rect in 31 of 32 cases. 

Acid and alkaline phosphatase tests 
are of special interest in carcinoma 
of the prostate. An elevation of serum 
acid phosphatase to 10 King-Arm- 
strong units or more is absolute evi- 
dence of metastatic prostatic carci- 
noma, When carcinoma is absent or 
confined to the vicinity of the pros- 
tate, serum acid phosphatase re- 
mains below 3 units, Osseous metas- 
tases from prostatic carcinoma often 
stimulate bone formation, so that in 
85 per cent of cases with metastases 
to bone the serum alkaline phospha- 
tase is also raised, This elevation, un- 
like that of acid phosphatase, is not 
specific for prostatic carcinoma, 


Approximately one-half the pa- 
tients develop metastases within a 
vear of onset of symptoms, and 80 
per cent have metastases at the time 
of death. Lymph nodes are the most 
frequent sites of metastases — iliac, 
periaortic, hypogastric, sacral, and 
later the tracheobronchial and supra- 
clavicular nodes. 

Metastases to bone are reported to 
occur in as many as 70 per cent of 
cases, In 85 per cent of patients with 
osseous involvement the pelvis and 
sacrum are affected, the lumbar spine 
in 59 per cent, the femur in 55 per 
cent, the dorsal spine in 25 per cent, 
and the ribs in 22 per cent. 

Visceral metastases occur in 10 per 
cent of fatal cases, are of late oceur- 
rence and appear most frequently in 
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the lungs, pleura, liver and adrenals, 
Meticulous search has shown minute 
foci of metastases in the lungs in 
patients with bone metastasis, Many 
less usual sites of metastases have 
been reported. 


Treatment 


The only cure for prostatic carcinoma 
is radical surgery before the lesion 
has extended beyond the prostatic 
capsule, Patients with spread of the 
lesion beyond the prostate into the 
urethra or through the capsule, with 
roentgenologic evidence of osseous 
metastases, with clinical evidence of 
other metastases, or with elevated 
serum acid phosphatase are eligible 
only for palliative treatment. 

It is generally agreed that perineal 
excision of the prostate, seminal 
vesicles and adjacent bladder neck 
is the operative procedure of choice. 
Less radical procedures are regarded 
as doomed to failure. 

Treatment of the patient in whom 
the lesion has spread outside the 
prostate cannot be curative and is 
directed toward relief of urinary 


symptoms and control of the tumor 
by hormone and radiation therapy. 
Bladder neck obstruction is most 
commonly relieved by transurethral 
resection. Suprapubic cystotomy may 
he required in those cases of extreme 
irritability of the bladder and poste- 
rior urethra that sometimes follow 
transurethral resection. In a few cases 
endocrine therapy alone relieves the 
obstructive symptoms and gives the 
patient many months of comparative 
comfort. Hormonal therapy of car- 
cinoma of the prostate is based on 
the facts that androgens stimulate 
prostatic development, while estro- 
gens inhibit or neutralize the andro- 
genic stimulus. 

Androgen control therapy includes 
orchiectomy, estrogen administra- 
tion, unilateral and bilateral adrenal- 
ectomy, cortisone administration 
and hypophysectomy. Histologic 
changes in the tumor cells are greater 
with estrogen therapy than follow ing 
orchiectomy. Orchiectomy is believed 
to give somewhat better clinical re- 
sults than estrogen administration, 
but some patients not responding to 
orchiectomy may respond to estro- 


Time 
—— Alkaline phosphatase 
~~ Acid phosphatase 


Clinical course of prostatic caneer: (\) The 
critical period: an isolated nodule is present in the prostate: there 
are no metastases; radical resection is curative. (B) The patient 
may be asymptomatic at this time but the highly elevated acid 
phosphatase is diagnostic of metastases, The elevated alkaline 
phosphatase indicates osteoblastic activity, (C) Following orchi- 
ectomy, there is an immediate drop in acid phosphatase and a 
transient elevation of alkaline phosphatase reflecting repair of 


gens. Orchiectomy and estrogens, 
singly, together or in succession, im- 
prove approximately 90 per cent of 
inoperable patients, Fewer than 75 
per cent of those improved live for 
5 years, About 20 per cent live for 
10 years, 

Intensive radiation may be pallia- 
tive. Bilateral adrenalectomy, as ini- 
tiated by C. B. Huggins ( University 
of Chicago) and W. W. Scott (Johns 
Hopkins Hospital), has not caused 
any metastatic lesions to disappear, 
and new lesions continue to develop. 
Some patients, however, are given 
considerable comfort by this further 
elimination of a source of androgens. 
Bilateral adrenalectomy is used only 
after the effects of conventional or- 
chiectomy and estrogen therapy have 
been dissipated. 

The general practitioner can con- 
tribute most toward the control of 
cancer of the prostate, as in cancer of 
other sites, by imparting to his patient 
the modern ideas of preventive medi- 
cine and periodic examinations. Early 
diagnosis of this form of cancer needs 
only a high index of suspicion and an 
intelligent index finger. END 


metastatic bone lesions. Symptoms, when present, may he promptly 
relieved. (D) Symptoms recur after a remission induced by orchi- 
ectomy. Acid phosphatase is above normal, (EF) Estrogen therapy 
may again result in remission: acid phosphatase fallx, (F) With 
relapse, symptoms recur: the phosphatase level are again elevated. 
At this point, bilateral adrenalectomy may be considered, (G) Bi- 
lateral adrenalectomy in favorable cases results in a remission 
for a period of months, but metastatic lesions do not disappear. 


Jory 31, 1954 Vor, 155, No. 14 apy. 


20 
195 
8 
" 
14 d 
| 
E 
7 
| 
F : 
+ 
6 | 
4 | 
4 


Carcinoma of the prostate may be wodifferentiated and ana- 


plastic Cabove left), showing deep-staining small cells invading the «troma: 
or a differentiated adenocarcinoma (above right), showing disorientated glands. 


Bre 
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Metastases to home ace frequent. Concurrent osteoblastic and o-teo- 
lytic lesions of the pelvis, sacrum and lumbar spine are common (above left). 


A markedly destructive metastatic lesion of the femur is shown (above right). 


Clinical diagnosis | -hown at right) depends on an “intelligent” index 
thager. A normal prostate (top) feels tiem and resilient and of uniform texture. 
In benign hypertrophy (middle) the resilience is lost; the prostate is firm, in- 
elastic and nedular. Early prostatic cancer (hottom) consists of an isolated, 
stony-hard nodule in an otherwise normal gland, suggesting perineal biopsy. 
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Unsurpassed toleration, outstand. 
ing Stability and solubility distin- 
eulsh therapy with the newest of 
broad-spectrum antibiotics often 
producing an Afebrile In Hours 
response in the treatment of the 


many common infections due to 
organisms susceptible to 1954 


Te “Vi? 


available in convenient Tablets 
(hydrochloride) and for younger 
patients — delicious, chocolate- 
flavored Oral Suspension (ampho- 


teric) 
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pertaining to nutrition have been found accept- 
able by the Council on Foods and Nutrition of 
the American Medical Association. 


Rich in Protein — Relatively Low in Calories 


Americans are becoming increasingly aware of the need 
for proper diet for their health and well-being. Eggs, 
one of the best natural sources for vitamins, are rich in 
protein, minerals and vitamins; yet, they are rela- 
tively low in calories. Thus, eggs fit the modern diet 
concept ideally. 


Two eggs in the daily diet provide 18% of the protein 
recommended with only 6% of the calories. These 
proteins rank high in — including 
all the amino acids needed for growth and body 
maintenance. 


The serving of two eggs also provides up to 22% of the 
daily Vitamin A needs as well as 24% of Vitamin D, 
18% of Riboflavin (B2) and 10% Thiamine (B1). Eggs 
are also rich in Iron and Phosphorus. Because eggs 
contain all the essential elements for the development 
of complete, new living organisms, they are efficient, 
economical sources of nourishment for people of all ages. 


f PERCENT OF DAILY ALLOWANCES* FOR THE AVERAGE ADULT 


| Poultry and Egg National Board 


cc 18% Vitamin A 
Calories... 6% Thiomine (81) 
. 8% Riboflavin (82) 
18% Vitamin 


"Tables of Food Composition, as described by Committee on Food Com- 
position, Food and Nutrition Board, National Research Council. 


8% |° 185 N. Wabash Ave., Chicago 1, Ill. 
6% a Non-Profit Organization Devoted to Research and 


Educational Work on Behalf of the Poultry Industry. 


J.A.M.A., July 31, 1956 
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Acceptance by the A.M.A. 
of another ‘Spansule’ 
sustained release capsule: 


This Council-acceptance indicates that 
the Council on Pharmacy and Chemistry 
pre ican Medical Association has 
once again evaluated and recognized the 
action of ‘Spansule’ capsules: 


— 


brand of sustained release capsules 


ined release of medication 9% over a prolonged period of time 


S.K.F.’s ‘Spansule’ capsules are the 
only oral sustained release preparations 
to be accepted by the A.M.A. Council. 

ae *T. M. Reg. U.S. Pat. Off. 


the originators of sustained release oral medica 
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Loo0d-tasting 


cinnamon-flavored 


pediatric 


DOSAGE... 
One 5-cc. teaspoonful 
represents 100 mg. of 
ERYTHROCIN 
25-\b. child 
teaspoonful 


50-Ib. child 
1 teaspoonful 


100-ib. child 
2 teaspoontuis 


Every 4 to 6 Hours 


(Erythromycin Stearate, Abbott } 


ORAL SUSPENSION 


Pediatric Exyturocin combats infectious cocci within 2 hours after 
it’s administered—maintains inhibitory levels for 8 hours. It’s 


highly active against the cocci— including those coccal organisms 
that have become resistant to penicillin and other antibiotics. 


Pediatric Exyturocin is ready for instant use— with no premixing 
bother. Opened or not, it stays stable for at least 18 months. 
Taste and potency remain the same; no refrigeration is ever needed. 


taster Lhe, 
Pediatric Exyrurocin is rich in cinnamon flavor—with a sweet, 


candy-taste that children really like. No wonder there’s never a 
problem for Mom. 


‘Pediatric EryTHROCIN is less toxic—/ess likely to alter normal in- 


testinal flora than most other antiobiotics. Pediatric Exyrurocin Oral 
Suspension comes in 2 fluidounce, pour-lip bottles, 
Won't you try it with your next little patient? Obtbott 
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for sustained contraction of the postpartum uterus 


‘Ergotrate Maleate’ 


( Ergonovine Maleate, U.S.P., Lilly) 


helps prevent hemorrhage, lessens risk of infection 


IN 0.2-MG. (1/320-GRAIN) TABLETS 
BOSE: 1 or 2 tablets 

three to four times a day 

until the fourteenth day 

following delivery. 


IN 1-CC. AMPOULES CONTAINING 0.2 MG. (1/320 GRAIN) 
pose; 0.2 to 0.4 mg. (1 to 2 cc.). 


Eiri titty AND COMPANY, INDIANAPOLIS 6, INDIANA, U. S. A. 
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FACTORS INVOLVING WOUND DEHISCENCE 
STUDY OF ONE THOUSAND CASES 
Robert L. Marsh, M.D., Joseph W. Coxe Ill, M.D., Los Angeles, William L. Ross, M.D. 


G. Arnold Stevens, M.D., Beverly Hills, Calif. 


In this study dehiscence is defined as a wound separa- 
tion including the peritoneum. The purpose is to compare 
dehiscence rates in vertical versus transverse abdominal 
wounds closed by a standardized method. By attempting 
to standardize wound closure technique and by indexing 
on punch cards details of each case, we hoped to elim- 
inate other variants in determining whether the type of 
incision and/or method of closure are the major factors 
in the incidence of dehiscence. It seems logical that no 
comparison of transverse with vertical incisions could 
be accurately assessed unless incisions were closed by the 
same method and patients under consideration were 
—— Surgical literature contains numerous case 

views, most if any, of which are not thus controlled by 
types of cases and standard closure 
procedures. At least half of the data collected in this 
series provides what would be required for such a con- 
trolled case study, short of using alternate transverse and 
vertical incisions in all cases as they occur. This would 


be impractical since individualization is obviously indi- 


cated in certain cases. 
BASIS OF SURVEY 

This study includes 1,000 laparotomies exclusive of 
inguinal hernias and appendectomies through muscle- 
splitting incisions. Five hundred laparotomies performed 
at the Wadsworth Veteran's Hospital, Los Angeles, and 
500 at St. John’s Hospital, Santa Monica, Calif., on the 
private service of two of us (G. A. S. and W. L. R. ) were 
reviewed. All of the incisions on the latter service were 
closed by a standard method hereinafter described. 

Out of the more than 2,000 records reviewed, only 
1,000 were found eligible for inclusion because of various 


facets of information lacking or because of major devi- 
ations from standard closure technique. The records were 
selected on the basis of the relative completeness of the 
record rather than on the type of incision or lesion. If 
the case was eligible for inclusion in the statistical anal- 
ysis, all the facets of information were code indexed on 
punch cards in detail. 

Clinical records of patients having had any of the fol- 
lowing abdominal operations whose wound closures ap- 
proximately adhered to the technique described were 
included. The operations were: exploratory laparotomy, 
pelvic laparotomy including hysterectomies, gallbladder 
surgery, intestinal resections or incisions, gastric resec- 
tion or repairs, splenectomies, procedures of the pan- 
creas, and incisional and ventral hernias. 

The technique of wound closure considered as rela- 
tively but not completely standard at the Wadsworth 
Hospital was as follows: for the posterior sheath and 
peritoneum, continuous absorbable material; for the an- 
terior or external oblique sheath of the rectus, interrupted 
sutures of nonabsorbable material. The use of retention 
sutures was allowed, and the type of retention suture 
used was recorded as being buried or through-and- 
through, always of nonabsorbable material. Removable 
retention sutures were routinely placed | in. (2.5 cm.) 
or less apart and not more than | in. from line of in- 
cision. In the St. John’s Hospital series, the use of re- 
tention sutures was systematic. If drainage was used, the 
case was included only if the drain extruded through a 
stab wound not through the incision. 

The wounds were classified as “clean” (uncontami- 
nated or without infection) or “dirty” (contaminated 
or infected). Clean wounds included wounds of gastric 
surgery except perforated ulcers, most wounds of elective 


From the Wadsworth Hospital, Veterans Administration Center; the Department of Surgery, University of California School of Medicine at Los 


: and St. John’s Hospital, Santa Monica, Calif. 


Attending Surgeon, Wadsworth Veterans Hospital, and Instructor in Surgery, University of California School of Medicine at Los ee (Dr. Marsh), 
Chief Resident in Surgery, Wadsworth Veterans Hospital (Dr. Coxe); and Senior Consultant in Surgery, Wadsworth Veterans Hospital and Clinical Pro- 
fessor of Surgery, University of California School of Medicine at Los Angeles (Dr. Stevens). 
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biliary surgery, most wounds of pelvic surgery including 
abdominal hysterectomy, splenic and pancreatic proce- 
dures. Dirty wounds included gangrenous organs, rup- 
tured hollow viscera, peritonitis, abscesses, intestinal 
resections, and enterotomies. 
DATA FROM WADSWORTH HOSPITAL 
Vertical incisions were used in 322 cases and trans- 
verse incisions in 178. The average age of patients in this 
series was 50 years. Six per cent (19 per 322) of the 
patients with vertical incisions were 65 years of age or 
older, whereas 12% (22 per 178) of the group with 
transverse incisions were 65 or older. In the 500 cases the 
following types of wound closure were used: 


Layer Cloeure 


Peritoneum and posterior sheath—al«orbable suture, chromic 
or 0, running 


Anterior sheath and externus—nonalb<orbable suture (silk 
or cotton), @ or 6, interrupted 


Retention Sutures 
Purely optional addition to layer closure 


Of the patients with vertical incisions, 33% % underwent 
emergency laparotomies. In cases of transverse incision 
only 17% were emergencies. This factor alone, through 
lack of preparation, could account for difference in the 
incidence of wound separation. Of 18 patients with 
intestinal obstructions, all but one were operated on 
through vertical incisions. In these, distention was 
obviously a factor. Three of the 17 vertical incisions 
dehisced. 


sf 


(% of S00) 


Fig. 1.—Wound separations among $00 laparotomies at Wadsworth 
Hospital, excluding hernias and muscle-splitting appendectomy incisions. 


The most frequent operations were gastrointestinal. 
In patients with neoplasms of the digestive tract or peri- 
toneum, more were operated on through a transverse 
incision than through a vertical. Of the patients with post- 
Operative dehiscence, the majority of the group with 
vertical incision had dirty closure, while the majority of 
the group with transverse incision whose wounds de- 
hisced had clean. 

Over-all, fewer transverse incisions (2% ) disrupted 
than did vertical incisions (7% ), but, not being in con- 
secutive cases, these include a large number of emergen- 
cies, dirty wounds, and patients of older age groups. The 
combined dehiscence rate for both types of incisions in 
this study was 5.8% 

The majority of the patients with vertical incisions, 
both clean and dirty, had either rectus or paramedian 
incisions. The vertical incisions, whether midline or para- 
median or rectus in type, seemed to result in the same 
percentage of dehiscence. Seven and one-half per cent 
of the midline wounds disrupted, and 642% of those 
lateral vertical incisions separated. Dirty vertical inci- 
sions dehisced at a 9.3% rate (13 per 140), whereas in 
cases of clean vertical incision a 5% dehiscence rate (9 
per 182) occurred. 
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The vertical incision was preferred by the surgeons in 
performing operations on the stomach and vagus nerve 
in 68% of cases. The vertical incision was used with 
twice the frequency of a transverse incision in operations 
on the intestines. Operations performed on other abdom- 
inal organs were performed through transverse incisions 
with greater frequency than through vertical incisions. 


Fig. 2.—Wound separations among $00 consecutive laparotomies at 
St. John's Hospital, excluding hernias and muscle-splitting appendectomy 


Of the vertical incisions, retention sutures were used 
in about 48% of the cases of clean wounds and 43% 
of the cases of dirty wounds. In the transverse incisions, 
retention sutures were used in about 45% of the cases. 
Apparently the decision to use retention sutures was not 
based on clean or dirty closures. Retention sutures used 
were almost always removable. Dehiscence was most 
frequent in the vertical incisions without retention su- 
tures, with one out of 16 clean closures and one out of 
nine dirty closures without retention sutures dehiscing. 
Through-and-through retention sutures were used in 
38% of all closures. 

Of the 342 patients with vertical incisions, 100 had 
some major complication other than that of the wound. 
Of the 178 patients with transverse incisions, 108 had 
some major complication not related to the wound. The 
largest group had pulmonary complications. 

DATA FROM ST. JOHN'S HOSPITAL 

In conjunction with the study of the incidence of 
wound separation at the Wadsworth Veteran's Hospital, 
a similar study was made on the service of two of us 
(G. A. S. and W.R.L.) at St. John’s Hospital. Both 
hospitals are affiliated with the graduate and under- 


Fig. 3.—Placement of retention suture. There is a short intraperitoneal 
course, the retention suture catching the peritoneal edge only. 


graduate program of the U. C. L. A. School of Medicine. 
The study at St. John’s Hospital differs somewhat from 
that at the Wadsworth Veteran's Hospital, in that it is 
completely controlled from the standpoint of standard- 
ized closure and recorded details. With the purpose of 
this study in mind, all hernia and McBurney appendical 
incisions are excluded. The cases are unequivocally con- 
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secutive. Preoperative and postoperative treatment are There were 8 (1.6% ) wound separations, 5 in the lower 
basically identical in each cage. Two factors in the study abdomen and 3 in the upper abdomen. Seven operations 
involving the two teaching hospitals are identical. The were related to the gastrointestinal tract. All were com- 
majority of cases in both studies included operations plicated problem cases. Six patients showed nutritional 
related to the gastrointestinal tract. In the opinion of one —_—_ deficiencies based on severe anemia, hypoproteinemia, 
or both, secondary to carcinoma, peritonitis, age, or other 
debilitating factors. Vitamin C determinations proved to 
be of no value, because vitamins had been administered 
to all patients in large doses before and after surgery. In 
two cases wound dehiscence was incident to mechanical 
Sin, Sen factors—violent coughing episodes with distention 


—— both cases. In all of these cases vertical incisions were 
—— made. Transverse incisions were made in no complicated 
aaa cases. In 492 complicated and uncomplicated cases, 


the das palsable induration there was not a single instance of wound separation in 
cases in which either transverse or vertical incision was 

of us (G. A. S.), who is on service at both hospitals, used. 
wound closure is done with equal carefulness in both In consideration of the aforementioned data, there is 
institutions. obviously only one major point of difference in the con- 
In this series, there were 240 incisions in the upper trols of the two series. In the St. John’s series all upper 
part of the abdomen and 260 incisions in the lower or abdominal wounds, without exception, were closed in a 
middle part of the abdomen. In this group there were 42 similar fashion to the routine closure of eviscerated 


Data on Eight Patients with Wound Dehiscence at St. John's Hospital 


Nutritional Mechanical 


Factors Factors 
Incision, Severe Hypo- Violent Extreme 

Diagnosis All Vertical Age Sex Anemia = proteinemia Coughing Distention 

Carcinoma of gallbladder, cholecystectomy........ x xX 
rectus 

Carcinoma, Lower F x x 
Carcinoma of ascending colon, reseetion........... Lower 75 Xx 
Peritonitis, perforated appendix.................... Lower M x 
Upper 65 M x 
Cirrhosis, esophageal wariees....................... Upper a M X X (Ascites) x 
Gangrenous appendicitis... Lower a1 M Xx x 


transverse incisions. These were truly transverse inci- wounds plus layer closure. This consisted of through- 
sions, which did not divide trophic nerves. There were and-through heavy nonabsorbable retention sutures, in- 
458 vertical incisions, close to the midline, which mini- cluding the edges of the peritoneum placed about 1 in. 
mized trophic nerve interruption. apart and about 34 in. (1.9 cm.) lateral to the incision. 
Of the 500 patients who had surgical intervention, 223 The peritoneum was closed with chromic 00 absorbable 
were females and 277 were males. Yet the incidence of surgical suture. The fascia was closed with chromic 0, 
wound separation was five males to three females; no doubled, absorbable suture. In lower abdominal incisions 
explanation is offered for this. The average age incidence‘ f0F_ carcinomatous lesions the same closure was used. 
of patients with laparotomies in this series was 48. The In uncomplicated clean cases of nonmalignant lesions 
extremes were 3 years to 77 years. The average age of _—_—‘!ayer closure only was used. 
eight patients with wound separation was 56 years; ex- Retention sutures were removed only after a firm ridge 
tremes were 31 and 75 years (see table). The average _4/0ng the line of incision was palpable. This usually oc- 
age incidence did not differ significantly from that of the curred between the 8th and 14th postoperative days. 
Wadsworth Hospital series (50 years). Two-inch wide adhesive “butterflies” were used to sup- 


: port the wound after removal of retention sutures. The 
in the 500 cases the following types of wound closure skin was painted with tincture of benzoin to keep the 


were used: adhesive tape from slipping and to protect the skin. The 
All cases in upper part of abdomen “butterflies” were removed after one week. Ambulation 
1. Through-and-through nonabsorbable retention sutures was usually early, and the wound was always supported 

2. Plus layer closure with a Scultetus binder when the patient was up. 
Peritoncum and posterior sheath, sbeorbeble suture, The only definite factor detected in this study that 


accounts for an over-all incidence of 5.8% wound sepa- 
ration in 500 cases at the Wadsworth Hospital, in con- 
All eases in lower part of abdomen trast to an over-all incidence of wound separation at St. 
come 80. 3 shove John's Hospital on the service of two of us of 1.6% is 
tae ee a that through-and-through retention sutures as described 


Anterior fascia, absorbable suture, chromic 6, running 


were systematically used in the latter series. It seems 
reasonable to assume, however, that patients admitted 
to a Veterans Hospital include those who were more 
ill and whose nutritional state did not compare favor- 
ably to patients in a private hospital. 

COMMENT 

It is hoped that this type of study will be pursued by 
other investigators. In the literature, apparent discrep- 
ancies are likely due to lack of controls. Although the 
first SOO cases (at Wadsworth Hospital) are not com- 
pletely controlled, they are more adequately controlled 
than most other reports. The second 500 cases (at 
St. John’s Hospital) were consecutive and completely 
controlled. The results of the studies in the two groups 
were materially different even though the same surgeons 
were involved. 

It is essential that in subsequent studies the following 
plan should be instituted: 1. Start the series at the begin- 
ning keeping the purpose constantly in mind and en- 
forcing controls rigidly. 2. Keep nutritional factors as 
constant as possible by adequate administration of protein 
and vitamins. 3. Record in each case such mechanical 
factors as violent coughing and undue distention, hic- 
coughing, or vomiting. 4. Record in each case pertinent 
data affecting wound healing both laboratory, such as 
anemia and hypoproteinemia, and clinical, such as de- 
bilit factors li y, infection, peritonitis, 
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syphilis, tuberculosis, and age. 5. Rigidly adhere to the 
type of through-and-through wound closure as outlined 
in the St. John’s series if the study is to be comparative. 
SUMMARY AND CONCLUSIONS 

On the basis of a clinical study of a thousand lapa- 
rotomies involving vertical and transverse incisions, ex- 
clusive of inguinal hernias and McBurney appendiceal 
incisions, evidence does not support a case for or against 
transverse or vertical incisions, providing the latter are 
made close to the midline and the trophic nerves are not 
interrupted. The important factors predisposing to wound 
dehiscence are: (1) nutritional deficiencies incident tu 
carcinoma, infection, or other debilitating factors; (2) 
mechanical factors, such as violent coughing and abdom- 
inal distention; (3) type of wound closure (In a com- 
pletely controlled series of 500 consecutive cases in which 
through-and-through retention sutures plus layer closure 
were used systematically there was no instance of wound 
dehiscence in uncomplicated transverse or vertical in- 
cisions. This was not the case in a series of 500 cases in 
which systematized wound closure was not used, even 
though all other factors were comparable.); and (4) 
age (the average age of patients with wound separation 
being 56 years as compared to an average age of less than 
49 years for the 966 patients whose wounds healed pri- 
marily). 

120 S. Lasky Dr. (Dr. Stevens). 


MANAGEMENT OF MASSIVE GASTROINTESTINAL HEMORRHAGE 
Charles S. Judd Jr., M.D. 
and 


Rogers Lee Hill, M.D., Honolulu, T. H. 


The problem of massive gastrointestinal 
encountered frequently enough to be a real sh ‘. 
the medical and surgical services of any hospital. Despite 
a large volume of papers on the subject, it is felt that an 
additional presentation of experiences with a number of 
such cases might be of some value. Massive gastrointes- 
tinal hemorrhage refers to the passage of large amounts 
of bloody material by mouth or by rectum, or to bleed- 
ing from the gastrointestinal tract that may not be ap- 
parent except by the shock it produces. Stewart ' states 
that bleeding is massive when the total circulating red 
blood cell mass is less than 60% of normal. 

The problem calls for very close cooperation between 
internist and surgeon; it is necessary for both to be in 
constant attendance on a patient who shows bleeding. 
The decision to operate and secure a bleeding point by 
a ligature must not be put off too long, while the patient 
is given great quantities of blood in the hope that the 
bleeding will subside. The increased availability of whole 
blood for transfusions, improvements in anesthesia, and 
the use of the antibiotics are some of several factors that 


1. Stewart, J. D; Rudman, I; Citret, C.. and Hale, H. W., Jr: 
Definitive Treatment of Bleeding Peptic Ulcer, Ann. Surg. 1232: 681 
(Oct.) 1950. 


2. LeVeen, H. H.; Mulder, A. G., and Prokop, F.: Physiological 
Massively Bleeding Peptic Ulcer, Surg. Gynec. 


Mechanism for Death in 
& Obst. @4: 433 (April) 1952. 


have increased the safety of surgery in the past 20 years, 
even in emergency operations, to such an extent that the 
decision to operate has been made earlier more often and 
the number of mistakes made on the conservative side 
has been lessened. LeVeen * has emphasized liver anoxia 
as a cause of death in some patients dying of massive gas- 
trointestinal hemorrhage, stating that arterial blood, nor- 
mally passing to the liver, is shunted from one of the 
branches of the celiac axis into the gastrointestinal tract 
instead. The success of an active, aggressive surgical ap- 
proach toward massive gastrointestinal hemorrhage is 
manifested by the results of Stewart,' who has treated all 
massively bleeding peptic ulcers with immediate surgery, 
accompanied by massive blood replacement, as soon as 
the diagnosis is made. The mortality rate in his series of 
65 cases was 10.7% , as compared with a rate of 21.4% 
in 42 similar cases treated medicaliy. In 50 consecutive 
cases the mortality rate was 6%. 

In the initial management of cases of massive gastro- 
intestinal hemorrhage, a carefully elicited history, with 
reference to episodes of abdominal pain, food intolerance, 
indigestion, previous hematemesis, high alcoholic intake, 
jaundice, tendency to bleed, and weight loss, along with 
a careful physical examination, including a rectal ex- 
amination, frequently lead the physician toward a reliable 
working diagnosis. Basic laboratory determinations, i. e., 
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a complete blood cell count, hematocrit, urinalysis, and 
stool examination, are also of great value. A blood 
volume study may facilitate the amount of blood replace- 
ment. Emphasis is placed on the stool examination; if 
there is no blood in the stool initially, it may mean that 
the onset of the bleeding is very recent. The patient is 
given sedatives. A transfusion of low titer type O blood 
is started, and the patient is typed and cross-matched for 
4 to 6 pt. (1,892 to 2,838 ml.) of blood. A Foley catheter 
is inserted into the bladder, and the hourly output of 
urine is measured. The vital signs are recorded at fre- 
quent regular intervals, and the patient's clinical course 
is evaluated every one to two hours. If peptic ulcer is 
suspected, atropine is given for its antivagal effect. 

The common causes of massive bleeding when hema- 
temesis is present are peptic ulcer, esophageal varices, and 
tumor of the stomach or duodenum. Zamcheck,* in sum- 
marizing 101 unselected deaths in cases of massive gas- 
trointestinal hemorrhage, stated that one-half of the 
patients bled from peptic ulcer and one-third from eso- 
phageal varices. Additional causes of hematemesis may 
be esophageal hiatus hernia, esophageal malignancy, and 
esophagitis.‘ If hematemesis is not present, one must also 
consider a tumor of the jejunum, ileum, or colon, chronic 
ulcerative colitis, and diverticulitis of the colon.’ Jones * 
mentioned the consideration of obscure causes of bleed- 
ing, such as Meckel’s diverticulum and other congenital 
anomalies, and blood dyscrasias. In recurrent gastroin- 
testinal bleeding, peptic ulcer is probably the commonest 
cause. Multiple lesions may be present. 

In general, in a patient of 45 years of age or younger 

in whom there is no evidence of hematemesis, con- 
servative management usually carries the patient through 
to a time when diagnostic procedures and elective opera- 
tion, if indicated, can be accomplished with increased 
safety. 
The former risk of exacerbation of bleeding by diag- 
nostic procedures is somewhat offset by the increased 
safety in surgery and anesthesia and the increased avail- 
ability of whole blood. If the diagnosis is not readily ap- 
parent, a gastrointestinal roentgenogram should be done 
as soon as it can be tolerated by the patient. The insertion 
of a Levin nasogastric tube may be an aid to diagnosis, 
and is felt by some to be valuable in decompressing the 
stomach, when combined with Wangensteen suction. 
A sulfobromophthalein (Bromsulphalein ) test and other 
liver function studies may be helpful in ruling out cir- 
rhosis of the liver with bleeding esophageal varices. If 
the latter are suspected, one may resort to esophagoscopy 
or esophagea! balloon tamponade or both as diagnostic or 
therapeutic measures. If the diagnosis is still not obvious 
after the above investigation, one must look for hemor- 
rhagic diatheses by blood smear, bleeding and clotting 
times, and a tourniquet test. Afibrinogenemia, as empha- 
sized by Coon ' and others, is another factor in obscure 
bleeding that must be considered occasionally. 

The patient over 45 years of age is more often the 
potential condidate for operative treatment. The dimi- 
nution of elasticity of the blood vessels in older patients 
prevents spontaneous clotting and cessation of hemor- 
rhage. If an operation is to be done, the decision as to 
when to operate will depend on the diagnosis, response to 
blood replacement, further evidence of bleeding, and 
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other factors. The measurement of the hourly urinary 
output has been found to be a valuable key to the con- 
dition of the patient, a marked drop in the output caused 
by increased hemorrhage often preceding a correspond- 
ing change in vital signs by an hour or more. The specific 
gravity of the urine may be measured at the bedside, and 
it will also be an aid in evaluating the patient. 

Jones ° recommended a very thorough exploration at 
laparotomy, if the origin of the bleeding is obscure. This 
means careful scrutiny of the entire bowel, with the use of 
transillumination if necessary. A radical gastrotomy, duo- 
denum to cardia, may be necessary for visualization of a 
bleeding point. In about 10% of patients with hema- 
temesis, no lesion is found. Some feel that subtotal gas- 
trectomy should be done in these cases. 

In the treatment of bleeding esophageal varices sec- 
ondary to extrahepatic blocks of the portal or splenic 
vein, in the absence of Laennec’s cirrhosis, Crile * advo- 
cates transesophageal obliteration of the varices by 
suture ligation, believing that there is a lower mortality 
in this operation than in radical operations such as resec- 
tion of the lower part of the esophagus and upper part of 
the stomach. 

During a 24 month period from July 1, 1951, to June 
30, 1953, nine patients with massive gastrointestinal 
hemorrhage were treated surgically at the Queen’s Hos- 
pital, Honolulu, without operative mortality. =. 


REPORT OF CASES 


Cast 1.—A 53-year-old Chinese man was admitted to the 
Queen's Hospital on Aug. 19, 1951, because of abdominal pain 
of four days’ duration. The pain was dull, intermittent, and 
radiated to the lower quadrants from the epigastrium and 
through to the back. The history revealed that he had been 
admitted previously in 1946 for closure of a perforated duodenal 
ulcer and again from June 3 to June 9, 1951, for treatment of 
bronchial asthma with corticotropin (ACTH) (60 mg. daily for 
six days). On admission, the temperature was 99.6 F, pulse rate 
84 beats per minute, respirations 16, and blood pressure 148/82 
mm. Hg. Examination revealed a systolic murmur at the apex 
of the heart. There was some upper abdominal splinting but no 
definite tenderness. The remainder of the examination showed 
no abnormalities. The red blood cell count was 4,890,000 and 
the hemoglobin value was 12 gm. per 100 cc. For several days 
in the hospital, the patient complained of epigastric pain. A 
gastric analysis showed free acid, and a gastrointestinal roent- 
genogram showed a shadow of an annular constriction at the 
pylorus, with deformity of the duodenal bulb. On Aug. 25, 
gastric decompression by nasogastric tube suction was started, 
and the patient was scheduled for gastrectomy on Aug. 29. 
Shortly after the insertion of the tube, the gastric returns were 
noted to be bioody, and the patient passed tarry stools. During 
the next four days, the patient continued to manifest evidence 
of severe bleeding from the gastrointestinal tract. Transfusions 
of whole blood were given in an attempt to replace the blood 
lost. On Aug. 28, the pulse rate was 140, and an arrhythmia was 
noted. An electrocardiogram showed nodal tachycardia. Rapid 
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digitalization was carried out using lanatoside C (Cedilanid) 
intravenously, and there was some slowing of the pulse. During 
a period of four to six hours at the time of the marked tachy- 
cardia and also while the patient was bleeding massively, the 
hourly output of urine dropped to 5 to 15 cc. On Aug. 29, 10 
days after admission, because of evidence of progressive continu- 
ous bleeding and despite a persistent tachycardia of 136 beats 
per minute, a subtotal gastrectomy was done. The lesion was a 
duodenal ulcer. Four thousand cubic centimeters of blood had 
been given in the four days prior to operation, 1,500 cc. during 
surgery, and 2,000 cc. postoperatively. The length of operation 
was 4 hours and 10 minutes. An estimated two-thirds of the 
stomach was removed, and the continuity of the gastrointestinal 
tract was reestablished by a gastrojejunostomy that was per- 
formed antecolic and isoperistaltic. Postoperatively, the patient 
continued to have a marked tachycardia for several days, but 
the eventual recovery was satisfactory. He was discharged from 
the hospital on Sept. 28, 1951. Follow-up several months later 
revealed that the patient was asymptomatic. 

The tachycardia in this case probably resulted from 
the lowered blood volume due to hemorrhage. In retro- 
spect, this complication might have been obviated by 
earlier operation. 

Cast 2.—A 45-year-old Japanese man was admitted on 
Aug. 3, 1951, because of weakness, epigastric pain, and the 
vomiting of blood. He was given a whole blood transfusion, and 
the bleeding subsided. A gastrointestinal roentgenogram sug- 
gested a smal! ulcerating lesion of the stomach. An operation 
was recommended, but the patient refused; he was discharged 
from the hospital. He was readmitted on Jan. 16, 1952, with the 
same complaints. He had been asymptomatic since the previous 
admission, up until that day. On admission, shock was not 
present, and an examination showed no abnormalities. The red 
blood cell count was 2,260,000, with hemoglobin level 6.2 gm. 
per 100 cc. The patient was given a whole blood transfusion, 
and he responded well. A repeat gastrointestinal roentgenogram 
again showed a small ulcerating lesion of the stomach. On 
Jan. 19, three and one-half days after admission, bleeding re- 
curred in such a degree as to produce shock. A subtotal gastrec- 
tomy was performed, as in case 1, the operation lasting 3 hours 
and 15 minutes. The lesion was an adenocarcinoma of the 
stomach. The postoperative course was entirely uneventful, and 
the patient was discharged nine days after the operation. A 
follow-up visit 16 months later showed that the patient had 
gained weight and was entirely without symptoms. There was no 
evidence of recurrence of the lesion or metastases. 

This case represents one of recurrent gastrointestinal 
hemorrhage. Operation had been advised originally be- 
cause of the hemorrhage and an x-ray diagnosis of an 
ulcerating lesion of the stomach. Because of the high in- 
cidence of carcinoma in such lesions in Japanese men 
in Hawaii,” it was felt that early operation rather than 
conservative treatment was indicated. When the pa- 
tient finally came to surgery five and one-half months 
after the first episode of bleeding, the lesion was small 
and appeared to be grossly benign. Microscopic examina- 
tion, however, showed carcinoma. The lesion appeared 
to have been completely excised; thus reexploratien with 
the consideration of further resection, omentectomy, 
splenectomy, and node dissection was not done. 

Case 3.—A 68-year-old Filipino woman was admitted on 
Dec. 9, 1951, because of hematemesis and tarry stools. She had 
had epigastric pain and anorexia one week before. Bleeding was 
not massive. The history revealed that in 1948 the diagnosis of 
late latent syphilis had been made and that no treatment was 
considered necessary. There was also a history of old pulmonary 
tuberculosis, with bilateral upper lobe interstitial fibrosis. On 
admission, the patient was thin and emaciated, but the examina- 
tion otherwise showed no abnormalities. The red blood cell 
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count was 2,500,000 and the hemoglobin less than 7.5 gm. per 
100 cc. A gastrointestinal roentgenogram showed no abnormali- 
ties. The patient never manifested shock, and she was treated 
conservatively. Because of the lack of a diagnosis, it was felt 
that the patient could be discharged and followed in the out- 
patient department. She was readmitted on Feb. 29, 1952, be- 
cause of weight loss of § Ib. (2.3 kg.) and abdominal pain. Five 
days after admission, she passed a large amount of black 
material per rectum. The pulse rate rose to 140, and the blood 
pressure dropped to 82/40 mm. Hg. There was no hematemesis. 
A repeat gastrointestinal roentgenogram had meanwhile shown 
an ulcerating penetrating lesion of the pars media of the stomach. 
The patient was given a transfusion of 1,000 cc. of blood. She 
responded well and was taken to surgery. Laparotomy revealed 
a large ulcerating lesion of the pars media of the stomach on 
the posterior wall, 2 to 3 cm. in diameter, with a bleeding artery 
in the center of it. The lesion was penetrating into the pancreas. 
Histological examination later showed it to be a benign ulcer. 
A subtotal gastrectomy and anterior gastrojejunostomy were 
done. The operation lasted three hours, and the patient was given 
an additional 1,000 cc. of blood during the procedure. She did 
well in the immediate postoperative period. About a week post- 
operatively, repeat chest roentgenograms revealed evidence of 
what appeared to be a reactivation of the old pulmonary tuber- 
culosis in both apexes. The patient was transferred to the Leahi 
Tuberculosis Sanatorium. Follow-up 15 months later showed 
that she was still under treatment for the tuberculosis. She had 
gained 40 Ib. (18.1 kg.) in weight, however, and had no symptoms 
referable to the gastrointestinal tract. 


This case represents recurrent gastrointestinal bleed- 
ing in a patient with latent syphilis and pulmonary tuber- 
culosis. Despite an attempt at diagnosis on a first admis- 
sion, the actual source of bleeding, a gastric ulcer, was 
not determined until a second admission almost three 
months later, when massive bleeding occurred. 


Cast 4.—A 67-year-old Japanese man was admitted to the 
hospital on March 19, 1952, with the complaint of epigastric 
pain of six years’ duration and a recent history of vomiting 
about a quart (0.94 liter) of bloody material. He had also been 
having tarry stools for two days. His history showed that he 
had been admitted in 1946 with the same symptoms. A gastro- 
intestinal roentgenogram on that previous admission had 
read as showing evidence of hypertrophic gastric mucosa. At 
the time of the present admission, the temperature was 100 F, 
pulse rate 100 beats per minute, and blood pressure 90/50 mm. 
Hg. The patient was slightly obese. The remainder of the exami- 
nation was noncontributory. The red blood cell count was 
4,200,000 and the hemoglobin level 11.8 gm. per 100 cc. Within 
the three hours after admission, the patient vomited about 
900 cc. of dark red fluid consisting primarily of blood. Trans- 
fusions of whole blood totaling 1,000 cc. were given. Twelve 
hours after admission, the patient vomited 400 cc. of bright red 
blood. The pulse rate was 120 and thready, and the blood 
pressure 84/60 mm. Hg. A laparotomy through a transverse 
incision showed an ulcerating lesion, | cm. in diameter, on the 
posterior surface of the antrum, penetrating into the pancreas. 
This proved histologically to be benign. A subtotal gastrectomy 
and anterior gastrojejunostomy were performed. Interrupted silk 
sutures of 4-0 and 5-0 silk were used throughout. The exposure 
was very difficult due to the patient's stature and obesity. The 
incision was extended by a longitudinal component cephalad to 
the costal margin. The procedure took five and one-half hours. 
An additional 1,500 cc. of blood was given during the operation, 
and 1,000 cc. was given after the operation. The postoperative 
course was entirely uneventful except for a slight superficial 
wound infection. When seen 14 months postoperatively, the 
patient had a moderately large ventral hernia at the site of the 
Operative scar, but he was entirely asymptomatic. 


Because of this patient’s age and a previous history 
suggestive of peptic ulcer, laparotomy was performed 
about 12 hours after admission, when there was poor 
response to conservative treatment. Blood replacement 
seemed to be adequate, 3,500 cc. before, during, and 
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immediately after operation, and a long operation was 
well tolerated. 


Case 5.—A 31-year-old Fi man was admitted to the 
hospital on May 5, 1952. He complained of having vomited 
blood and of having passed black stools. He stated that he had 
had identical symptoms five months before admission. He gave 
no history of pain in the abdomen, however, nor of symptoms 
of peptic ulcer or bleeding esophageal varices. On admission his 
pulse rate was 120, and his blood pressure was 90/70 mm. Hg. 
He was pale and perspiring. Examination of the abdomen 
showed no abnormalities. The stools were reddish-brown. The 
red blood cell count was 3,820,000 with hemoglobin 9.8 gm. 
per 100 cc. The patient was followed by an internist and a 
surgeon jointly. The patient was given sedation, and he im- 
proved after a transfusion of low titer type O blood. After 12 
hours, however, when 1,000 cc. of blood had been given, he 
passed tarry stools and vomited black material. The urinary 
output had dropped to less than 15 cc. per hour. The patient 
was pale, sweating, and lethargic, and his blood pressure was 
66/24 mm. Hg. Laparotomy was performed because of the 
persistent hemorrhage. A soft tumor mass, 6 cm. in diameter, 
was found in the region of the head of the pancreas. It appeared 
to have eroded into the lumen of the second portion of the 
duodenum to cause the bleeding. It was felt at the time that 
radical surgery was inadvisable because of the poor condition 
of the patient. A radical panc tomy was done later 
in two stages. The tumor was a leiomyosarcoma of the duo- 
denum. No metastases were noted, and the histological examina- 
tion suggested a low grade of malignancy. The patient did well 
postoperatively, and a follow-up 11 months after surgery showed 
good weight gain and no evidence of metastases or recurrence. 


This case illustrates one of the infrequent causes of 
massive gastrointestinal hemorrhage. The tumor was 
fairly large, about 6 to 7 cm. in diameter, and it involved 
the head of the pancreas and region of the common bile 
duct; for these reasons, it was felt that pancreatoduo- 
denectomy, although a radical procedure, was necessary 
as treatment. The tumor represented one of the typical 
subserosal smooth muscle tumors that are prone to cause 
bleeding by erosion of the mucosa.'” 


Case 6.—A 64-year-old Caucasian-Hawaiian man was admit- 
ted to the hospital on Oct. 1, 1952, complaining of pain in the 
abdomen and the passage of tarry stools. A diagnosis of duo- 
denal ulcer had been made five years previously, at which time 
a vagotomy had been done. Pain had been epigastric and recur- 
rent. Examination showed arteriosclerosis, but was otherwise 
noncontributory. A red blood cell count was 1,830,000 and the 
hemoglobin level was 5 gm. per 100 cc. A gastrointestinal roent- 
genogram showed a filling defect in the gastric antrum that 
suggested malignancy. There was no hematemesis. Blood trans- 
fusions, with a total of 4,000 cc. of blood, were given, but melena 
persisted and slowly became more severe. A subtotal gastrectomy 
was performed seven days after admission. An anterior gastro- 
jejunostomy was done, and interrupted sutures of silk were used 
throughout. The lesion was a duodenal ulcer. The recovery was 
uneventful and the end result was good. 


In this case, there was perhaps a needless delay prior 
to surgery. The previous vagotomy had not prevented 
the complication of bleeding? 


Cast 7.—A 77-year-old Filipino man was admitted to the 
hospital on Oct. 3, 1952, complaining of chest pain. He had had 
a history of duodenal ulcer with bleeding five months previously. 
Examination showed a thin elderly man in no particular distress. 
The red blood cell count was 3,320,000 and the hemoglobin 
level 8 gm. per 100 cc. A gastrointestinal roentgenogram showed 
evidence of an old duodenal . Gastric analysis revealed 
48 units of free acid and 64 units of total acid in a fasting 
specimen. The patient was put on a medical ulcer regimen. On 
Oct. 12, nine days after admission, hematemesis occurred sud- 
denly. This progressed and increased, and several hours later 
the patient went into shock. The hourly urinary output dropped 
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to zero. Blood replacement was started, and laparotomy showed 
a duodenal ulcer with a bleeding vessel in the middle of the 
crater. A subtotal gastrectomy and anterior gastrojejunostomy 
were done. Interrupted silk sutures were used throughout. The 
recovery was uneventful, and the result good. A check-up seven 
months later showed that he had gained weight and felt well. 

Case 8.—A 78-year-old Korean man was admitted to the 
hospital on Dec. 31, 1952, with hematemesis. He had been 
admitted twice previously for gastrointestinal bleeding. The most 
recent admission had been on July 28, 1952, six months pre- 
viously, when he came in in shock with massive hematemesis. 
A diagnosis of duodenal ulcer had been made at that time. The 
patient refused surgery and was treated satisfactorily with blood 
replacement alone. At the time of admission on Dec. 31, the 
patient was again in shock. The red blood cell count was 
3,660,000 and the hemoglobin level 9.7 gm. per 100 cc. Blood 
transfusions were started and operation advised. The patient 
persistently refused surgery. Finally, five days after admission, 
when the patient was again in shock from massive hematemesis 
and melena, and after a total of 5,500 cc. of blood had been 
given, he consented to surgery. A laparotomy showed a bleeding 
gastric ulcer. A subtotal gastrectomy and anterior gastro- 
jejunostomy were done. The postoperative course was fairly 
smooth except for a slight wound infection and a slowness to 
gain weight and strength. He was discharged several weeks 
later. Follow-up showed that he died several months later at 
another hospital. An autopsy was not obtained. 

Cast 9.—A 53-year-old Caucasian-Samoan man was admitted 
to the hospital on May 6, 1953, because he had epigastric pain 
and had vomited blood. He had had dull epigastric pain for two 
weeks, and the bleeding began on the day of admission while 
he was in the outpatient department on a routine visit regarding 
his varicose veins. Past history showed a high alcoholic intake. 
Physical examination showed perspiration, pallor, a rapid pulse, 
and a blood pressure of less than 100 mm. Hg systolic. The red 
blood cell count was 2,460,000 and the hemoglobin level 7.8 gm. 
per 100 cc. The patient was given 2,000 cc. of blood slowly 
during the next 18 hours. A gastrointestinal roentgenogram 
revealed, meanwhile, a shadow of an ulcerating lesion arising 
from the lesser curvature of the pars media of the stomach. 
Eighteen hours after admission, the patient was still vomiting 
blood and was in semishock. Laparotomy done at that time 
confirmed the diagnosis of an ulcerating lesion of the stomach, 
and a subtotal gastrectomy and anterior gastrojejunostomy were 
done. An additional 1,000 cc. of blood were given during the 
procedure. The postoperative course was fairly smooth. Further 
evaluation showed a long history of intermittent claudication in 
the legs suggestive of obliterative arterial disease. A bilateral 
lumbar sympathectomy was done 13 days after the gastrectomy, 
and the patient was discharged much improved after one week. 


Cases 7 and 8 represent the problem of massive bleed- 
ing in elderly patients. In case 9, an early gastrointestinal 
roentgenogram was an aid and perhaps was responsible 
for earlier surgery than in some of the other cases. The 
results were gratifying. 

COMMENT 

One may perhaps make a few statements in summar- 
izing the management of cases of massive gastrointestinal 
hemorrhage. Individualization of these cases is extremely 
important and necessary, inasmuch as a choice of a time 
for laparotomy may vary greatly from case to case. It 
is wrong to operate on any patient who is having severe 
gastrointestinal bleeding unless the diagnosis of peptic 
ulcer or some other lesion amenable to emergency surgery 
has been established with reasonable certainty. A good 
clinical history and a careful physical examination are 
most rewarding diagnostic procedures. Hematemesis usu- 
ally represents a lesion proximal to the muscle of Treitz 
and signifies a much graver prognosis than does melena 
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alone. An ulcer that has manifested itself 
only as melena is rarely fatal. The absence of clinical 
shock, as ordinarily defined, may preclude the necessity 
for operation, irrespective of the low level of which hem- 
atocrit and erythrocyte determinations have fallen. 
Cases of blood dyscrasias should be excluded from emer- 
gency operative procedures. The following patients 
should be carefully observed as potential operative can- 
didates: a patient over 45 years of age, any patient with 
hematemesis, a patient experiencing his first hemorrhage, 
a patient with hemorrhages persisting over 24 hours after 
admission to the hospital, and a patient hemorrhaging 
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while already following a full medical ulcer regimen. It is 
usually not necessary or desirable to operate within the 
first six hours. Operation within 48 hours, however, may 
be undertaken with much less risk than an operation per- 
formed after many days of persistent or recurrent hemor- 
rhage. A plentiful supply of compatible blood should be 
available. Subtotal gastrectomy is the most effective oper- 
ative procedure for bleeding peptic ulcer. If a gastrectomy 
is to be done, it should be done carefully and unhurriedly, 
provided blood replacement is adequate, inasmuch as 
compromise procedures are not uniformly satisfactory. 
1828 Vancouver Dr. (14) (Dr. Judd). 


CHRONIC HYPERVENTILATION SYNDROME 
Bernard |. Lewis, M.D., lowa City 


The chronic type of hyperventilation is an interesting 
and often confusing symptom complex. There is a preva- 
lent misconception that hyperventilation syndromes 
occur infrequently, are characterized by acute, dramatic, 
but transitory bouts of hyperpnea, and that they culmi- 
nate in frank tetany. Our experience indicates, to the 
contrary, that these syndromes are common, generally 
have a chronic course, present diverse clinical pictures 
that often mimic serious organic disease, and are usually 
attended by marked disability.' 

PATHOGENESIS 

In 1937, Kerr and his associates first directed attention 
to the various manifestations that may result from hyper- 
ventilation and emphasized the psychogenic cause that 
usually exists.’ Since then, however, many other causal 
factors have been noted, such as severe febrile states," 
infections, intoxications, collagen diseases affecting the 
central nervous system,‘ and reflex sensory stimulation 
from pathological lesions in remote areas of the body 
(e. g., prostatic hypertrophy with urinary retention). 
Hyperventilation phenomena secondary to these organic 
processes tend to occur as acute, short-lived episodes, 
while the psychogenic syndromes generally have a more 
chronic course. Psychogenic patterns are often super- 
imposed on organic disorders, particularly those of the 
cardiovascular system, with mutually adverse results and 
more complex diagnostic and therapeutic problems.’ 

As schematically summarized in figure 1, the initial 
link in the pathogenic chain is hyperventilation, regard- 
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less of the nature of the precipitating process. This attains 
clinical importance when an increase in the rate and/or 
depth of respiration lowers the arterial carbon dioxide 
content and carbon dioxide tension sufficiently to induce 
the various biochemical, neurovascular, and neuromus- 
cular changes that underlie the multiple features of this 
syndrome. The total impact of these diffuse disturbances 
characteristically provokes a reaction of great apprehen- 
sion that tends to accentuate and perpetuate the over- 
breathing, thus establishing a cyclic process. It is likely 
that the fear engendered by these alarming symptoms 
reverberates along autonomic and hormonal pathways 
and adds a neuroendocrine component to the initial 
pathophysiological derangements. 
CLINICAL AND PATHOPHYSIOLOGICAL FEATURES 

The acapnia and, to a lesser degree, the associated 
relative cerebral anoxia cause a variable degree of slow- 
ing in the frequency of the brain waves. When the mean 


electr p graphic frequency falls below 5 cps, 
conscious awareness is markedly reduced.* This reduc- 
tion in the level of consciousness, usually referred to as 
faintness or blackouts, appears to serve a protective 
function by ending the overbreathing and thus preventing 
the onset of tetany. I believe it is by this means that many 
patients escape the acute, transitory attack of tetany only 
to suffer the more distressing consequences of chronic 
hyperventilation that are commonly camouflaged by a 
myriad of perplexing and misleading manifestations. 

Peripheral and perioral paresthesias are a hallmark 
of this syndrome and, together with the muscular features 
ranging from mild tremors to frank tetany, they result 
from local neurovascular alterations induced by the arte- 
rial carbon dioxide deficit. The blood calcium concen- 
tration has not been found to play a vital role in these 
phenomena. For reasons as yet unclear, these peripheral 
changes are occasionally asymmetrical and may even be 
unilateral.’ 

Patients usually manifest disordered breathing that 
varies from mild, frequent sighing to gross hyperventila- 
tion. This is generally evident to the observant examiner, 
but the subjects, paradoxically, are commonly unaware 
of their respiratory aberrations. Symptoms of breathless- 
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ness and other pulmonary difficulties are generally first 
noted by the patient during an exacerbation of the hy- 
perpneic state and only after he has become aware of 
alarming sensations referable to other systems. This is 
the basis for the patient's common and misleading state- 
ment that his dyspnea and hyperpnea develop after, 
rather than before, the onset of the acute episodes. 

Symptoms referable to the cardiovascular system are 
by far the most prominent. It has long been accepted that 
acapnia, secondary to hyperventilation, simultaneously 
induces vasodilation through central inhibition of the 
vasomotor centers and vasoconstriction through direct 
action on the peripheral arteriolar wall. The overall cir- 
culatory effect has thus been considered to depend on the 
net result of these opposing changes." More recently, 
evidence has been presented that suggests that acapnia 

causes a net response of vasodilatation 
and a drop in arterial blood pressure by direct action on 
the vascular wall and that the circulatory changes are 
not mediated through the vasomotor centers and nervous 
system, as has usually been supposed.” This is not in 
keeping with my clinical experience. My patients have 
inconsistent blood pressure variations on overbreathing. 
In some patients the pressure rose; in others, it fell. In 
many it remained essentially unchanged. Although the 
relation of these alterations in vascular dynamics to myo- 
cardial function and coronary blood flow is not clear, 
electrocardiograms of normal subjects during hyperven- 
tilation show ectopic beats and abnormal S-T segments 
and T waves.'’ Precordial pain, usually of a stabbing 
nature, is another common symptom. It has been cor- 
related at various times with the onset of arrhythmias,'' 
diaphragmatic spasm,'* and, on occasion, gaseous dis- 
tention of the stomach with pressure on the left side of 
the diaphragm. A more prolonged, dull, aching chest 
discomfort sometimes is present and appears related to 
persistent intercostal muscle spasm. Several of our pa- 
tients have shown areas of spastic myalgia. 

Gastrointestinal complaints are common but seldom 
prominent. Usually some oral dryness is present, and a 
globus-hystericus-like lump or tightness in the throat is 
mentioned frequently. Bloating, belching, and flatulence 
comprise a characteristic triad and result from the aero- 
phagia generally attending this syndrome. An exagger- 
ated tympanitic note is often elicited on percussion over 
the left upper quadrant of the abdomen. 

Psychic features of varying nature and degree are the 
rule but may be masked. Anxiety, tension, and appre- 
hension are usually evident, but in some hysterical sub- 
jects they may be concealed behind an inappropriate 
facade of apparent calmness. A release of emotionally 
charged material during or at the termination of the more 
acute episodes of hyperventilation often provides the 
patient with symptomatic relief, and the physician gains 
pertinent information he might otherwise not easily ob- 
tain. Certain general complaints such as weakness, easy 
fatigability, and chronic exhaustion are common and 
presumably result from the wasteful consumption of 
energy by the chronic hyperpnea and associated tension 
and anxiety. 


of the hyperventilation syndrome are many and varied 
and may implicate any and all body systems. In illustra- 
tion, I present a few selected case summaries. 


REPORT OF CASES 


Cast 1.—A 47-year-old housewife entered the hospital with a 
seven years’ history of coronary heart disease and severe angina 
pectoris. She used excessive amounts of glyceryl trinitrate (nitro- 
glycerin) daily, claimed to be completely dependent on an oxygen 
inhalation apparatus in her home, and apparently required 
supplementary narcotics for her more severe attacks. Cardio- 
vascular examination was relatively unrevealing, and electro- 
cardiographic studies were inconclusive. Superimposed on her 
constant symptoms she had recurring acute episodes that often 
developed at rest and, when associated with exertion, generally 
began after rather than during effort. With the more acute epi- 
sodes she experienced tightness and tingling about the mouth 
and left hand and, in the later stages, bloating, belching, and 
flatulence. She was apprehensively aware of each heartbeat, de- 
scribed her chest pain as knife-like stabs, and was obviously 
overbreathing and swallowing air. Voluntary hyperventilation 
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Fig. 1.—Chart illustrating the cyclic pattern of hyperventilation. 


for two and one-half minutes induced a characteristic attack, 
which was quickly terminated by having her rebreathe from a 
Paper bag. 

Cast 2.—A 44-year-old superintendent of schools was seen 
in the office in regard to rheumatic heart disease of more than 
20 years’ duration. He had been asymptomatic until eight years 
before, when a chronic pattern of shortness of breath had de- 
veloped with palpitations, constant heavy precordial ache, inter- 
mittent stabbing chest pains, and upper abdominal distress 
featuring the bloating, belching, and flatulence triad. His chronic 
course had been punctuated every few months by more acute 
episodes, which generally started during the evening and slowly 
progressed until about 2 a. m., when a peak would be reached 
with the patient completely exhausted and excessively appre- 
hensive. The family physician would be frantically summoned, 
and an emergency trip to the hospital usually followed. Several 
days would be spent recovering from the “heart attack.” Direct 
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questioning disclosed that paresthesias and other hyperventilation 
features were unmistakably present during these acute attacks 
and at various times between them. 

On examination there was evidence of both mitral stenosis 
and aortic regurgitation but nothing to indicate cardiac decom- 
pensation or coronary insufficiency. At 11:20 p. m. the day of 
his initial visit to my office, the patient telephoned me at home 
to announce apprehensively that one of his attacks was under- 
way. As there had been no discussion of the probable nature of 
his symptoms, this seemed a good opportunity to test the efficacy 
of the paper bag technique away from the protective environ- 
ment of the physician's office. Accordingly, he was requested to 
obtain a suitable paper bag from room service, was instructed 
in its application, and asked to telephone back should this 
measure prove ineffective. | heard nothing further from him 
until he arrived at the office the following morning in exuberant 
spirits, although a little confused by what had happened to him. 
He could recall nothing after 11:40 p. m. the previous night and 
presumed he must have fallen off to sleep while rebreathing from 
the paper bag. He commented spontaneously on his unusual 
sense of well-being on awakening—a striking contrast from his 
status the morning after all his prior attacks. Another charac- 
teristic episode was precipitated in the office after two minutes 
of voluntary overbreathing and again terminated with a paper 
bag. 

Cast 3.—A 25-year-old unmarried woman was admitted to 
the hospital with a three weeks’ history of diffuse musculo- 
skeletal pain and stiffness, palpitations, and shortness of breath. 
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Fig. 2.—Analysis of instances of the hyperventilation syndrome. 


The referring physician had considered acute rheumatic fever 
or poliomyelitis as likely diagnostic possibilities. The patient was 
a diabetic of 18 years’ duration, and detailed information on her 
past history was available from our department of pediatrics. 
Investigation in the hospital showed no evidence of poliomyelitis, 
rheumatic fever, or arthritis, but did demonstrate diffuse mus- 
cular spasticity, moderately uncontrolled diabetes, and a peculiar 
indifference to her apparent illness. The atypical manifestations 
and her inappropriate emotional state raised the question of a 
psychogenic process, and subsequent survey of her past records 
confirmed a propensity for such disorders. Recurring, acute epi- 
sodes of muscular tightness and twitching associated with periph- 
eral paresthesias were superimposed on her generalized spastic 
state. She demonstrated frequent sighing respirations and ap- 
peared moderately breathless most of the time. A subacute or 
early chronic hyperventilation syndrome was suspected, and the 
patient was requested to overbreathe. A typical exacerbation of 
her symptoms, with a mild degree of tetany, was precipitated in 
about three minutes. Use of the paper bag technique quickly 
ended the episode. 

Case 4.—A 35-year-old Roman Catholic priest was admitted 
to the hospital with a six years’ history of chronic, recurring 
faintness, headache, blurred vision, unsteadiness, atypical 
dysphagia, and dyspepsia. In addition to this chronic picture 
were acute “spells” featuring a more severe headache, a “film” 
over his eyes, dulling of his conscious awareness, a peculiar 
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” of his limbs, with precordial prick- 
ing pains, tightness of his muscles, and peripheral paresthesias. 
A previous physician, apparently suspicious of an intracranial 
process, had investigated the patient neurologically with negative 
findings except for some minor electr ¢ ab- 
normalities. On this tenuous basis anticonvulsant therapy had 
been instituted without benefit. Another physician had raised 
the question of an “allergic condition,” and considerable time 
had been spent evaluating this possibility, again without bena 
ficial results. On reviewing the patient's story and reassembling 
the symptoms in a more coherent fashion, the likelihood of a 
chronic hyperventilation syndrome became apparent. One and 
one-half minutes of overbreathing reproduced a typical “spell” 
that was rapidly terminated with the use of the paper bag tech- 
nique. 

The dramatic reduplication and termination of the 
typical, frightening attacks evoked, from each of these 
subjects, an impressive emotional reaction accompanied 
by the disclosure of information bearing importantly on 
pertinent disturbing life situations. Most patients demon- 
strated such an emotional catharsis and seemed to obtain 
remarkable symptomatic relief from these experiences. 
This improvement was routinely reenforced and aug- 
mented by suitable discussion, explanation, and re- 
assurance. 

The patient reported on in case 1 has been completely 
asymptomatic for 16 months, does her own housework 
unaided, and, in general, is leading a normal life for the 
first time in seven years. The patient reported on in case 
2 has been back at full-time work for the past nine 
months without a recurrence of the attacks that had 
plagued him the previous eight years. The patient re- 
ported on in case 3 has been symptom-free for about 
two years, and her previously labile diabetes remains 
well controlled. The patient mentioned in case 4 has been 
busily attending to his new parish for the past 10 months 
and is without significant complaints. During a recent 
Office visit for reevaluation purposes, he mentioned that 
when his work load is unduly heavy and he feels more 
tense than usual, short periods of rebreathing from the 
paper bag will provide marked relief and relaxation. This 
regimen, which he has developed on his own accord, 
apparently serves a prophylactic purpose and prevents 
recurrences of the hyperventilation attacks. I have re- 
cently been informed that a similar routine has proved 
eminently successful for a large number of such patients 
under the care of one of our prominent Iowa internists.'* 

To supplement the pictures drawn by these case sum- 
maries, | have analyzed the general characteristics of 50 
subjects (fig. 2). These subjects were separated into three 
etiological groups. To avoid possible misinterpretation, 
these etiological terms should be defined. Their conno- 
tation here is as follows: a psychic cause refers to an ill- 
ness arising in its entirety from psychological forces; a 
somatic cause signifies an illness that has resulted from 
organic factors alone; and a mixed cause pertains to an 
illness produced by the conjoint action of both the fore- 
going causal processes.'* 

Almost 60% of the patients had a psychic basis to 
their illness, while organic factors alone played a causal 
role in less than 5%. The remainder (38% ) had ill- 
nesses with both factors operating. They presented more 
perplexing clinical patterns as a result of the devious 
interplay of the dual mechanisms. The patient group con- 
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tained a preponderance of women in a ratio of nearly 
four to one. The incidence of men was relatively greatest 
in mixed category. There has continued to be a predom- 
inance of women among the additional patients seen 
since this analysis was completed. I suspect an evaluation 
of a larger group in the future will provide statistical con- 
firmation of this apparent difference in sex incidence. 

The presenting features of more than 50% of the sub- 
jects referred to the cardiovascular system. The signs 
and symptoms of the remainder implicated most other 
body systems with neurological and musculoskeletal 
syndromes predominating. Almost without exception 
these cases had been erroneously diagnosed and the pa- 
tients had been unsuccessfully treated by their home phy- 
sicians, often for lengthy periods of time. 

The original diagnoses included cardiovascular 
disturbances (coronary, rheumatic, hypertensive, and 
congenital heart disease, acute rheumatic fever, cor pul- 
monale, and paroxysmal auricular tachycardia); respir- 
atory disturbances (asthma, emphysema, and “respira- 
tory tract infection”); neurological disorders (epilepsy, 
brain tumor, poliomyelitis, and cerebrovascular acci- 
dent); psychic disorders (“nerves,” “functional dis- 
orders,” and hyperventilation syndrome [one patient]); 
gastrointestinal upsets (cardiospasm, peptic ulcer, chole- 
cystitis, and cholelithiasis); musculoskeletal diseases 
(rheumatoid myositis [fibrositis], myositis, and arthritis); 
endocrine disturbances (islet cell tumor of pancreas, 

omocytoma, hyperthyroidism, hypothyroidism, 
insulin reactions, and “glands”); and “allergic condi- 
tion.” When one views the veritable medical panorama 
that can be simulated by these variegated patterns, the 
fact that a hyperventilation mechanism was considered 
prior to admission in but | of the 50 cases is more 
understandable. 


COMMENT 

Misconceptions about the prevalence, nature, and 
characteristics of the hyperventilation syndrome persist. 
The acute attack of dramatic overbreathing that clas- 
sically culminates in overt tetany provides few diagnostic 
difficulties. Such episodes of tetany caused by hyper- 
ventilation, however, are too often regarded as synony- 
mous with and typical of the hyperventilation syndrome. 
The more frequent chronic patterns with their insidious 
onset and diverse disguises thus continue to escape de- 
tection. Diagnostic and therapeutic errors are the in- 
evitable result. 

In some patients hyperventilation is patently obvious. 
Many, however, exhibit vague nonspecific complaints 
that wander over an ill-defined course without obvious 
progression or localization. Initially their stories do not 
suggest one of the common hyperventilation complexes; 
telltale acute exacerbations are not clearly recognized. 
Perhaps they may not be mentioned at all. Still others, 
whose syndromes spring from mixed causes, present a 
baffling picture that is doubly difficult to recognize. Such 
problems demand a high index of suspicion and skillful 
probing to elicit the clarifying clues. Unfortunately, the 
nebulous label of neurosis is affixed too often and too 
easily, and the recipients are relegated to the diagnostic 
and therapeutic discard file. Conversely, and with par- 


ticular reference to the mixed cases, a common error is 
to blame the organic process for the total illness. The ad- 
verse effect of such medical action is exemplified by the 
patient described in case 2, who suffered unnecessarily 
for cight long years with a supposed deteriorating cardiac 
condition. 

A review of the mixed syndromes reveals that, in each 
instance, the hyperventilation symptoms had been seen 
subsequent to, although not necessarily consequent on, 
the organic disease. Alarming symptoms had quickly led 
the patient to the physician, who erroneously attributed 
them to the organic lesions. As a rule, the patient had 
then become very apprehensive and his symptoms, in 
turn, progressively worse. Thus we have a vicious cycle 
with an iatrogenic impetus! This sequence of events has 
potentially serious consequences for certain subjects, 
such as those with coronary artery disease. A correct 
analysis of the problem, with the proper evaluation and 
treatment of each causal component, is not only neces- 
sary, but vital. 

In contrast to the organic processes with which they 
may be confused, acute attacks of psychogenic hyper- 
ventilation tend to occur when the patient is at rest. 
They are particularly prevalent when the patient is just 
falling asleep or awakening. At times they are correlated 
with exertion, but careful questioning will usually dis- 
close an onset after effort, not during it. The patients re- 
ported on in cases | and 2 exhibited this pattern. 

When clinical suspicion has been aroused, diagnostic 
confirmation is obtained by reproducing an acute ex- 
acerbation of the patient’s syndrome by voluntary over- 
breathing for a few minutes. Typically, the symptoms 
begin within the first 60 seconds, the period when most 
of the carbon dioxide loss is achieved." The full attack, 
however, usually requires additional hyperventilation, 
but this rarely exceeds three minutes. After a character- 
istic attack has been reduplicated, the patient is given a 
paper bag to hold firmly over his nose and mouth and 
asked to breathe slowly from it. The bag should fill and 
empty with the respirations when it is properly placed. 
The carbon dioxide level rises, and the symptoms abate 
within 30 to 60 seconds. The patient is told to stop when 
he feels comfortable and generally does so after a total 
period of two to three minutes. 

Frequently, certain features of the spontaneous syn- 
drome fail to appear and only a partial pattern is pre- 
cipitated. I believe that this absent component arises 
from a secondary (psychic or neuroendocrine ) response 
to the alarming changes produced by the carbon dioxide 
deficit (fig. 1). In support of this belief, the missing 
manifestations, and thus the total typical attack, have 
been reduplicated successfully by setting the psycho- 
logical stage of a recent episode and then repeating the 
voluntary hyperventilation. This maneuver has been ef- 
fective to date. It apparently operates by restoring the 
familiar milieu and emotional climate of the spontaneous 
attacks and, simultaneously, removing the reassuring 
aura of the physician's office. As a result, the patient re- 
acts to the sequelae of acapnia much as he does at home, 
where there is no protective physician to lessen the ap- 
prehension and its physiological concomitants. 
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The mode of breathing is an important part of the 
diagnostic procedure. Respiration must be full and deep 
with emphasis on the expiratory phase, and the rate 
should be about twice that of the normal. Certain sub- 


seem to be breathing vigorously. The net result, however, 
is an inadequate gaseous exchange. The physician can 
rectify this by reenforcing expiration with the palm of his 
hand over the lower anterior portion of the chest. Proper 
respiratory flow should be assured for at least three min- 
utes before a diagnostic test is considered negative. 

In attempting to portray the various clinical pictures, 
I have emphasized certain characteristics. The recurring 
acute attacks that customarily punctuate the chronic pat- 
terns and the propensity for subtle simulation of grave 
are of variable prominence and occupy only the fore- 
ground; they must be viewed against the broad back- 
drop of the total chronic complex if we are to obtain a 
realistic perspective. In common with many other dis- 
orders, a high index of suspicion is the main diagnostic 
requirement. Expensive and time-consuming laboratory 
procedures are unnecessary. The physician will detect 
these syndromes frequently and with ease when he is 
familiar with the total picture and is willing to sit down 
with the patient and take a thorough history. 

THERAPY 

The therapeutic approach varies with the nature of the 
etiological factors. Treatment of the organic factors will 
control appropriate cases. Subjects with mixed causal 
mechanisms present diagnostic rather than therapeutic 
problems. Again, measures must be directed effectively 
toward the organic component but, at the same time, 
suitable psychotherapy is indicated. As this same pro- 
gram is used for patients with an uncomplicated psycho- 
genic cause, the discussion to follow applies equally well 
to both groups. 

The reduplication of the characteristic symptom com- 
plex by means of voluntary hyperventilation is the first 
important step. To the patient this is both alarming and 
impressive, and its dramatic termination with the paper 
bag is proportionately reassuring. The accompanying 
emotional catharsis generally provides symptomatic re- 
lief and usually furnishes the physician with additional 
insight into pertinent personal problems. This experience 
greatly enhances the potent physician-patient relation- 
ship. Moreover, it demonstrates to the patient the reality 
of his complaints, yet serves to convince him of their psy- 
chic origin. Suitable explanation and reassurance enable 
him to appreciate the benign nature of his trouble. This 
helps dissolve his fears of grave organic disease and en- 
courages his consideration of the underlying emotional 
difficulties. The average physician is quite capable of 
exploring and discussing most of these problems with- 
out exceeding his therapeutic range.'*” 

This simple and direct program has been 
effective. Approximately 70% of the patients have re- 
acted like those whose case summaries were presented; 
about 20% achieved partial and/or temporary improve- 
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ment; and the remaining 10%, mainly persons with 
strong depressive or hysterical features, were aided little 
Enduring benefit is not anticipated generally when 
therapy concentrates on the symptoms more than their 
causes. Possibly the causal factors had subsided in some 
instances, leaving a self-perpetuating hyperventilation 
cycle that could be broken by this approach. Other cases 


that is going on below the surface, that the average phy- 
sician is able to achieve remarkable results with his 
“superficial” therapeutic maneuvers.'*” 

SUMMARY 

Hyperventilation syndromes are common. Generally, 
they have a chronic course that features recurring acute 
exacerbations. An analysis of 50 consecutive cases em- 
phasizes the tendency of the symptoms to simulate grave 
organic disease. The syndrome is caused by organic or 
psychogenic factors or combinations of both. 

The initial pathogenic step is prolonged overbreathing. 
The resultant carbon dioxide deficiency induces wide- 
spread biochemical, neurovascular, and neuromuscular 
changes. In turn, these evoke a psychic response of ap- 
prehension that accentuates and perpetuates the hyper- 
ventilation. This response tends to establish a chronic 
cyclic process. 

The patient's complaints implicate the cardiovascular 
system mostoften. Neurological, musculoskeletal, gastro- 
intestinal, respiratory, and psychiatric symptom com- 
plexes are less frequently encountered. Peripheral pares- 
thesias are the most consistent symptoms, and disordered 
breathing is the commonest sign. These are, however, 
seldom prominent features. A high index of suspicion is 
necessary to detect the subtle diagnostic clues. 

Diagnosis is confirmed by inducing an acute exacerba- 
tion of the typical syndrome with a few minutes of volun- 
tary overbreathing. The attack is ended by a similar 
period of rebreathing from a paper bag. Treatment begins 
with these procedures. The dramatic reduplication and 
resolution of the attack enhances the important physi- 
cian-patient relationship. They help the patient under- 
stand the nature of his illness. They give him an effective 
method for controlling any future attacks. Concurrent or- 
ganic disease is seen in its proper perspective and handled 
accordingly. Appropriate explanation and reassurance 
reenforces these measures. Often this is all that is neces- 
sary to restore the patient to his previous state of good 
health. In any event, the way is paved for additional 
therapeutic maneuvers. 

1525 E. Court St. 
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jects splint their lower thoraces and diaphragms, al- 

though they use their accessory respiratory muscles and 
may have been set off by minor problems that were easily 
handled when the more distressing sequelae were abol- 
ished. Nevertheless, many patients had basic difficulties 
that were not capable of such simple solution, yet they 
have maintained their initial improvement. The emo- 
tional responses of these patients indicate the mobiliza- 
tion of deep-seated drives and feelings. These dynamic 
forces are catalyzed, for good or ill, by the quality of the 
physician-patient relationship; and the potency of this 
rapport is tremendously enhanced by the dramatic “cure” 
of the hyperventilation manifestations. It is by such 
means, and despite his incomplete understanding of all 
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Erythroblastosis fetalis is an important cause of fetal 
death and of cerebral palsy. As long as the baby is in the 
uterus, anemia is the serious threat to life, but after birth 
jaundice is the important cause of death or of crippling. 
Jaundice can be controlled and brain damage can be pre- 
vented by exchange transfusions given early and repeated 
if necessary. Babies who do not become too anemic in 
utero should now recover in all cases if proper treatment 
is given. The important problem remaining to be solved 
is that of intrauterine death caused by failure of the fetal 
hematopoietic system to keep up with the abnormally 
rapid destruction of red blood cells. 

The fundamental cause of erythroblastosis fetalis is 
incompatibility between fetus and mother with respect to 
one of the blood group factors (the Rh factor in the 
typical case). When the mother lacks a blood factor that 
is present in the red blood cells of her fetus, she may 
become sensitized to it and produce antibodies against 
it. By pregnancy, the Rh factor so sensitizes 5 to 10% 
of Rh-negative women. The antibodies diffuse readily 
through the placenta into the fetal circulation and attack 
the blood factor that is present in the fetal red blood cells. 
This alters the fetal red blood cells in some way and re- 
sults in their having a much decreased life span. To com- 
pensate for the short survival of its erythrocytes; the fetus 
makes new ones much more rapidly than normal and 
usually is able to maintain a satisfactory concentration 
of hemoglobin in its circulation and to grow and develop 
normally. If the fetus fails to maintain an adequate con- 
centration of hemoglobin, it dies in utero. 

Accurate information regarding the actual mecha- 
nisms that result in intrauterine death and hydrops is 
quite fragmentary, and the lack of detailed information 
is a great handicap in the search for a method of prevent- 
ing stillbirth. It appears unlikely that the antibody itself 
has any direct effect on any tissue other than the fetal 
red blood cells, but even this is not known for certain. 
The rapid destruction of fetal erythrocytes results in the 
production of large amounts of the pigment bilirubin, 
which is presumably transferred through the placenta 
and excreted by the mother. Whether there are other 
by-products of red blood cell destruction that could be 
considered toxic to the fetus is not known. 

When the baby is born, anemia is not an important 
problem except in a few cases, but, because red blood 
cells are still being destroyed rapidly and much bilirubin 
is being liberated into the circulation, the elimination of 
bilirubin immediately becomes a grave problem. Even 
the normal newborn infant shows little or no ability to 
dispose of bilirubin for the first day or two of life in most 
cases, and this is markedly accentuated in the premature 
infant. Figure 1 shows the average values for serum bili- 
rubin at various ages in three groups of newborn babies. 
Normal mature infants average about 2 mg. per 100 ml. 


at birth, about 6 mg. at 24 hours, and about 7 mg. at 
48 hours. After the infant is 2 days of age, bilirubin con- 
centration generally decreases in mature infants. The 
maximum levels reached in these normal babies ranged 
from 3 to 13 mg. per 100 ml. In the premature infants, 
the initial level was somewhat lower than in the mature; 
the rise in the first day or so was scarcely different from 
the mature infants, but continued for four days rather 
than for only two. The maximum recorded values ranged 
from none in one baby to 27 mg. per 100 ml. in another. 
These were normal premature infants. About 10% of the 
normal infants, including premature ones, had no signif- 
icant rise in their serum bilirubin during the first week of 
life. These data were collected by Hsia,’ mostly at the 
Beth Israel Hospital, Boston. The babies with erythro- 
blastosis had higher levels than the others at birth, and 
the levels rose much more rapidly, as would be expected 
from the knowledge that the red blood cells are being 
destroyed so rapidly. It is worthy of attention, however, 
that in this group of erythoblastotic babies, all of whom 
were considered to have disease severe enough to make 
exchange transfusion desirable and were so treated, the 
average age at which the serum bilirubin level began to 
fall was well under the age at which this happens in nor- 
mal babies. These data suggest that babies with erythro- 
blastosis have no functional liver damage at birth in the 
average case. They suggest also the possibility that ex- 
change transfusion may supply some factor, perhaps an 
enzyme, that promotes the excretion of bilirubin. Much 
remains to be learned about the metabolism of bilirubin 
before it can be explained why most newborn infants fail 
to excrete bilirubin well or why some normal babies, as 
well as some erythroblastotic babies, dispose of bilirubin 
with no difficulty at all from the moment of birth. 
During the first two days of neonatal life in the baby 
with erythroblastosis, relatively enormous amounts of 
bilirubin may accumulate in the circulation, amounts far 
greater than seen in any other clinical condition, even 
complete obliteration of the bile ducts. Bilirubin in high 
concentrations may damage the brain and produce the 
condition called kernicterus, which usually results in the 
immediate death of the baby. About a quarter of the ba- 
bies with this type of brain injury do not die from it, but 
they survive with permanent neurological damage mani- 
fested by peripheral motor palsies and usually some 
cranial nerve palsies. Between 5 and 10°% of cases of 
cerebral palsy are caused by kernicterus. The only state- 


From the Department of Pediatrics, Harvard Medical School, the 
Children’s Medical Center, the Boston Lying-in Hospital, and the Blood 
Grouping Laboratory of Boston. 

Read at the Seventh Clinical Meeting of the American Medical 
Association, St. Louis, Dec. 2, 1953. 

The research work for this paper was supported in part by grant 
B-264 from the National Institutes of Health. 


Val. 155, No. 14 1209 
PREVENTION OF KERNICTERUS 
MANAGEMENT OF ERYTHROBLASTOSIS FETALIS ACCORDING TO CURRENT KNOWLEDGE 

S. S.: Serum Bilirubin Levels in the Newborn Infant, J. Pediat. 42: 277- 

285 (March) 1953. 


J.A.M.A., July 31, 1954 


ment in this paragraph that cannot be proved as fact is 
that bilirubin itself is the toxic agent that damages the 
brain. The relation of hyperbilirubinemia to kernicterus 
has been proved, and no other known substance can be 
definitely incriminated. It is believed, but not proved, 
that bilirubin in high enough concentration is toxic. 
Figure 2 shows the bilirubin levels in an erythroblas- 
totic baby who received no treatment of any kind. While 
the red blood cell count did not change, the concentration 


Total Serum Bilirubin-mg./100 mi. 


of bilirubin increased rapidly, reaching 30 mg. per 100 
ml. by two days and 40 mg. before three days. Symptoms 
of brain damage appeared when the baby was 80 hours 
old, and death occurred about 6 hours later. Kernicterus 
was proved by autopsy. 
PREVENTION OF KERNICTERUS 

The prevention of kernicterus depends basically on 
the fact, demonstrated by Vaughan in 1949,* that the 
damage to the brain does not occur in utero or at birth but 
a day or more after the baby’s birth and that, therefore, 
there is time in which to do something. In 1950, it was 
shown that kernicterus was related to severe jaundice * 
and, in 1952, that kernicterus was related to high con- 
centrations of bilirubin.‘ Evidence that kernicterus had 
actually been prevented was published in 1950,’ and 
table 1 shows even more convincingly that the prevention 
of kernicterus is a practical as well as theoretical possi- 
bility. These are data on all babies with erythroblastosis 
caused by Rh incompatibility who were born at the 
Richardson House of the Boston Lying-in Hospital in 
the eight and one-half year period ending June, 1953. 
The data were divided into four groups of about two 


Erythroblastosis Fetalis: 1'V urther Observations 


‘ on Kernicterus, Pedi- 
atrics 706-716 (Nov.) 
3. Allen, FP. H., Jr.; Se, V. 
Fetalis: VI. Prevention of Kernicterus, Am. J. Dis. Child. 


throblastosis 
80: 779-701 (Now) 1950. 

4. Hsia, D. Y. Allen, F. H., Jr.; Gellis, S. S.. and Diamond, 
L. “Feta Vill. Studies of Serum Bilirubin in 
England J. Med. 247: 668-671 on te 


years each. In the first period, before exchange transfu- 
sions were being performed kernicterus developed in 6 of 
20 liveborn babies. In the second period, when 63% of 
the infants received exchange transfusion, kernicterus 
developed in 6 of 57 babies, Four of these had received 
an exchange transfusion, and two had not. In spite of the 
apparent improvement, the value of exchange transfusion 
could not be proved by statistical analysis at that time. 
It should be pointed out that the type of presentation of 
data illustrated by this table is simply a counting of 
noses, so to speak, and not a proper statistical analysis, 
since it fails to take into account variables other than the 
type of treatment. In erythroblastosis there are many im- 
portant variables. 

In the third period, multiple exchange transfusions 
were given to 22% of the babies, and 90% were given 
at least one exchange transfusion. Multiple transfusions 
were done with the deliberate intent of preventing ker- 
nicterus if possible according to a suggestion of Mollison, 
but during the early part of this period, the significance 
of jaundice was not appreciated and the multiple ex- 
change transfusions were done only in cases in which 
there was a history of kernicterus in a previous baby. 
Luckily, no kernicterus occurred, and we had for the first 
time a considerable series of infants without any kernic- 
terus. In the latter half of this third period, the impor- 
tance of jaundice was established, and the repeat ex- 
changes were then done only in babies who became quite 
jaundiced in spite of the initial exchange. At about this 
time, a careful statistical analysis * showed beyond doubt 
that exchange transfusions were responsible for the pre- 
vention of kernicterus. In the past two years, repre- 
sented by the last column, there have again been no cases 
of brain damage. During this most recent period, the indi- 
cation for a second or third exchange transfusion has 
been a high or rapidly rising bilirubin level. Having the 


. serum bilirubin levels in an untreated erythro- 
blastotic infant in whom signs of kernicterus developed at 80 hours. 


serum bilirubin test available on short notice has allowed 
a more accurate appraisal of the infants and a somewhat 
larger percentage of infants in whom no treatment was 
thought necessary and who did well without treatment. 

In the last 125 cases of this series there was no ker- 
nicterus, the last one being in July, 1948, in a baby who 
unfortunately did not receive exchange transfusion. Fol- 
low-up has been close, and no brain damage has been 
disclosed by later examinations. The average intelligence 
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quotient has been the same in the babies treated as in their 

normal older siblings who did not have erythroblastosis.° 

We have no doubt that second, and sometimes third, ex- 

change transfusions are necessary in order to control 

the bilirubin level and to prevent kernicterus in infants 

in whom a single exchange transfusion is not sufficient. 
REDUCTION OF MORTALITY 

These data show also a considerable reduction in 
mortality as treatment improved. The figures are even 
more convincing if the infants with severe hydrops who 
never establish respirations are not counted as failures 
of treatment. There was one of these infants in the first 
period, two in the second, three in the third, and one in 
the fourth. None of these babies really breathed after 
birth, though most of them had irregular gasping for a 
time. Exchange transfusion was done in a few of them, 
without noticeable improvement in their condition. If the 
cases of typical hydrops are excluded, the gross mortality 
has been reduced from 15% in the first two periods, ex- 
clusive of the deaths from kernicterus, to less than 2% 
in the last four years. The frequency of stillbirth, on the 
other hand, has shown a slight but steady increase from 
year to year, which would indicate that we have not been 
dealing with milder cases. 

The principal factor in the reduction of mortality 
(aside from kernicterus) has been the realization that 
many of the sickest babies have congestive heart failure 
or are on the verge of it, as noted first by Mollison in 
1949.° The only treatment for congestive heart failure 
that has been used in this series of babies has been the 
reduction of blood volume during the course of exchange 
transfusion. More blood is removed than is given to the 
baby, the amount of the deficit being determined by the 
response of the venous blood pressure measured directly 
at frequent intervals by raising the catheter vertically 
from the surface of the abdomen just above the umbil- 
icus.’ In a baby whose initial venous pressure is high, the 
attempt is made to lower it to 70 or 80 mm. of blood and 
to keep it there. If the initial venous blood pressure is 60 
mm. or less, blood removed from the baby is replaced 
with equal quantities of donor blood. The almost im- 
mediate improvement with this procedure in certain des- 
perately sick infants has been most gratifying. Prior to 
the middle of 1949, it had been routine to give more 
blood than was withdrawn, especially in the case of a very 
sick baby, the amount of the excess usually being about 
10 cc. per pound of the baby’s weight. It is clear in retro- 
spect that the death of some of the sickest babies in the 
earlier days resulted from ignorance of the role of con- 
gestive failure and a policy of treatment that may have 
precipitated heart failure in some and inadequately re- 
lieved heart failure in others. We still believe that blood 
from women donors is superior to blood from men for 
purposes of exchange transfusion, though what the dif- 
ference may be is still as much a mystery as it was in 1949. 
We use women donors whenever possible; more than 
80% of the donors in this series, since July, 1949, were 
women. 

PRENATAL TREATMENT 

In spite of a great deal of investigative effort in a num- 
ber of centers, there is still no agent of value in the pre- 
natal treatment of is fetalis. The steroid 


hormones, corticotropin (ACTH ), and cortisone, are the 
most recent drugs to have failed. Early delivery in se- 
lected cases is the only way in which stillbirth that would 
otherwise occur later in pregnancy can be avoided. Un- 
fortunately, the severity of erythroblastosis is so variable 
that it cannot be predicted with accuracy whether a par- 
ticular baby will be stillborn or not. If a baby is delivered 
alive, it is impossible to say with accuracy that it would 
have been stillborn had pregnancy been allowed to con- 
tinue. Furthermore, prematurity adds a considerable risk 
for the baby. Early delivery is thus an unsatisfactory 
expedient, at best, in the prevention of stillbirth, partic- 
ularly because many erythroblastotic babies die in utero 
before they have attained a gestational age of 35 weeks. 
It is reasonable to hope, however, that a method of treat- 
ment will be developed that will ameliorate the disease 
the unborn infant. Until such time, delivery somewhat 
before term in selected cases is rational. Stillbirth is com- 
monest when the mother is highly sensitized (anti-Rh 
titer 1:64 or higher) and delivery after 36 to 37 weeks 
of gestation may be considered in such cases, if the hus- 
Taste 1.—Results of Improving Therapy in Erythroblastosis 
Fetalis in Richardson House, Boston* 


1145 410 
to to to 


Liveborn— treatment 
Multiple exchange trans. 

5 (22%) 9 (19%) 
Female blood domor...... .. 
Gestation less than %& 

Liveborn —outeome 
Recovered, no sequelae... 10 (50%) 41 (72%) 
6 6(5%) © 0 
Death without kernicterus 
Typical hydrops........ 1(5%) 2 (3.5%) 3 45%) 
Other deaths............ 3 (19%) (14%) 115%) 1 (2%) 


* % of stillbirths are based on entire group; all others are based only 
on number of liveborn infants. 


band is homozygous Rh-positive and the woman in an 
obstetric condition favorable for induction of labor. A 
history of a previous, mildly affected erythroblastotic 
baby is a contraindication to delivery before about 38 
weeks, since the prognosis is much better in such cases. 
Early induction of labor is contraindicated when there 
are already two or more healthy children in the family | 
or when the husband is known to be heterozygous for the 


OTHER BLOOD FACTORS 
Erythroblastosis fetalis caused by blood group factors 

other than Rh is now recognized to be quite common, 

though much less severe on the average than in the cases 


5. Allen, F. H., Jr., and Diamond, L. K.: 
Cutbush, M.: 


6. Mollison, P. L., and the New- 
born: Criteria of Severity, Brit. M. J. a: 123 Van. Ay 1949 

7. Diamond, L. K.; Allen, F. H., Jr Thomas, W. O., Jr: Ery- 
throblastosis Fetalis: VII. Treatment with Exchange 
England J. Med. 244: 39-49 (Jan. 11) 1951, revised im report of the 
Seventh M & R Pediatric Research Conference, Columbus, Ohio, M & R 
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Rh factor. Cesarean section is contraindicated except in 
the most desperate situations. 

Laboratories, 1954. 


caused by Rh incompatibility. There are about 15 dif- 
ferent blood group factors, shown in table 2, that may 
cause erythroblastosis. Next to the Rh factor in impor- 
tance, and probably first in frequency, are the factors 
A and B that determine the four major blood groups. 
All other factors are uncommon or rare causes of eryth- 
roblastosis, though all have been incriminated in specific 
cases at one time or another. Since brain damage is al- 
ways a threat in erythroblastosis, no matter which blood 
factor is involved, early diagnosis is of great importance 
so that exchange transfusion may be given before jaun- 
dice becomes too great. If the disease is caused by Rh 
incompatibility, its probable occurrence can be predicted 
before birth by demonstrating ahti-Rh antibodies in the 
blood of the Rh-negative mother, and this highly valu- 
able test should be done routinely in the case of Rh- 
negative women. Otherwise, the disease is not generally 
predictable before birth by methods presently available, 
and early diagnosis depends on careful observation of all 
newborn babies. Nurses must be taught that any baby 
may have erythroblastosis, so far as anyone knows in 
advance, whether or not the mother is Rh negative; that 
jaundice of the skin and scleras is not present at the time 


Taste 2.—Blood Group Antigens That May Cause 
Erythroblastosis Fetalis* 


AB ABO 
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* There are three other “familie«” of blood group antigens P, Lewis, 
and Lutheran—that do not cause erythroblastosis. 


of birth and its absence then does not preclude the pos- 
sibility of erythroblastosis; that jaundice in the first day 
of life is always abnormal, means almost always that the 
baby has erythroblastosis and should be reported imme- 
diately and investigated immediately; that jaundice will 
not be detected in the first few hours of life unless it is 
looked for specifically, in a good light, with exposure of 
at least the head and chest of the infant; and that brain 
damage is caused by severe jaundice and is preventable 
by early exchange transfusion. 


DIAGNOSIS 
Once the diagnosis of erythroblastosis is 
the practical management, so far as laboratory tests are 
concerned, is quite simple. A positive Coombs test done 
on the red blood cells of the baby automatically estab- 
lishes the diagnosis of erythroblastosis. Cord blood from 
the placenta is as good as blood obtained from a heel 
puncture. If the result of the Coombs test is positive in 
an infant in whom there is no Rh incompatibility, the 
most likely explanation is one of the other antigens in 
the Rh family or the independently inherited Kell factor 
(K). Cases in which other antigens are involved are rare. 
There is a large group of cases of erythroblastosis how- 
ever in which the diagnosis is made somewhat difficult 
by the fact that the result of the Coombs test is invari- 
ably very weak or negative. These are the cases caused by 
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or anti-B. Diagnosis in these cases is first sug- 
gested by the appearance of jaundice within the first 24 
hours of life and is confirmed for practical purposes by 
the finding of an abnormally high bilirubin level—above 
10 mg. per 100 ml. in the first 24 hours and above 15 
mg. in the second day—and the demonstration that the 
infant’s blood group is incompatible with that of the 
mother. Most commonly, the baby’s blood is group A, 
the mother’s group O. 


CROSS MATCHING 

Once the diagnosis is established, compatible blood 
can be selected with the aid of the Coombs test and by 
using the mother’s serum for the cross match with the 
donor's red blood cells. The mother’s serum is far prefer- 
able to that of the infant for purposes of the cross match, 
since antibody that could be present in the serum of the 
baby is also present in the serum of the mother, usually 
in much greater concentration, and there is frequently 
little or no detectable antibody in the baby’s serum. In 
cases in which erythroblastosis is expected before the 
baby is born, which should include all cases caused by 
Rh incompatibility, a compatible donor can be selected 
and cross matched with the mother’s serum before the 
baby is born. In any event, the blood that is to be used 
for the baby must be blood that could be given to the 
mother. This method of donor selection insures that the 
blood given to the baby is “negative” with respect to the 
maternal antibody (i. e., lacks the factor that the mater- 
nal antibody can attack) regardless of what that antibody 
may be and that it will have a normal survival time in the 
baby. It goes without saying that the donor should be of 
a blood group that is compatible with the baby too, and 
group O is always safe. The cross match should be done 
by the indirect Coombs test method because the ma- 
ternal antibody often is of the type that does not agglu- 
tinate but nevertheless coats the donor cells. If mother 
and baby are both Rh positive, Rh-positive donors 
should be tested. It would be rare that a compatible donor 
could not be found if as many as 10 apparently suitable 
donors were cross matched. Obviously, the baby’s father 
would never be a suitable donor, and his relatives would 
be less likely to be suitable than those of the mother. If 
no other compatible donor can be found, the mother may 
be used as the donor for an exchange transfusion, even 
though the introduction of her antibodies might prolong 
the subsequent period of relative anemia that is so com- 
mon in erythroblastotic babies. If the mother’s blood 
must be used, her plasma should be replaced if possible 
with plasma from a person of group AB. Sedimented cells 
alone should not be used. 


INDICATIONS FOR EXCHANGE TRANSFUSION 

Immediate exchange transfusion is recommended for 
the erythroblastotic infant whenever there is clinical evi- 
dence of disease at the time of birth, as manifested by 
enlargement of the spleen and liver or by anemia, or when 
there is a history of severe disease or of kernicterus in a 
previous baby. A hemoglobin value of less than 15 gm. 
in cord blood is an indication of anemia. In general, pre- 
mature erythroblastotic infants should be given an im- 
mediate exchange transfusion because of the marked 
tendency for premature infants to become severely 
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jaundiced. Also, generally, a high maternal titer of anti- 
Rh (1:64 or higher) should be an indication for early 
exchange transfusion because of the marked tendency for 
severe jaundice to occur in such cases. If it is not done at 
birth, exchange transfusion should be done immediately 
if jaundice becomes apparent before the infant is 6 hours 
of age or if the serum bilirubin level reaches 10 mg. per 
100 ml. or more in the first 12 hours. The serum bilirubin 
level can be expected to increase quite steadily during the 
first 24 to 36 hours of life in the mature infant and to 
continue to increase somewhat until the baby is about 
48 hours old. After 12 hours or so, it can usually be pre- 
dicted with fair accuracy how high the bilirubin level will 
eventually rise. The aim should be to keep the serum 
bilirubin level from exceeding 20 mg. per 100 ml. if pos- 
sible, in order to prevent kernicterus. It appears that this 
is always possible if compatible blood is used and the 
transfusions are given early enough and repeated in 12 
to 24 hours when necessary. A third exchange transfu- 
sion is rarely necessary if the first two are done early. 
However, in a few instances, a third or fourth may be 
required to control the hyperbilirubinemia and to protect 
the infant from kernicterus. 

It is recommended also that exchange transfusion be 
performed only by trained persons with sufficient experi- 
ence to avoid the potential dangers of the procedure. It is 
advisable when possible that the mother be delivered at 
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a hospital where exchange transfusion can be done. 
Economic and other considerations frequently make such 
a plan seem not feasible, but any efforts in this direction 
are bound to be rewarding in terms of saving as many 
babies as possible. In any case, the early diagnosis of 

tosis is of very great importance and requires 
the combined efforts of physicians, laboratory tech- 
nicians, and, especially, watchful nurses. This is of such 
great importance because of the large number of cases 
caused by blood group factors other than Rh, not ordi- 


narily predictable before birth. may 
and early treatment can disasters be avoided. 


CONCLUSIONS 

A large experience with erythroblastosis fetalis makes 
several points clear. 1. Kernicterus is the only important 
cause of death and crippling after the first day of life. 
2. Kernicterus is preventable by exchange transfusion 
that may be repeated if necessary to keep the bilirubin 
level from rising above 20 mg. per 100 ml. 3. Blood 
factors other than the Rh are important causes of eryth- 
roblastosis fetalis and kernicterus. These must be recog- 
nized, especially in the babies of Rh-positive women, and 
prompt treatment must be given when indicated. 4. No 
prenatal treatment to date, including the administration 
of steroid hormones, has been proved effective. 

300 Longwood Ave. (15) (Dr. Allen). 


TREATMENT OF DERMATOSES WITH LOCAL APPLICATION OF 
HYDROCORTISONE ACETATE 


Harry M. Robinson Jr., M.D. 


Raymond C. V. Robinson, M.D., Baltimore 


Previously published reports ' have established the 
value of locally applied hydrocortisone acetate as a tem- 
porary relief measure for the symptoms of atopic derma- 
titis, pruritus vulvae, and pruritus ani. The present 
communication offers a critical evaluation of the effect 
of this drug in the treatment of various dermatoses in 418 
patients and a discussion of the modifying effects of 
vehicles on the therapeutic activity of hydrocortisone. 

Sulzberger and his associates '” stated that the efficacy 
of hydrocortisone when applied locally was enhanced by 
the absence of the undesirable side-effects noted when 
cortisone was administered systemically. They noted im- 
provement in atopic dermatitis, eczematous eruptions, 
pruritus ani, and pruritus vulvae, but found the prepara- 
tions to be of no value in the therapy of psoriasis, chronic 
discoid lupus erythematosus, alopecia areata, and pem- 
phigus vulgaris. They believed the 5% concentration 
ointment to be more effective than lower concentrations, 
but the difference was not great enough to warrant the 
routine use of the stronger concentrations. They did not 
draw any conclusions as to the therapeutic advantage of 
one ointment base over another, and they concluded that 
there were no contraindications to the continued appli- 
cation of 1% hydrocortisone acetate ointment to about 
one-eighth of the body surface for periods of as long as 


eight months. One of us (R. C. V. R.)"* noted definite 
improvement in 20 to 28 patients with atopic dermatitis 
24 hours after the initiation of therapy with 2.5% oint- 
ment. He also noted improvement with this compound 
in the treatment of pruritus ani and pruritus vulvae, but 
when the local application of the hydrocortisone acetate 
ointment was discontinued, symptoms recurred in all 
cases. He noted questionable improvement in two pa- 
tients with chronic discoid lupus erythematosus treated 
with ointment for from 15 to 20 weeks. Alexander and 
Manheim ‘* were enthusiastic about the results obtained 
in the treatment of 29 patients with intractable pruritus 
ani, and stated that only 3 of this group failed to obtain 
lasting benefit from the applications; however, 23 of their 


This Me was by grants-in-aid from Charles Pfizer & 
Company and the Upjohn Company. The hydrocortisone acetate ointments 
used in this study were furnished by Charles Pfizer & Company, the 
Upjohn Company, and Merck & Company, Inc. The hydrocortisone lotion 
was furnished by Merck & Company, Inc. 

1. (a) Sulzberger, M. B., and Witten, V. H.: The Effect of Topically 

Compound F in Selected Dermatoses, J. Invest. Dermat. 19: 101, 

1952. (6) Sulzberger, M. B.; Witten, V. H., and Smith, C. C.: Hydro- 
cortisone (Compound F) Acetate Ointment in Dermatological Therapy. 
J. A. M. A. 251: 468 (Peb. 7) 1953. (c) Alexander, R. M., and Man- 
heim, S. D.: The Effect of Hydrocortisone Acetate Ointment on Pruritus 
Ani, J. Invest. Dermat. 21:223, 1953. (d) Robinson, 
Acetate: Preliminary Report, Bull. 
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patients found it necessary to continue application of the 
ointment at least once daily to maintain relief. 
Sulzberger and others '* noted no instances of allergic 
contact sensitization from the local use of hydrocortisone 
acetate. Three of the patients that one of us (R. C. V. R.) 
saw complained of increased burning and itching in the 
areas treated '*; however, the ointment used in this series 
contained wool fat (lanolin), and two of these persons 
were proved to be sensitive to this ingredient by patch 
tests. Smith * noted no significant change in the circulat- 
ing eosinophil count after the inunction of hydrocorti- 
sone acetate ointment into the normal skin of humans or 
into the affected skin areas of persons with generalized 
eruptions. He concluded that there was insufficient ab- 
sorption to produce a drop in the circulating eosinophil 
count that almost invariably follows the systemic admin- 
istration of the corticotropic hormones. It is quite possi- 
ble, as Sulzberger has stated,'” that the therapeutic action 
of the locally applied hydrocortisone ointment is caused 
by the local hormonal action of the steroid itself on 
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METHOD OF TREATMENT 

The ointment, cream, or lotion was supplied to the 
patient, who was instructed to apply a thin coating over 
the involved area twice daily. During this treatment, all 
other local or systemic therapy was discontinued and the 
use of soap or other cleansing compounds was eliminated. 
The paired comparison method was used in some patients 
with extensive atopic dermatitis; placebo lotion or oint- 
ment was applied to one portion of the body and hydro- 
cortisone acetate lotion or ointment to another. One 
patient with generalized atopic dermatitis obtained dra- 
matic improvement after one week of application of 
the 1.0% hydrocortisone lotion. During the second 
week she was furnished the placebo lotion, after which 
her symptoms recurred and it was necessary to resume 
use of the original preparation. The patients included in 
this study were selected from our private practices and 
from the dermatology clinic of the University Hospital. 
Weekly observations were made on each patient under 
treatment, and no patient was included in this report if 


the skin. the follow-up was incomplete. One series of patients in 
Taste |.—Local Application of Hydrocortisone Acetate 
Hydrocortisone Acetate Ointment 
Hydrocortisone Lotion or Cream 
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* A = involution of lesions. 


Preparations Studied.—Several different vehicles were 
used in the preparation of hydrocortisone acetate and 
hydrocortisone free alcohol for local application in this 
investigation. The results obtained with these compounds 
were identical, and no effort is made to differentiate them 
in this paper. Base 1 (oily) contained liquid petrolatum 
(white mineral oil), wool fat, and white petrolatum. Base 
2 (oily) contained petrolatum wax (Multiwax), choles- 
terol, liquid petrolatum, and white petrolatum. Neomycin 
was added for its antibiotic effect. Base 3 (greaseless) 
contained sodium lauryl sulfate, propylene glycol, stearyl 
alcohol, cetyl alcohol, cholesterol, white petrolatum, 
liquid petrolatum, water, methylparaben (Methyl Para- 
sept), and propylparaben (Propyl Parasept). Base 4 
(greaseless) contained the above ingredients plus oxy- 
tetracycline. Base 5 (greaseless) contained zinc stearate, 
polyethylene glycols, propylene glycol, and distilled wa- 
ter. Base 6 (lotion for topical use) contained glycerin, 
isopropanol, sodium methyl , digly- 
col stearate, petrolatum, wax, and distilled water. 

2. Smith, C. C.: Eosinophilic Response After Inunction of Hydro- 
cortisone Experiments Demonstrating Lack Significant 
Absorption and of Systemic Effects, A. M. A. Arch. as & Syph. 
68: 50 (July) 1953. 


B = partial involution of lesions. 


= bo lmprovement. 


whom pyogenic infection complicated the 
areas of neurodermatitis was treated with hydrocortisone 
acetate ointments or creams containing either oxytetra- 
cycline or neomycin. 
RESULTS 

Four hundred eighteen patients with various derma- 
toses were included in this study (table 1). Hydrocorti- 
sone lotion wsa used in the treatment of 84 of them. 
The lotion containing 0.5% of the active ingredient 
proved to be of no value in the treatment of eight patients 
with generalized atopic dermatitis, but eight other per- 
sons with the same dermatosis obtained complete involu- 
tion of all lesions for the duration of therapy. Relapses 
occurred in all cases when the medication was discontin- 
ued. The 1.0% lotion produced temporary complete 
involution of lesions in 22 of 25 patients treated for 
atopic dermatitis, and the 2.5% lotion produced the same 
beneficial result in 15 of 18 similar cases. Four of five 
patients with contact dermatitis were benefited by the 
1.0% lotion and five of six by the 2.5% lotion. It was 
possible to produce more permanent results in the cases 
of contact dermatitis when the causes of the dermatitis 
were discovered and eliminated. The lotion proved to be 
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of no value in the treatment of alopecia areata, psoriasis, 
Pityriasis rosea, and lichen planus. 

Twenty-five patients were treated with a greascless 
base containing 0.5% hydrocortisone acetate. Tempo- 
rary involution of lesions occurred in 4 of 16 patients 
with localized or generalized atopic dermatitis, in 1 of 3 
patients with contact dermatitis, and in 1 of 4 patients 
with pruritus ani or pruritus vulvae. 

One hundred thirty-three patients were treated with 
1.0% h i -acetate ointment or cream; of 
these, 57 received the oily base and 76 the greaseless 
base. Temporary complete involution of lesions occurred 
matitis. Partial involution of lesions was noted in 10 of 
12 patients with stasis dermatitis for the duration of treat- 
ment. Thirty patients with pruritus ani or pruritus vulvae 
noted complete relief of symptoms for the duration of 
the treatment. In many of these persons it was possible 
to reduce the frequency of the application to once daily 
or to once every other day, but in order to retain a satis- 
factory result, continued treatment with hydrocortisone 
acetate ointment was necessary in all cases. The 
tion proved to be of no value in the treatment of alopecia 
areata, psoriasis, pityriasis rosea, acne vulgaris, chronic 
discoid lupus erythematosus, and lichen planus. 

The 2.5% hydrocortisone ointment or cream was used 
in the treatment of 176 persons, 52 using the greaseless 
base and 124 using the oily base. While no improvement 
was noted in 13 patients with atopic dermatitis and con- 
tact dermatitis, 96 persons with these dermatoses ob- 
tained temporary complete involution of lesions, and 21 
obtained temporary partial involution of lesions. In those 
patients with contact dermatitis in whom it was possible 
to eliminate the original cause, permanent involution of 
lesions was obtained with prolonged treatment. Tempo- 
rary involution of lesions occurred in five patients with 
stasis dermatitis for the duration of treatment. Seven 
patients with chronic discoid lupus erythematosus were 
not benefited, but there was temporary partial involution 
noted in two others. Fifteen patients with pruritus ani or 
pruritus vulvae were temporarily relieved, two others 
noted temporary decrease in the symptoms, and four 
were not benefited. With this concentration, as with the 
1.0% preparation, those patients who were relieved were 
able to reduce the frequency of application to once daily 
or to once every other day. Patients with psoriasis, 
lichen planus, and acne vulgaris, were not benefited. 

Reactions.—In two patients with acne vulgaris numer- 
ous new lesions developed after the application of 1.0% 
hydrocortisone acetate greaseless cream, but aside from 
these no other reactions occurred that could be attributed 
to the primary ingredient in the cream. In 20 patients, 
adverse reactions to the hydrocortisone lotion developed, 
but in no instance was the reaction severe (table 2). In 
all cases it was evidenced objectively as a moderate in- 
crease in erythema and subjectively as an increase in 
itching. Patch tests with the placebo lotion were positive; 
there was erythema but no vesiculation. In 14 of the 153 
patients treated with the greaseless base preparation, 
slight to moderate adverse reactions developed that were 
similar to those produced by the lotion. In only 4 of the 
181 patients treated with the oily base preparation did 
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adverse reactions develop, and two of these patients were 
proved to be sensitive to wool fat. 


COMMENT 

The local use of hydrocortisone acetate, whether in 
lotion, ointment, or cream, is a valuable addition to the 
armamentarium of the physician, provided that he takes 
into consideration the fact that these preparations seldom 
produce more than temporary relief from symptoms. In 
some cases in which treatment has been instituted with 
systemic administration of cortisone, it has been possible 
to reduce gradually the dose by mouth, begin the local 
application of hydrocortisone acetate, and then eventu- 
ally discontinue the oral medication, thereby avoiding 
the possible harmful side-effects of long-continued sys- 
temic cortisone . Gratifying results were obtained 
in the treatment of pruritus ani and pruritus vulvae with 
these preparations, and in many patients it is possible 
to retain a satisfactory result after symptoms have sub- 
sided by applying the compound once daily or once every 
other day. Dramatic relief has been given many patients 
with localized chronic lichenoid dermatitis or neuroder- 
matitis with the local use of hydrocortisone acetate prep- 


Taste 2.—Reactions to Use of Hydrocortisone Acetate 
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Preparation % Cases Reactions 
Hydrocortisone lotion .................. 05 
16 41 
25 27 4 
Hydrocortisone acetate in oily base.... 05 os 
14 1 
25 m 
Hydrocortisone acetate in greasele<« tase 05 ‘4 
16 76 3 
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arations, but from the economic standpoint it is not 
practical to use these preparations to treat the average 
patient with a generalized dermatosis. 

In the course of this investigation we have used hydro- 
cortisone acetate and hydrocortisone free alcohol in a 
lotion base, in a greasy ointment base, and in several 
greaseless bases, and we find it impossible to make a dog- 
matic statement as to which possesses the greatest thera- 
peutic advantage. In some instances the drying effect of 
the greaseless base was irritating, but when the oily base 
ointment was substituted, relief was obtained. The con- 
verse of this also occurred; however, the incidence of 
adverse reactions was much lower with the oily base. The 
lotion proved to be of greater value in covering large 
surface areas. It is advantageous to the physician to have 
several different media in which this drug may be dis- 
pensed. No adverse systemic effects were caused by the 
local application of hydrocortisone acetate, and any evi- 
dence of local sensitivity that developed was invariably 
caused by the base in which the drug was dispensed. Any 
concentration of less than 1.0% of the active ingredient 
has proved to be unsatisfactory in this study. 

The inclusion of antibiotics in preparations of hydro- 
cortisone acetate for local use has been suggested for the 
treatment of eczematous eruptions complicated by sec- 
ondary pyogenic infection, and during the course of this 
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work, the effect of several different such compounds has 
been studied. The addition of neomycin or oxytetra- 
cycline to the hydrocortisone acetate ointment or cream 
was effective in eradicating secondary infection and did 
not appreciably alter the effectivity of the primary in- 
gredient on the eczematous process. 
CONCLUSIONS 

A concentration of less than 1.0% hydrocortisone 
acetate was found to be relatively ineffective in the treat- 
ment of dermatoses regardless of the vehicle used. Of 172 
patients with atopic dermatitis treated with hydrocorti- 
sone acetate, 144 had complete relief of symptoms and 
involution of lesions for the duration of the admin- 
istration of the medicament. In all instances relapses 
occurred when therapy was discontinued. Partial tempo- 
rary improvement occurred in 6 other cases, and 22 per- 
sons were not benefited by the application. Forty-nine 
patients with contact dermatitis were temporarily im- 
proved for the duration of treatment, 15 were partially 
improved, and 7 were not benefited. Fifteen patients with 
stasis dermatitis were partially improved, and two were 
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not improved. Forty-five persons with pruritus ani or 
pruritus vulvae noted prompt relief of symptoms after the 
application, but exacerbations occurred when the medi- 
cation was discontinued. Five patients with similar symp- 
toms were not relieved. The medication was of no value 
in the treatment of alopecia areata, lichen planus, acne 
vulgaris, and pityriasis rosea. Two patients with chronic 
discoid lupus erythematosus were partially improved for 
the duration of treatment, and 12 were not improved. 

The addition of the antibiotics to ointments and 
creams containing hydrocortisone acetate did not appre- 
the additional therapeutic advantage of combating sec- 
ondary pyogenic infection. Although each of these ve- 
hicles has its place in the therapeutic armamentarium of 
the physician, the incidence of adverse reactions was 
lowest with the oily type base. No adverse reactions were 
noted that could be attributed to hydrocortisone acetate, 
and there was no evidence of the side-effects that are 
frequently noted after systemic administration of cor- 
tisone or corticotropin (ACTH). 

1024 N. Calvert St. (Dr. H. M. Robinson). 


THE MEDICAL PROFESSION AND THE VOLUNTARY HEALTH AGENCIES 
Edward Press, M.D., M.P.H., Chicago 


The average physician is not fully aware of the great 
number of voluntary public health agencies that exist 
throughout the country. He may know of two or three 
in his community and of a few national ones, but beyond 
that, unless he is very active in community affairs, civic 
matters, or public health, he usually has no knowledge 
of the number or types of programs of most of these 
agencies. This lack of knowledge may represent a serious 
deficiency, for it may indirectly prevent the patient from 
getting badly needed services. 

One of the ou characteristics of the American 
way of life, in which America differs markedly from the 
totalitarian countries, is the profusion of voluntary agen- 
cies that exist freely without restraining government con- 
trol or guidance. The freedom of speech and freedom of 
assembly that are among the major characteristics of our 
democracy allow and even encourage individuals to band 
together in voluntary groups to improve their own health 
and the health of others. The right to criticize the pro- 
grams of official agencies and to try to bring about 
improvement by normal orderly channels is one of the 
fundamental rights of a free nation. Persons who join 
each other in voluntary agencies to help protect the rights 
of individuals and improve the services for them are the 
backbone of a democracy. In the medical field and related 
fields they act not only as a continuous supplementary 
resource but also as an occasional stimulating factor to 
official agencies. Most voluntary health agencies have 
been both helpful and influential. They have often led to 
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the development of important official health agencies, 
then continued to give constructive support or even 
supplementary assistance to these agencies. They may 
frequently be a strong hedge against the undesirable as- 
pects of the so-called welfare state. 


THE GROWTH OF VOLUNTARY PUBLIC HEALTH AGENCIES 


In the last few decades voluntary public health agen- 
cies have expanded in size and number to an amazing 
degree. There are now over 20,000' of them in the 
United States. Most of these are on a city or county level, 
but hundreds are national or state-wide in scope. They 
may develop in relation to a disease, a symptom, an or- 
gan, a group of diseases, or a special age group, for 
example, the American Diabetes Association, National 
Foundation for Infantile Paralysis, American i 
Society, American Heart Association, Arthritis and 
Rheumatism Foundation, Association for the Aid of 
Crippled Children. Almost any individual or group that 
sees a need may organize an agency in relation to this 
need. 


There are a great many factors involved in the forma- 
tion of the ever-increasing number of voluntary agencies 
and organizations in our society. Irwin D. Canham, edi- 
tor of the Christian Science Monitor, has called our times 
“the age of organization.” He points out that during the 
past 25 years the growth of voluntary private organiza- 
tions has been a spectacular and significant element of 
the American scene. In a nation such as ours, where the 
rights of voluntary assembly and individual initiative are 


ational fields, is natural and can be confidently predicted. 
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In the health field the great increase of voluntary agen- 
cies in the past decade or two is a logical outgrowth of 
the many scientific and ical developments. 
Some of these developments have resulted in new drugs, 
special types of roentgenographic and analytical proce- 
dures, new operations for previously incurable diseases, 
and the use of atomic energy and other forms of ionizing 
radiation in medicine. When these medical advances are 
coupled with modern miracles in the fields of communi- 
cation and tion, there is a greatly increased 
dissemination of medical knowledge and rapid improve- 
ment of medical facilities and health conditions almost 
inevitably follows in a free society such as ours. 


Many years ago it was said that a true democracy is 


ent that the same neighborly friendliness that in bygone 
years fostered the individual charitable acts of neighbor 
for needy neighbor, of a church for its poor parishioners, 
of a village for its temporarily sick or suffering, now fos- 
ters the same service on a larger and more modern group 
organization basis. This is a natural outcome of changes 
in our civilization. Obviously, in the age of telephones, 
television, and teeming tenements and apartment houses, 
different channels are used to fulfill the same human 
needs and urges. So the old almsgiving on an individual 
basis to a poor or ailing person with whom one has direct 
contact gives way to the Christmas seal, the Easter seal, 
the March of Dimes, the Telethon, the Letter Carriers’ 
Walk, and the highly organized, efficient Community 
Chest drive. 

It is therefore easily understandable how voluntary 
private organizations have grown greatly in numbers, 
scope, and resources and have become a significant social 
force of considerable magnitude. As long as individuals 
retain their freedom of choice and action and have the 
wherewithal, these voluntary agencies will continue as a 
very pervasive pattern in the United States, a pattern that 
we physicians must recognize and with which, for the 
benefit of our patients and ourselves, we should become 
more thoroughly acquainted. If we do not utilize the, re- 
sources represented in the voluntary agencies, and if we 
fail to give them the benefit of our guidance, our cooper- 
ation, and our help, we physicians, our patients, and the 
agencies will all be the losers. 

CONFLICTS AND OVERLAPPING OF SERVICES 

There has been a tendency for many physicians in pri- 
vate practice, as well as for some official public health 
agencies, to adopt an attitude of condescending superi- 
ority toward some of these voluntary groups and their 
programs. This attitude has even occasionally become 
one of annoyance and irritation with the voluntary agen- 
cies and has at times engendered undemocratic and self- 
bemeaning professional snobbery. The basis for this 
attitude is at times discernible, but the condescension is 


their efforts may at times seem somewhat amateurish and 
below the optimum that we, as physicians, feel should 
and could be achieved. However, the vast majority of 
these persons are well meaning and are trying their sin- 
cere best to help. 

Most of the persons organizing and participating in 
these voluntary agencies do so because they see a definite 
and strongly appealing unmet need that exists in spite of 

programs. They may have a strong 

feeling (often with justification) about the inadequacy, 
incompleteness, and lack of entire effectiveness of the 
programs of official medical agencies or individuals, par- 
ticularly in the spheres of certain specific disorders. Many 
of these “volunteers” themselves, or members of their 
families, are afflicted with a disorder or disease that is 
fatal or has resulted in severe permanent disability with 
little or no benefit from the customary treatment. In other 
words, these persons, in spite of current private and offi- 
cial public facilities, often face a situation that involves 
or inadequate answers. They may see and feel the im- 
pending, irresistible progress of a particular disease or 
disorder without being able to do anything effective to 
stop it. It is thus perfectly natural for them to try to do 
ing they can to stimulate new research and addi- 
tional methods of cure or to make available modern 
methods that have not yet been introduced in some areas. 

With this picture, and particularly in view of the many 
unsolved disease problems, is it any wonder that so many 
persons have the feeling that the official agency or the 
private physician is doing, or at least accomplishing, 
little or nothing to prevent or cure such disorders? More- 
over, of 20,000 different voluntary agencies in the United 
States, some are bound to be better than others. Some, 
with their vigorous sincerity, initiative, and drive, but 
with insufficient or inadequately informed professional 
guidance and help, may even give the impression of being 
more of a hindrance than a help. This potential hazard is 
increased wherever a new voluntary agency proposes to 
enter a field that is already being partially covered by 
prior voluntary agencies. (With over 20,000 ; 
in existence, overlapping of services is likely.) This haz- 
ard may invoke considerable community friction among 
both professional and lay groups. 

It was just such a situation that existed in Chicago, in 
1952, in relation to a newly developing voluntary group 
active in the field of cerebral palsy. Friction and difficulty 
was somewhat enhanced by the fact that there were al- 
ready 27 different voluntary and 8 different official agen- 
cies active in the field of cerebral palsy in the community. 
The new voluntary agency had achieved what was almost 

device (Telethon). This device was so effective that the 
new agency's contributions temporarily exceeded their 
expenditures considerably, and several of the other vol- 
untary agencies (10 of which were engaged in fund 
raising solely for cerebral palsy activities) felt that their 
-established 


longer fund-raising activities were being en- 
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rarely justifiable. Obviously, not all voluntary agencies 
are equally competent and effective. Occasionally, they 
utilize persons without proper professional training, and 

voice. The science of electronics, together with other 

technological advances, has resulted in amazing improve- 

ments in communication methods. Whereas formerly 

newspapers, magazines, and word-of-mouth were the 

chief means of spreading information, this is now done 

on a vastly greater and wholesale scale with the aid of 

motion pictures, radio, and television. Thus, it is appar- 
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croached upon. They also believed that some of the activ- 
ities and expenditures of the agency in question were 
perhaps of doubtful value. 


A MORE CONSTRUCTIVE ROLE 

At this time, when considerable discussion and in- 
creasing animosity were apparent, the local Association 
of Commerce and Industry and the local Welfare Council 
joined hands, and, at the request and with the coopera- 
tion of the particular voluntary agency, made another 
all-out effort to remedy the situation. They attempted to 
re-channel the somewhat insurgent and forceful out- 
pouring of interest, energy, and funds into a more co- 
ordinated and well-directed channel going in the same 
direction and toward the same goal as the other roads 
currently being followed with varying success by the re- 
lated voluntary and official community agencies. The 
methods by which this community helped guide a new 
voluntary agency into a more fruitful, acceptable, and 
constructive role in the over-all medical and health pat- 
tern of activities may be of interest to other communities 
and to many physicians. 

A strong and influential committee, which included 
professional and lay leaders in the field and representa- 
tives of the various outstanding voluntary and official 
agencies, was organized by the local Welfare Council and 
the Association of Commerce and Industry. This com- 
mittee requested the official state agency for crippled 
children to do a comprehensive survey of the over-all sit- 
uation. This survey was to include not merely the pro- 
gram or the proposed program of the specific voluntary 
agency in question but the programs and facilities of all 
the other voluntary and official agencies that had similar 
objectives and were working on the same problem. 

The resulting study * was fairly extensive and involved 
correspondence or personal interviews, or both, with 65 
voluntary and official agencies or institutions. These in- 
cluded the various hospitals and convalescent homes, the 
school system, groups concerned with physical therapy 
facilities and vocational rehabilitation, and other groups. 
The assistance of many individuals and agencies active 
in this field was freely given and fully utilized. All of the 
material gathered was summarized and analyzed, and 
tentative conclusions and recommendations were drafted. 
The material was then reviewed and discussed in detail 
by the committee, who appointed a subcommittee to 
make a more careful study and revise some of the recom- 
mendations. This report was then returned to the original 
committee for their discussion and action. Recommenda- 
tions as to the respective spheres of activity of voluntary 
and official agencies were outlined in general terms. Un- 
met needs and goals were discussed and the over-all 
situation was carefully reviewed. The conclusions and 
recommendations in the report were used as a guide to 
action by the aforementioned committee, and after a 
period of about a year most of the friction had dis- 
appeared and the over-all program seemed to be pro- 
gressing quite satisfactorily. Some of the generally appli- 
cable recommendations should be of considerable value 
to physicians and lay leaders who face similar problems. 
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GUIDING PRINCIPLES FOR NEW AGENCIES 

The chief general recommendations of the study that 
might apply to the problem of the relationship between 
new voluntary agencies and prior official health agencies 
in other communities are listed below. 

Operation of Treatment Facilities.—In general, the 
new voluntary agency should not include the direct oper- 
ation and administration of programs and facilities in the 
fields of medical care and treatment, of public schooling 
and education, of custodial care, and of vocational train- 
ing. In the fields of information and publicity, of employ- 
ment counseling and placing, of day care, and of social 
and recreational activities, a more direct role may be 
indicated; however, even in instances in which direct 
operation is undesirable, encouragement and financial 
assistance (in the form of equipment, salary supplemen- 
tation, and other complementary items needed to im- 
prove and extend services) would be proper and often 
desirable. 

Technical Advisory Group.—A carefully selected list 
of well-qualified and experienced persons representing 
the various professional fields should be used in an ad- 
visory and consultative capacity. This group should be 
small and well knit; with too many members it becomes 
unwieldy and tends toward an inconclusive forum or 
“debating society” type of group. It should not be limited 
to physicians only. It should include representatives of 
such local over-all associations of voluntary agencies as 
the Welfare Council and the Chamber of Commerce; 
members of the paramedical or related professions 
should also be included; for example, in the field of cere- 
bral palsy the advisory group might include specialists 
in psychology, special education, speech, vocational 
service, social work, and hospital administration. 

Team Concept.—The diagnostic and treatment serv- 
ices of complicated medical disorders that involve var- 
ious specialties and require a variety of techniques should 
be performed by a team of skilled professional persons 
rather than a single individual. For the team to function 
properly, however, there should be a captain ar_somgone 
responsible for pooling information, directing activities, 
and arranging the execution of the recommendations and 
the follow-up. 

Use of Facilities. —The medical, diagnostic, and treat- 
ment services should, whenever possible, be part of an 
over-all hospital and outpatient facility where technical 
laboratory procedures and medical and paramedical con- 
sultation in the various specialties are easily available. 
Wherever geographical circumstances permit these serv- 
ices should be carried out in connection with a medical 
school or the locally outstanding medical center rather 
than developed separately. Here again the philosophy of 
the improvement and expansion of the best existing facil- 
ities rather than the development of separate and perhaps 
rival or duplicate services should receive primary em- 
phasis. 

Research.—Special attention should be paid to re- 
search on the prevention and treatment of the disorder, 
with major emphasis on the preventive aspects. Studies 
should be devoted not only to basic and clinical research 
but to the administrative field as well; a balance should 
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be sought between the fields of research and administra- 
tion. Both locally and nationally, careful screening of 
projects is desirable to prevent unneeded duplication 
and inadequate, unsound, or poorly planned research. 

Approach to the Patient.—The activities of voluntary 
health agencies should not be limited to medical aspects. 
The goal of rehabilitation of the person—to make him 
as happy and as socially useful as possible—must be kept 
in mind. The general plan should incorporate utilization 
of the facilities of public and voluntary agencies in such 
related fields as special education, vocational training 
and placement, and social and recreational activities. 

Grants for Special Education.—Granting scholarships 
and fellowships for undergraduate and graduate profes- 
sional education and training in fields related to the dis- 
order in question is an area in which voluntary agencies 
can be of considerable help. Sponsoring seminars, work- 
shops, and other similar postgraduate facilities and 
opportunities for training would be included in this 
category. 

Education of Patient and Family.—The proper inter- 
pretation and full explanation to the patient and his fam- 
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ily is of great importance. A voluntary agency may make 
a very valuable contribution in this area. Increased 
understanding of the facts pertaining to the various dis- 
orders and diseases can be of immeasurable benefit in 
gaining full and sustained cooperation. It can also help 
the patient to overcome many guilt feelings, to see the 
disorder in its proper perspective, and to adapt to and 
live with the handicap when optimum improvement has 
been obtained. This education may be fostered on both 
a group and individual basis and can best be done by 
professionally trained personnel. 

Most of these major recommendations were utilized 
by the above-mentioned committee as a guide to action. 
The committee members also developed certain recom- 
mendations of their own, primarily fitted to the local 
situation, which included the appointment of a committee 
of consultants to the voluntary agency. As a result of the 
over-all activity almost all of the former friction has 
disappeared, and the new voluntary medical agency is 
helping in many medical and paramedical activities in 
its field. 

160 N. LaSalle St. (1). 


TREATMENT OF CHRONIC LEG ULCERS WITH ABSORBABLE GELATIN 
SPONGE (GELFOAM) POWDER 


REPORT OF ONE HUNDRED SIX CASES 


Irving L. Milberg, M.D. 


Jesse A. Tolmach, M.D., New York 


Many reports in the literature describe local remedies 
for chronic ulcers of the leg.' In evaluating these and 
other medicaments, it has become increasingly evident 
that definite criteria should be applied before any me- 
dicament is considered useful as well as successful. The 
medicament must promote tissue growth and healing and 


-shculd be,nentoxic, have a low sensitizing index, relieve 
symptoms if any are present, be easy to apply, and be’ 


economically acceptable. A study of 106 patients with 
chronic recalcitrant ulcers of the leg was initiated in June, 
1951, at the New York Skin and Cancer Unit after re- 
ports that absorbable gelatin sponge (Gelfoam) had a 
tissue-stimulating effect on the skin * and aided in the 
healing of deeper wounds.’ Absorbable gelatin sponge, 
a heat-sterilized foam sponge made of animal gelatin, 
was introduced in 1945 as an absorbable hemostatic 
agent.‘ It has been found that antibiotics such as peni- 
cillin and streptomycin are not inactivated in its pres- 
ence.’ The introduction of absorbable gelatin sponge in 
powdered form, which was considerably easier to apply, 
added further impetus to this study. 


ABSORBABLE GELATIN SPONGE THERAPY 
All patients in series 1 were ambulatory and had re- 
ceived unsuccessful local therapy. There were 64 women 
and 42 men. The ages ranged from 29 to 82 years, with 
an average age of 58 years. The duration of the ulcers 
varied from four weeks to 31 years. Of the 106 patients, 


79 had varicose and post-thrombophlebitic ulcers, 11 had 
varicose ulcers and severe arteriosclerosis, 6 had 

traumatic ulcers, 2 had ulcers associated with sickle cell 
anemia, 2 had diabetic ulcers, 2 had ulcers of unknown 
origin, and 4 had, respectively, an ulcer that followed 
radiation therapy, a nonhealing bedsore, an ulcer of 
congenital elephantiasis, and a case of pyoderma gan- 
graenosum. Varying degrees of dermatitis were present 
in the areas surrounding the ulcers in 69 patients. Sur- 
gical procedures such as saphenous ligations and vein 
stripping had been performed on 23 patients. Antibiotics 
had been given to 39 patients before this study, with no 
discernible improvement of the lesions. Initially, histories 


From the Department of and Syphilology of the New 
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Unit of the New York University Hospital. 

A gelatin sponge (Gelfoam) used in this study was supplied 
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were obtained and the patients were examined and usu- 
ally given a complete blood count, a urinalysis, and a 
serologic test of syphilis. Whenever further studies were 
found necessary, the patients were referred for other ex- 
aminations. 

The procedure used in this study consisted of packing 
the ulcers with sterile absorbable gelatin sponge powder, 


covering with dry gauze, and applying an Elastoplast 
dressing or an elastic bandage. The patients were in- 
structed to leave the dressing in place and return in a 
week. In 15 cases of obvious secondary infection, anti- 
biotics were given parenterally for one week before the 
use of gelatin sponge powder. Mild, soothing pastes such 


were observed at weekly intervals. 


COMPARATIVE THERAPY 

Comparative studies were carried out in 34 patients 
in series 2. The healing and tissue-stimulating properties 
of absorbable gelatin sponge powder were compared 
directly with those of silver leaf ‘foil, chiortetracycline 
(Aureomycin) ointment,” aloe vera leaf,’ and crystalline 
trypsin (Tryptar).* These patients were divided into 
three groups. In group A, with 9 patients, the ulcerations 
were large enough to be divided longitudinally in half so 
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Im- Unim. 
Type of Ulcer Total Healed proved proved 
Varicose and thrombophiebitic 7 5 6 
Varicose and arterioeclerotic.......... ll . 1 2 
Post-traumatic........ 6 es 
1 oe 
1 ee ee 
1 
1 1 es 
Diabetes mellitus 2 1 1 e« 
2 1 1 
Cause unknown... ...... 2 2 
1 1 ‘ 
Congenital elephantiasi«.............. 1 1 
Bedsore om heel... 1 1 
Pyoderma gangraenosum............. 1 1 


were multiple ulcers on one or both legs; gelatin sponge 
powder was applied to one of the ulcers in each patient, 
and other medicaments to the others. The total number 
of ulcers treated in group C was 41. 


months after this showed the lesion still healed. 


Results.—In every patient in series 2, the area or in- 
dividual ulceration treated with gelatin sponge powder 
showed either a more prompt response in the formation 
of granulation tissue or earlier complete healing than any 
of the areas treated with the other medicaments. 
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that gelatin sponge powder could be applied to one half 
and another medicament to the other half. In group B, 
with 13 patients, there were bilateral ulcers of similar size 
on both legs; gelatin sponge powder was applied to 
one ulcer and another medicament to the other, and the 
results compared. In group C, with 12 patients, there 
Taste 1.—Results of Absorbable Gelatin Sponge Powder 
Therapy in Series 1 
Fig. 1. —Chronic varicose and post-thrombophiebitic ulcer of four years’ 
duration occurring on the leg of a 70-year-old man. Left, lesion before 
absorbable gelatin sponge powder therapy (series 1) was started. Right, 
lesion after five weeks of therapy. - 
| 
as zinc Oxide Paste were applied to Zones of dermatitis 
before the application of fixed dressings. The patients 
x > 
; 
Fig. 2.—Healed lesion (fig. 1) nine weeks after beginning of absorbable 
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COMMENT 

In a clinical study such as this it is, of course, impos- 
sible to obtain perfect controls. As each patient in the 
comparative therapy series became aware that the areas 
treated with the absorbable gelatin sponge powder were 
healing more rapidly than the areas otherwise treated, 
he became increasingly unwilling to continue to use other 
medicaments; however, enough of the patients for the 
purposes of this study were prevailed on to continue the 
original therapy. Another advantage of gelatin sponge 
powder therapy was observed towards the end of this 
study. It is well established that healing of some chronic 
ulcers of the leg can be accelerated by curetting the edges 
of the lesions. Therefore, once it was established that 
gelatin sponge powder had a therapeutic effect on these 
lesions, several lesions were curetted with the patients 
under local anesthesia. These lesions had shown a torpid 


Taste 2.—Comparative T Studies with Absorbable Gela- 
tin Sponge Powder and Other Medicaments 
No.of No.of 
Type of Uleer Medicaments Patients Ulcers 
Group A Chlortetracyctine ointment —gelatin 
Single ulcer large spomme powder 3 
enough to be Silver leaf foil—gelatin sponge 
2 
Aloe vera leaf— gelatin sponge ° 
Crystalline trypsin—gelatin sponge : 
9 
Group B Chiortetracyeline ointment gelatin 
Similar bilateral 
uleers Silver leaf foil—gelatin «ponge 
‘ 
Aloe vera leal— gelatin sponge 
‘ — sponge 
13 
Group C Gelatin sponge powder.............. ee n 
Multiple uleers Chlortetracyeline ointment ......... es 
Crystalline trypsin .................. 
“ 


response in the formation of granulation tissue before 
curettage; it was the general clinical impression that after 
curettage the formation of granulation tissue and the 
eventual healing of the lesions were considerably accel- 
crated. In these instances, the hemostatic effect of gelatin 
sponge powder was utilized with great effectiveness. Since 
studies had revealed that antibiotics such as penicillin and 
streptomycin are not inactivated by this agent,’ we dis- 
continued the initial methods of administering antibiotics 
near the end of this study. Application of oxytetracycline 
(Terramycin) or chlortetracycline (Aureomycin) pow- 
der to ulcers before packing with gelatin sponge powder 
seemed to control the infectious process, although no 
bacteriological studies to confirm this were done. This 
was done in 22 patients; our clinical impression was that 
it caused no difference in the effectiveness of the gelatin 
sponge powder. Three patients of those studied com- 
be stopped. Two of these had severe arteriosclerosis, and 
one had a postradiation ulcer; this patient had shown 
some improvement when treatment was discontinued and 
she was referred for plastic surgery. All patients were 


told to continue using supportive measures, such as elas- 
tic stockings and elastic bandages, for an indefinite period 
after the ulcers had healed. Follow-up observations were 
continued in 59 patients for periods as long as 14 months 
after cessation of the original therapy; within this time 
none of these patients had a recurrence of a healed ulcer, 
although 6 patients had new ulcerations that were treated 
successfully with gelatin sponge powder. As a result of 
observing the action of absorbable gelatin sponge powder 
in chronic ulcers of the leg, we feel that this agent is a 
valuable local medicament in this condition. Its value 
is enhanced further because, in addition to its tissue- 
stimulating properties, its hemostatic qualities can be 
utilized to accelerate the healing process. 


SUMMARY 

Absorbable gelatin sponge (Gelfoam) powder therapy 
was given to 106 ambulatory patients with chronic uleers 
of the leg who were observed from June, 1951, to No- 
vember, 1953. In 86 patients the ulcers were healed com- 
pletely, in 11 patients they were improved, and in 9 
patients they remained unimproved. Additional studies 
by the method of paired comparison were done to com- 
pare the effectiveness of gelatin sponge powder with that 
of chlortetracycline (Aureomycin) ointment, silver leaf 
foil, aloe vera leaf, 
powder. The results of the paired comparisons revealed 
that absorbable gelatin sponge powder was more effective 
in that ulcers treated with it formed granulation tissue 
more rapidly and healed sooner than those treated with 
any of the other agents. 

122 E. 78th St. (Dr. Milberg). 


Diagnosis of Migraine.—The first step in the diagnosis of 
migraine is to be familiar with the clinical picture as described 
by the patient, not only of-the classical attack but of its many 
minor variations. Having so recognized the picture and estimated 
the true length of its history a careful examination is essential, 
for two reasons. First and foremost to assure oneself that there 
are no abnormal physical signs, . . . for there are no such 
abnormal signs in idiopathic migraine. Second, so as to put 
oneself into a strong position to assuage the patient's anxiety. 
. . « In the examination an intelligent neurological appraisal 
is the essential, for the conditions that closely simulate migraine 
are all intracranial ones. Perhaps most important in this exami- 
nation are the following: Ausculation of the head, the state of 
the homonymous visual fields as done by confrontation, the 
optic fundi, the pupils, the ocular movements and the reflexes. 
Intracranial neoplasms, primary and secondary, intracranial 
angiomata and aneurysms are all capable of simulating migraine. 
Tumours of the occipital lobe by causing visual hallucinations, 
headache and vomiting are probably the most likely, though not 
most common, to cause confusion. . . . Persistently one and 
the same sided headaches, pulsatile or continuous head noises, 
the same noise heard as an auscultated bruit, prolonged visual 
field defects or the finding of even minimal pyramidal or sen- 
sory signs may assist to send the patient for the proper neuro- 
logical investigation. Intracranial aneurysms, particularly those 
situated on or near the anterior part of the circle of Willis, may 
produce recurring headaches, usually frontal and circumorbital 
and again always on the same side. . . . Aneurysms ... 
may cause transient pareses of the pupil or of the external 
Most potent nonneurological cause of misdiagnosis is probably 
frontal sinusitis. . A careful history, however, usually 
makes go the differences in quality of the two pains, and 
perhaps most important their different ities. — 
H. M.D., Migraine, Postgraduate Medical Journal, 
ay, 
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INCIDENCE OF TUBERCULOSIS AMONG HOMELESS MEN 
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This study, an 11 months’ intensive case-finding sur- 
vey, is based on the client population of the Salvation 
Army Men’s Social Service Center in Minneapolis. The 
center provides a rehabilitation program for homeless 
men. The majority of these men come on self-referral 
from “Skid Row,” although, at any given time, about 10% 
of the clients have been referred for rehabilitation as 
physically handicapped; 10% as parolees and proba- 
tioners, and about 10% as provisional dischargees from 
the state hospital system. About 70% of the client pop- 
ulation regards the abusive use of alcohol as its major 
problem. 

center depended on the periodic visits of the Christmas 
Seal Mobile X-Ray Unit of the Hennepin County Tuber- 
culosis Association to check the health status in regard 
to tuberculosis. During this period, no noticeable differ- 
ence in incidence between the population here and the 
general population in Minneapolis was noted. However, 
it was felt that, since a third of the client population 
stayed less than one month, a routine weekly program 
of taking chest roentgenograms would give more com- 
plete coverage of the population. This was instituted in 
October, 1952, through the cooperation of the Minne- 
apolis Public Health Division and the Hennepin County 
Tuberculosis Association. The results that follow are 
based on a survey of 405 consecutive chest roentgeno- 
grams taken routinely from October, 1952, through 
August, 1953. During that periédd all men who stayed at 
the Center at least one week were examined by means of 
a chest roentgenogram. Of the 405 who were screened, 
5% were under 30 years of age; 17% between 31 and 
40 years old; 33% between 41 and 50; 35% between 
51 and 60, and 10% 61 or older. The transient nature 
of the group is apparent from the fact that 30% were 
residents of the city of Minneapolis; 20% were resi- 
dents of the state of Minnesota, and 50% were con- 
sidered “federal transients,” since they had no estab- 
lished residence in any state. The results of this survey 
are shown in the table. 

In considering these results one should note that, in 
the portion of the population that we surveyed, the rate 
of active new cases per 1,000 is 22.2, compared with 
the similar rate for the Hennepin County Tuberculosis 
Association Mobile Unit survey of the general population 
of 0.4 per 1,000 in 1952. The rate in the population 
group we surveyed is 5512 times as great as the general 
rate in Minneapolis for that year. The difference in the 
incidence of tuberculosis between these two groups is 
highly significant. The probability of a difference in rates 
as large or larger than this arising solely through chance 
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is less than 1 in 10,000. (Assuming that the two groups 
were drawn from the same population for which the 
incidence of tuberculosis could be estimated from these 
two samples, the test used 

= +) where pe = 
gives an estimated rate in the population of py — 0.6 
and a standard error of the difference in these two pro- 
portions of s.e. p,;—p. — 0.5 with the actual difference 
in rates p;—Pp2 — 21.8. The probability that a differ- 
ence as large or larger than this could exist between two 
samples drawn from the same population is less than 
1 in 10,000.) 

SUMMARY AND CONCLUSIONS 


We recognize that the rate of new cases found (22.2 
per 1,000 in this group or 55.5 times as great as the rate 


Results of Surveys Among Selected Population Groups 
in Minneapolis 


New Cases per 
New Cases of Thousand 
vereulosis Persons 
Found Screened 
Number 
Groups Total Active Total Active 
Men's Social Service Cen- 405 22.2 
ter, Oetober, 1962, to 
August, 1993 
Hennepin County TB 24 oA 
Association Mobile 
Unit, 1962 
Minneapolis industries 2.081 23 
Institutions 7a os 
School students and 7 
personnel 
(Other general groups 37 3.7 os 
Minneapolis workhouse 2.238 Is 4 ao 14 
survey, 
New case rates among the 
general population: 
Minneapolis (1462) on Wo 
United States (1950) 1742 fost 
England & Wales (19) 1.2 
Seotland (1950) 
Canada (1990) ou 
Denmark (16) 


F.4J.: Tuberculosis in Minneapolis, Minneapolis Health Depart. 
ment, September 1933. 

+ Drolet, G. J’, and Lowell, A. M.: Statistical Review of Reports { 
American and European Communities, Dis, Chest 20:527 (May) — 


over a similar period for the general population) is 
related to the intensity of the search for them. However, 
we do not feel that this factor accounts for most of the 
difference in rates, especially since the rate of new active 
cases in our sample of homeless men is 13.4 times as 
great as the rate found in the Minneapolis Men's Work- 
house population, the most nearly comparable survey 
both as to population composition and to intensity of 
search. This high rate of incidence of tuberculosis occurs 
in a transient, very mobile population group. It occurs in 
a population group that is not likely to be covered in a 
general survey. It occurs in a population group that in 
general lives under conditions that are likely to foster 
infection of others in the same group. The men in this 
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group sleep generally in dormitories, whether in the 
cheap hotels or in the various rehabilitation centers 
throughout the country. They are generally in fatigued 
physical condition, and their standards of cleanliness and 
personal hygiene tend, through economic necessity, to 
be low. 


This rate occurs in a population group that is very 
likely to take temporary jobs as food handlers—cooks, 
cooks’ helpers, dishwashers, etc.—situations in which 
the possibility of transmission of the disease to the gen- 
eral population is a factor. This rate occurs in a popula- 
tion group that is not limited to Minneapolis and that 
by its very nature can be presumed to exist in every large 
urban center in the United States. There is no reason to 
suppose that the rate of incidence found in Minneapolis 
is very much different from the rate that would be found 
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by similar surveys in other cities. Indeed, it is very logical 
to assume that, in a survey that covered not only the 
younger groups such as those applying for admission to 
the rehabilitation centers but the entire “Skid Row” pop- 
ulation, including the older, more permanent residents, 
the rate would be higher. This survey reveals an impor- 
tant aspect of the public health problem of tuberculosis. 
The homeless men quite probably constitute a primary 
source of reinfection for tuberculosis in the United States. 
Any public health program that has as its aim the erad- 
ication of tuberculosis in our population should take 
particular account of this segment of the population. The 
study points to the need for intensified case-finding sur- 
veys of the populations of our “Skid Rows” and of our 
rehabilitation centers. 
1700 W. 32nd St. 


In a previous communication from Fitzsimons Army 
Hospital, 13 patients with focalized pulmonary coccidi- 
oidomycosis treated surgically were reported on.' Our 
experience now has encompassed a total of 50 patients, 
including the original 13. The present report deals with 
information gleaned from these 50 case problems, with 
emphasis on the nature of the lesion, complications of 
surgery, and a formulation of the surgical rationale. 

Coccidioidomycosis is a highly infectious specific fun- 
gus disease that until recent years was seen only in the 
endemic area of the Southwest, which is now known to 
include southern California, New Mexico, Arizona, 
western Texas, the Mexican border, and parts of southern 
Nevada and Utah.’ During and since World War II it 
has been observed in almost every section of the country 
and is most commonly seen among military personnel 
and dependents who were stationed temporarily at one 
of the several large military training establishments in the 
endemic area. According to present knowledge, person- 
to-person spread does not occur and infection results 
from the inhalation of the chlamydospores in dust. It is 
not anticipated that epidemics will occur outside the 
Southwest. 

The etiological agent is Coccidioides immitis, one of 
the fungi imperfecti, which reproduces by the formation 
of chlamydospores or by endosporulation; the latter is 
the rule in tissues. The entry is almost always by inhala- 
tion into the lungs. If an acute inflammation occurs, the 
symptoms are those of a respiratory infection with roent- 
genographic evidence of pneumonitis. At this point, one 
of several clinical courses may ensue. It is probable that 
in at least 98% of the cases complete resolution takes 
place, leaving the persons with a positive skin test and 
roentgenographic evidence of a small calcified spot in the 
lung parenchyma or at the hilus. Two per cent or less of 
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the patients retain a focalized caseous lesion, solid or 
cavitary. The probable pathogenesis of these lesions is 
that a large dose of the microorganisms was deposited 
at one point in the lung, setting up a severe reaction with 
necrosis and caseation too great for the tissues to resolve. 
The clinical course may be that of widespread organ dis- 
semination, which happens in about | out of 1,000 cases, 
and is attended by approximately 50° mortality. Dis- 
semination may occur in three ways. The initial acute 
pneumonitis may progress slowly but inexorably to dis- 
semination. An occasional case that has apparently re- 
solved may break down, and dissemination may take 
place in the manner described by Forbus as endogenous 
pulmonary reinfection.’ And finally, it is conceivable that 
dissemination may occur from a chronic focalized lesion. 

The 2% of cases in which there remains a solid or cav- 
itary localized lung lesion is the group in which we are 
interested from a surgical standpoint. It is this type of 
case that is seen outside the endemic area. At Fitzsimons 
Army Hospital, surgical therapy has been accompiished 
in 50 patients of this type. 

These patients were all young male enlisted men and 
officers, with the exception of three female civilian de- 
pendents. The oldest patient was 45, the youngest was 
18, and the average age was 29 years. In 44 patients 
there was established a definite history of recent residency 
in the endemic area. Many of the patients stated that they 
had been in dust storms. The places of residence of these 
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patients had been California (14), Texas (14), Arizona 
(9), Arizona and California (3), Arizona and Texas (2), 
Texas and California (1), and New Mexico (1). Ten 
patients had never had any symptoms of the disease; 5 
had acute symptoms only; 22 had chronic symptoms only; 
and 13 had both acute and chronic symptoms. In all, 18 
patients experienced a bout of acute pulmonary symp- 
toms, occurring while in the endemic area and indicating 


Fig. 1.—On the left, Sept. 1, 1950, a typical chronic, focalized, solid 

coccidioidal tuberculoma, histo- 
plasmoma, or neoplasm. On the right, Jan. 17, 1951, in same patient the 


the initial pneumonitic stage of the disease. Among 18 
patients with acute symptoms, 13 had fever; 11, cough; 
7, pain; 4, malaise; 3, chills; 2, hemoptysis; and 2, dis- 
charge of sputum. Thirty-five patients experienced 
chronic symptoms, and were symptomatic on admission 
to Fitzsimons Army Hospital. The average duration of 
chronic symptoms was 16 months. The incidence of the 
chronic symptoms among 35 patients was cough, 31 pa- 
tients; pain, 10; hemoptysis, 9; weight loss, 9; fatigue, 7; 
discharge of sputum, 7; fever, 5; weakness, 5; and dysp- 
nea, 3. None of the patients were seriously ill. The roent- 
genogram of the chest showed a round, presumably solid 
lesion in 17 cases. Such lesions may become cavitary 
(fig. 1). Disease of the surrounding parenchyma is rarely 
visible on the roentgenogram, although slight hilar en- 
largement occasionally may be seen. In three cases the 
roentgenogram showed the appearance of apical infiltra- 
tion. On pathological examination the disease was seen 
to consist of a less well-defined solid lesion together with 
surrounding parenchymal reaction and closely associated 
daughter nodules. [n 30 patients the chest roentgeno- 
gram showed a cavity. The typical coccidioidal cavity is 
usually described as a thin-walled, cyst-like, discrete 
cavity without accompanying visible parenchymal reac- 
tion, and almost all of ours were of such type (fig. 2A). 
However, the cavity may be quite irregular and ragged 
in appearance and may reach great size. Again it is noted 
that the lesion is usually peripheral, may occur in any 
lobe, and is sometimes accompanied by slight hilar en- 
largement. 

The results of certain clinical examinations in these 
patients are depicted in table 1. The five positive bron- 
choscopic findings included stenosis, ulceration, bleed- 
ing, and purulent exudate, and they were related to the 
corresponding lobe orifice. The 67% accuracy of the 
skin test probably indicates the need for a more con- 
sistently accurate technical performance and interpreta- 
tion of this examination, since this figure should probably 
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approach 100%. A greater proportion of positive results 
was noted in all clinical examinations in lesions that were 


cavitary. 

As a result of study it was possible to definitely estab- 
lish the correct preoperative diagnosis in only 15 patients. 
In 13 other cases coccidioidomycosis was strongly sus- 
pected preoperatively. It is interesting to note that the 
similarity of this condition to tuberculosis resulted in 
25 patients being treated for tuberculosis, either at Fitz- 
simons Army Hospital or elsewhere, for an average of 
over seven months each. In 10 cases, courses of pro- 
longed antituberculous drug therapy, up to five months, 
were given. Tuberculous cavities will outnumber cocci- 
dioidal cavities several hundred to one. 

All 50 patients reported here had primary definitive 
resectional surgery. Eighteen were operated on between 
1945 and 1950, and 32 were operated on in 1951, 1952, 
and 1953. The recent marked increase in the number of 
cases reflects an increased interest in and awareness of 
this disease, plus a referral program and a more posi- 
tive surgical approach. A wedge resection was used for 
19 solid lesions and 6 cavitary lesions; lobectomy, for | 
and 19 respectively; segmental resection for 3 cavitary 
lesions; and lobectomy and segmental resection for 2 
cavitary lesions. The decision as to the extent of resec- 
tion was reserved pending the findings at the time of ex- 
ploration and depended on the size and location of the 
lesion, whether it was solid or cavitary, and the amount 


Fig. 2.—Coccidioidal cavitation. A. thin wall cavity, upper lobe of 
left lung. B. same patient, nine months later, cavity ruptured with resultant 
pyopneumothorax. C, giant cavitation with fluid level on left and sug- 
stration with iodized oi! (Lipiodol) of bronchial communication with a 
cavity. 


of surrounding parenchymal involvement and satellite 
nodules. There were no operative or postoperative 
deaths. 

Forty-four patients have been followed for an average 
of 31 months, varying from 90 months to | month. 
Thirty-seven are asymptomatic and doing full-time work. 
Five patients complain of mild nondisabling symptoms, 
chiefly chest wall pain, dyspnea, and cough, but are doing 
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full-time or part-time work. One patient, a physician, is 
incapacitated because of cough and chest pain. One pa- 
tient is still hospitalized. No follow-up is available on six 
patients. 

Forty-five patients had an uneventful postoperative 
course. Five patients had complications. One patient had 


Taste 1.—Results of Clinical Examinations 
Bron- — Sputum Skin 
y 


Smear <ulture 
Solid Lesions (2) 
Hesult« mewative ............... ? 
Per cent aeeuraey...... ........ 
Cavitary Lesions (99) 
Hesults positive ‘ ” 22 
Per cont ” 73 
All Lesions (9) 
Test not donme..... 7 4 


postoperative, presumptive contralateral spread that 
cleared completely in seven weeks. One had recurrent 
cavitation that was treated with lobectomy and thora- 
coplasty with good results. Another had recurrent cavi- 
tation, refused further surgery, and was well and working 
81 months postoperatively. A patient with broncho- 


Fig. 3.-—Presumptive contralateral spread four days after lobectomy of 
lower lobe of left lung for large cavitation. Complete clearing occurred in 
seven weeks. 


pleural fistula subsequently had a bronchial stump re- 
vision and lingulectomy for bronchiectasis in another hos- 
pital. This patient at present complains of incapacitating 
cough and pain. A fifth patient with bronchopleural 
fistula with mixed coccidioidal and pyogenic empyema 
is now well. 

The case of contralateral spread was diagnosed by 
roentgenographic evidence only, and we were unable to 


demonstrate increased serologic reaction or to demon- 
strate the organism (fig. 3, 4, and 5). Recurrent cavita- 
tion has been described by others.‘ It is our experience 
that on some occasions at least, recurrent disease is 
caused by inadequate local resection of the lesion, and 
we advise taking a generous area of apparently normal 
parenchyma en bloc with the identified lesion. Both of 
our patients with postoperative bronchopleural fistula 
and empyema have responded nicely to standard therapy. 


to cavity. B, coccidioidomycosis cavity. 


We found that if the ordinary mechanical and physiolog- 
ical principles applicable in the postoperative handling 
of all thoracic surgery cases are followed, one need fear 
no specific untoward situations attributable to coccidi- 
oidomycosis. 

A complication that occurs in patients not operated 
on is rupture of a cavity into the pleural space, with 
bronchopleural fistula, pneumothorax, collapsed lung, 
and mixed empyema. We have treated five cases of this 
type by combinations of decortication, resection, and 
thoracoplasty. These cases are not included in the present 
series (fig. 2A and B). Inasmuch as the bronchopleural 
fistula in these cases is fairly large and has ragged dis- 
eased walls, extirpation of the diseased parenchyma dis- 
ease is the preferred surgical therapy. 


OBSERVATIONS 

Certain observations, made primarily at operation and 
on pathological examination, can be recorded concerning 
the general nature and behavior of these lesions. The 
solid lesions noted in 20 patients were usually discrete, 
round, firm, up to 3 cm. in diameter, found mostly in the 
upper lobes and rarely located other than immediately 
subpleurally (table 2). A few pleural adhesions were 
usually present locally, although extensive pleuritis was 
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not seen as a rule. Satellite nodules lying subpleurally at 
a greater or lesser distance from the main lesion, usually 
in the same lobe, were observed in half of the patients. 
Adjacent parenchymal tissue reaction was usually not 
present grossly at operation, although microscopically 
diseased tissue was found | to 3 cm. from the main lesion 


Taste 2.—Location of the Lesions 


Upper Middle Lower Upper Lower 
Lobe of Lobe of Lobe oft Lobeof Lobe of 
Right Right Left Left 
Ang 


Lune Lung 
Solid lesions. .... eae 5 2 1 
Cavitary lesions......... 1 4 
in about one-half of the cases. Microscopic bronchial 


ulceration and ectasia was usually present. On cut section 
these lesions are of grayish color and have a firm caseous 
consistency (fig. 6). On six occasions central liquefac- 
tion had produced a small cavity, not discernible by 
roentgenographic examination. This hollowing-out proc- 
ess in the pathogenesis of a cavity is illustrated in fig. 1B, 
and it is assumed that patent bronchial communication 
is present, at least temporarily. Partial calcification was 
observed in six patients. Multiple large solid lesions were 
not encountered, although association of a solid lesion 
and cavity in the same patient was seen (fig. 2C). The 
organism is best demonstrated by tissue sections, the 
smear and culture being less successful (table 3 and fig. 
7B). In two cases mycelian forms of the organism were 
demonstrated in the caseous material in solid lesions. 
The cavitary lesions represented in 30 patients were 
usually 2 to 4 cm. in diameter but occasionally reached 
great size (fig. 2C, 4, and 5). They commonly appeared as 
discrete, round, firm, and localized masses. Pleural ad- 
hesions are often present, and moderate pleuritis is com- 


Fig. $.—Surgical specimen, of upper part of left lung, from 
second operation on patient shown in figure 3. Ragged recurrent cavitary 
coceidioidomycosis is seen. 


mon. They are almost invariably located peripherally 
with the visceral pleural surface forming a part of the 
cavity wall. Surrounding parenchymal reaction of mod- 
erate degree and satellite nodules were seen in over one- 
half of the cases. Microscopic bronchial ectasia was 
usually present near the cavity wall, and in two cases 
there was gross bronchiectasis. The cavities were found 
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inantly in the upper lobes (73%) (table 2). 
In 27 of the 30 patients the mass was described at the 
operating table or in the fresh state in the laboratory as 
“hard,” “firm,” or a similar adjective denoting lack of 
compressibility. In three, all large irregular cavities, the 
mass was “soft,” or “elastic.” In 20, the thickness of the 
cavity wall was measured; it averaged 0.5 cm., with a 
maximum of 1.5 cm. and a minimum of 0.2 cm. Micro- 


1 


Fig 6—Cut section of « typical caseous solid lesion. 


scopically, the cavity wall usually showed considerable 
dense fibrous tissue and hyalinization, but partial calcifi- 
cation was seen only twice. In 14 patients the cavity was 
partially lined with epithelium. The epithelium was col- 
umnar in 6 patients, squamous in 3, and both squamous 
and columnar in 5. The squamous epithelium is consid- 
ered a metaplastic phenomenon. In two patients multiple, 
closely associated cavities were present. In nine patients 
the presence of acute inflammation, pus in the cavity, 
patent communicating bronchus, and symptoms of fever 


Taste 3.—Demonstration of Organisms in Resected Specimens 


Tissue 
Section Culture Smear 
Solid Lesions (2%) 


Organisms demonstrated ................. 4 
Organisms not ” 13 
(avitary Lesions (3) 
Organisms demonstrated ................. 2 
Organisms not demonstrate t.... ........ 4 7 
Test not done..... 1 
All Lesions (59) 
Organisms demonstrated ................ 7 
Organisms not demonstrate t............. 4 2s 


and excessive cough and sputum gave evidence that the 
cavities were secondarily infected. A definite bronchial 
communication with the cavity was demonstrated in re- 
sected specimens from 12 patients. This feature was 
sometimes noted clinically (fig. 2D). In almost every 
case small bronchioles, near the mass, were microscopic- 
ally found to be packed with inflammatory debris, and 
Coccidioides immitus was sometimes demonstrable in 
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this material. Blood vessel ulceration also was seen 
occasionally, although no open vessels responsible for 
hemoptysis were found. Stenosis of a segmental or sim- 
ilar large bronchus has been observed. In five cases ten- 
sion cavities were present, as indicated by fluid level and 
expansion on serial roentgenographic films or by the 
presence of contained gas under pressure on pathological 
examination (fig. 2C). In four patients the hilar lymph 
nodes showed a granulomatous reaction with demonstra- 
ble organisms. To demonstrate the organisms tissue sec- 
tions again were most successful, followed closely by 
culture and smear. Mycelian forms were found in the 
cavities in 15 patients (fig. 74). Their presence raises 
again the question of the theoretical possibility of spread 
of the disease from person to person; however, this event 
has not been observed clinically. 


COMMENT 

From the experience of others, and primarily from the 
data presented here, we have come to some preliminary 
conclusions concerning the indications for surgery of 
these focalized lesions. In almost every instance the na- 
ture of the solid lesion cannot be established preopera- 
tively, and we have the problem of the discrete solid or 
coin lesion of unknown cause. Authorities everywhere 
are now swinging away from the idea of watching these 
lesions to the program of removing them for diagnostic 
therapeutic reasons.’ In an unselected series of resected 
coin lesions there will be a variety of diagnoses, includ- 
ing the various granulomas, various benign tumors, and 
an appreciable number of malignant tumors. Histopatho- 
logical and bacteriological examinations of these lesions 
are required to relieve one’s mind of the onus of an 
undiagnosed mass. After the diagnosis, treatment can 
progress intelligently, and frequently local resection con- 
stitutes all the treatment necessary. If the lesion is en- 
larging, as noted by roentgenographic examination, there 
is all the more reason to remove it. The recent observa- 
tions by Puckett concerning the identification of the 
Histoplasma capsulatum in surgically excised pulmonary 
and hilar lymph tissue has placed the lesion histoplas- 
moma in the group of frequently encountered coin lesions 
of the lung.” 

In the cavitary lesions of coccidioidomycosis, collapse 
therapy measures such as artificial pneumothorax have 
not been, in our observations, successful. Those that are 
collapsed may reopen, and these cavities are noted for 
their chronic character. We have observed a cavity to 
remain open and stationary in size for nine years. Regard- 
ing dissemination from these chronic cavities, we noted 
only one clinical case that had been recorded." We know, 
however, that lymph node involvement, bronchial com- 
munication and ulceration, and blood vessel ulceration 
occur, so that the pathways are open for lymphogenous, 
bronchogenic, and hematogenous spread. We know that 
organisms remain viable in and can be cultured from 
these focalized lesions for up to 15 years.’ Smith states 
that the focalized lesions are potential sources of wide- 
spread infection.’ Forbus, who has extensively studied 
the pathology of disseminated coccidioidomycosis, states 
that as long as one of these types of primary pulmonary 
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complex exists, the danger of dissemination of the organ- 
isms into the distal portions of the body is important.’ 
On the other hand, we have not observed extrapulmonary 
dissemination as a complication of pulmonary surgery. 

For several years we considered that surgery was war- 
ranted if the symptoms were distressing. We now believe 
that the presence of cavitary lesions in the absence of 
distressing symptoms is best treated by extirpative sur- 
gery, and that the apparently solid lesions require surgery 
if the cause of such lesions is to be established. Second- 
arily infected cavities cause cough, copious discharge of 
sputum, weight loss, and bouts of fever. Hemoptysis has 
not been observed to be massive, but the frequent cough- 
ing up of a teaspoonful or so of blood has a definite 
disconcerting psychic effect. Blocked, giant, and expand- 
ing cavities should be removed for mechanical and other 
reasons. Associated lesions such as bronchiectasis, car- 
cinoma, and possibly tuberculosis constitute indications 
for surgery.” Obviously it is desirable to avoid the catas- 
trophy of cavity rupture, bronchopleural fistula, pneumo- 
thorax, empyema, and nonexpansile lung. Finally, failure 


et 
a 


Fig. 7.—A. smear of contents of cavity showing the mycelian forms. 
B, tissue strain showing the typical organism lying in a giant cell. 


of bed rest, drugs, and collapse measures to obliterate 
a cavity and resolve the resultant solid lesion constitutes 
an indication for resection. 
SUMMARY AND CONCLUSIONS 

From study of the clinical and pathological findings 
presented in 50 consecutive cases of focalized pulmonary 
coccidioidomycosis treated with primary excisional sur- 
gery, we feel that extirpative surgery is the treatment of 
choice. 

465 S. Hawthorne, Winston-Salem, N. C. (Dr. Perkins). 
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Considerations in Focalized Pulmonary Histoplasmosis, J. Thoracic Surg. 
2G; 131, 1953. (+) Mahon, H. W., and Forsee, J. H: Surgical Treatment 
of Round Tuberculous Pulmonary Lesions (Tuberculomas), ibid. 19: 724, 
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453, 1983. 
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RECURRENCE OF NEPHROBLASTOMA 
(WILMS’ TUMOR) EIGHT YEARS 
AFTER NEPHRECTOMY 
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Despite the grave prognosis usually associated with 
nephroblastoma ( Wilms’ tumor), numerous reports have 
appeared in the literature concerning long survival of 
the patient after operation. 

Silver ' presented a series of 18 patients, 10 of whom 
were still alive and clinically well from 2% to 15 years 
after the operation. Livermore * reported a case of a 
nephroblastoma in an adult who was free of symptoms 
10 years after surgery. A patient reported on by Ladd and 
White * survived 19 years. The longest survival in God- 
dard’s * series was 16 years, and Manderville * reported 
a patient living 10 years after nephrectomy. Deming * 
presented a 15 year survival, Jones and Price * a sur- 
vival of 14 years, and Weisel, Dockerty, and Priestly * 
recorded a patient surviving 20 years after nephrectomy, 
despite the fact that no irradiation had been adminis- 
tered. Abbe * reported a patient operated on in 1892 for 
a renal tumor diagnosed as rh osarcoma who was 
alive and well in 1912, 20 years after the operation. 

A practical consideration in evaluating any case of 
nephroblastoma is to know at what point postoperatively 
one may feel that a cure has been achieved. Nesbit and 
Adams “ reported a series of survivals ranging from 32 
to 11% years. With one exception all patients in the 
series who later died after surgery showed evidence of 
metastasis six months postoperatively. This one patient 
survived 342 years after surgery and then presented clin- 
ical evidence of recurrence. Gahagan and Yearwood '' 
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reported two patients who lived 29 months after surgery 
and then died of recurrence. They could find no patient 
reported on in the literature up to that time who died of 
the disease after a five year postoperative survival. 

In the series of Ladd and White,” 20 months was the 
longest period of postoperative survival in which re- 
currence finally took place, and this occurred in only one 
instance. They regarded a postoperative survival for two 
years without symptoms of metastasis as a cure. Rusche,'* 
however, cited patients under his care who died 26, 33, 
and 41 months after nephrectomy. In Goddard's series all 
deaths occurred 19 months after operation, and he con- 
sidered survival beyond 19 months without clinical evi- 
dence of recurrence a good prognostic sign. On the other 
hand, Ritter and Scott '* cited the development of an em- 
bryoma in the contralateral kidney 10 years after ne- 
phrectomy for nephroblastoma. In view of these data, we 
feel that the following case of nephroblastoma, with an 
unusually long interval of eight years between nephrec- 
tomy and recurrence, is worth reporting. 


REPORT OF A CASE 

A 7-year-old girl was admitted to the Pediatric Service of the 
Roger Williams General Hospital in July, 1942, complaining 
of a large abdominal mass with symptoms of anemia. 
The symptoms were of 10 months’ duration. 

The family and personal history were noncontributory. The 
physical examination showed a poorly nourished white female 
child. A large tumor mass could be palpated that filled the left 
side of the abdomen from the diaphragm to the pelvis. X-ray 
studies indicated the presence of a large renal tumor, pre- 
sumably a nephroblastoma. Laboratory studies showed a red 
blood cell count of 2,650,000, a white blood cell count of 8,200, 
and a hemoglobin value of 8.5 gm. per 100 cc. The differential 
blood cell count showed normal results. 

At operation a large lobulated mass was seen that replaced 
the left kidney, filled the left side of the abdomen from dia- 
phragm to pelvis, and extended slightly beyond the midline. 
Numerous adhesions and the vascularity of the tumor made its 
removal difficult. After removal of the tumor there was no 
evidence of metastasis. 

Pathological examination showed a mass weighing 1,280 gm. 
and measuring 20 by 15 by 12 cm. It was surrounded by a 
capsule that could be stripped off to a large extent. Many 
nodular protrusions were present on the surface; some were 
large and smooth, and others were smaller and puckered. On 
the cut surface the general nodular structure of the tumor tissue 
was apparent. True renal tissue could not be detected, even in 
the periphery, and the entire mass appeared to be neoplastic. 
About § cc. of renal vein was connected at the hilum, and this 
structure was also distended by tumor tissue. 


Fig. 1.—Photomicrograph of section of nephroblastoma removed in 194) 
from patient in case reported on 
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frequently. Section of the renal vein (fig. 2) showed invasion of 
the wall by neoplastic tissue. The diagnosis was nephroblastoma 
with invasion of the renal vein. Postoperatively, the child re- 
ceived irradiation totaling 1,800 r. 

The child remained asymptomatic for eight years. In October, 
1950, as a result of a diffuse phiegmon, a fecal fistula appeared 
in her left loin. This episode was associated with fever, pain, 
and symptoms of bowel obstruction. On admission to the hos- 
pital in October, 1950, her temperature was 102 F, there was 
abdominal distention, and a fecal fistula was found in the left 


iodohippurate sodium (Hippuran) into the fistulous tract, the 
tract was seen to extend medially, anteriorly, and slightly down- 
ward, communicating with a loop of small intestine on the left 
side of the abdomen. Laboratory studies indicated a moderate 
anemia with an clevated sedimentation rate (37 mm. per hour). 

The patient was discharged in November, 1950, and was re- 
admitted in February, 1951, complaining of rectal bleeding and 
abdominal distention. A barium enema showed a point of partial 
obstruction about 2 in. above the left iliac crest with scalloping 
of the outer aspect of the crest that suggested extrinsic pressure 
in the area. There was no evidence of metastasis in the lungs. 
A definite mass now could be palpated in the left loin. 

An exploratory operation was performed through the previous 
nephrectomy scar. A hard mass of a nodular nature was felt in 
the left colon. To this was attached a retroperitoneal mass the 
size of a tangerine, which was firmly fixed to the abdominal wall. 
Along with a segment of colon it was resected, and an anastomo- 
sis was made between the lower sigmoid and the transverse colon. 

Pathological examination showed an irregularly shaped, soft. 
pliable, pinkish-white mass of tissue measuring 12 by 8 by 
3 cm. A segment of large bowel, which measured 11 cm. in 
length, coursed over the mass. Its mucosa was pinkish-white 
and tense, with numerous small nodularities caused by the im- 


—~ 
Fig. 2.—Photomicrograph showing invasion of renal vein by nephro- 
blastoma, 1942. 


pingement of tumor tissue from without. There was an ulcerated 
area measuring 4 by 4 cm., and section through this ulcer dis- 
played replacement of the intestinal wall by soft, pinkish-white 
tumor tissue. On section, tre remainder of the specimen was 
obviously neoplastic, presenting a cut surface that was soft, 
pinkish, and mostly homogeneous. Histologically this recurrent 
tumor was composed of the same two elements found in the 
original lesion, and its pattern was similar except that the 
recurrent mass was less differentiated (fig. 3). The patient was 
discharged as improved in February, 1951. 

She was readmitted in December, 1951, with ascites, severe 
pain in the left shoulder, and an abdominal mass on the right 
side. From this point on through two subsequent admissions to 
the hospital, despite a total of 6,600 r of roentgen irradiation 
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and various supportive and palliative measures, the patient's 
clinical course was downhill and she died April 27, 
1952, at 17 years of age. An autopsy was not done. 

COMMENT 

For many years the profession has adhered to the 

teaching that a five year survival without evidence of 


recurrence in a case of a malignant growth constitutes a 
clinical cure; however, physicians who have occasion to 


see many of these patients are frequently impressed with 
recurrences after 10 or more years. This situation is par- 
ticularly striking in our case: recurrence of this type of 
tumor three years after nephrectomy is very uncommon, 
and recurrence five years after nephrectomy is a rarity. 
In our case the long symptom-free interval is particu- 
larly surprising, considering the size of the tumor, the 
technical difficulties encountered in its removal, and 
above all, the fact that malignant tissue had 
the lumen of the renal vein and invaded its wall. 


SUMMARY 

A case of nephroblastoma (Wilms tumor) is pre- 
sented that developed in a girl 7 years of age. She re- 
mained symptom-free for eight years after operation, at 
which time local recurrence took place. Death occurred 
10 years postoperatively. 

A review of the literature shows that recurrence of 
nephroblastoma after three years is very uncommon and 
after five years extremely rare. This extraordinarily long 
asymptomatic interval is surprising in view of the fact 
that the tumor was very large and difficult to remove and 
that the renal vein had been invaded by tumor tissue. 


825 Chalkstone Ave. (Dr. Falkinburg). 


Coronary Disease.—Its greatest incidence is in the early fifties, 
when men equipped by experience and training should yield 
their greatest contribution to industrial progress, and any avoid- 
able loss must be eliminated. Every case must be individually 
assessed, and you must steadily avoid the far too common and 
equally ignorant assertion that the manifestation of coronary 
disease marks the end of a man’s useful working life... .A 
man may do in safety anything he can do in comfort, and he 
is well advised to remain active within his limits of comfort- 
able exertion, rather than sink into himself and lead a life of 
invalidism. If he remains active, I believe that the development 
of the collateral circulation is assisted by the increased blood 
flow which accompanies effort, whereas it is probably hindered 
by the stagnating blood flow of ill-advised rest.—U. L. Brown, 
Heart Disease, in Industry, The Medical Journal of Australia, 
Feb. 13, 1954. 


Microscopically (fig. 1) there were innumerable small abortive 
tubular structures composed usually of one layer of cuboidal 
cells. These tubular structures, which dominated the picture, 
were set in cellular undifferentiated tissue, the cells of which 
ranged from spindle to polyhedral in shape. Mitosis was seen 

“oa 

loin. X-ray studies showed obstruction of the colon in the 
descending portion of the splenic flexure. By the injection of 25 

‘ 
Fig. 3.—-Photomicrograph showing recurrence of nephroblastoma in 1951. 
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Only a few years have elapsed since histoplasmosis was 
considered to be a rare and invariably fatal disease. It is 
now generally appreciated that histoplasmosis gives rise 
to a wide spectrum of clinical entities varying from mild 
and subclinical cases, through acute and chronic benign 
pulmonary and systemic febrile illnesses, to the malig- 
nant systemic form of the disease that was formerly most 
frequently reported. It was recently shown by Emmons ' 
that Histoplasma capsulatum exists in soil and that var- 
ious wild and domestic animals are infected by this fun- 
gus. Epidemiological studies strongly indicate a pulmo- 
nary mode of infection in man. A review by Grayston 
and Furcolow * points to the inhalation of the spores of 
H. capsulatum from soil in a variety of sites. The case 
presented below is one in which garden soil was demon- 
strated as the source of the patient's acute histoplasmosis. 


REPORT OF A CASE 


A 26-year-old white married man, a bank teller, was admitted 
to the Veterans Administration Medical Teaching Group 
Hospital on Nov. 8, 1952. His health was excellent until five 
days before admission, when he awoke with a slightly sore 
throat and an ache in the anterior part of the chest. Later that 
day generalized aching, malaise, and a severe occipital headache 
that extended down the posterior part of the neck developed. 
The next day he was seen by his family physician, who told him 
that he had fever. Therapy with 250 mg. of chlortetracycline 
(Aureomycin) four times a day was begun. This medication was 
continued over the four days preceding admission, without effect 
on the fever and with only partial alleviation of the headache. 
By the second day, however, the sore throat had disappeared. 

The patient revealed that about 10 days prior to the onset 
of his illness he had received from a local farmer a load of soil 
that he used in flower beds around his home. He sifted this soil 
in shovelfuls through an inclined screen and recalled that the 
soil was quite dry and dusty and contained chicken feathers. 
He also remembered inhaling a considerable amount of the dust. 

The history was not revealing. Except for having had 
pneumonia in early childhood, the patient had always been in 
very good health. There was no familial tuberculosis and no 
history of tuberculosis contact. Physical examination showed 
remarkably little except for an oral temperature of 101 F. He 
had a pulse rate of 94 beats per minute and a blood pressure 
of 120/70 mm. Hg. There was no dyspnea or cyanosis, and 
the patient did not appear to be in any particular distress. No 
nuchal rigidity was present, and the neurological examination 
showed normal results. He had no injection of the conjunctivas 
or mucous membranes and no lymphadenopathy. The lungs 
appeared normal on percussion and auscultation, and dia- 
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movements were good. Examination of the heart 
showed no abnormalities. The abdomen was soft and without 
palpable masses or tenderness. No hepatomegaly or spleno- 
megaly could be detected, and there was no evidence of jaundice 
or petechiae. The remainder of the physical examination was 
within normal limits. 

Laboratory examinations showed only slight abnormalities. 
Initially the white blood cell count was 8,600 per cubic milli- 
meter of blood with 32% polymorphonuclear leukocytes, 56% 
lymphocytes, and 6% monocytes. Four days later it had risen 
to 12,900 per cubic millimeter of blood, but the differential 
count at that time had reverted to normal. The initial sedi- 
mentation rate (Wintrobe) was 19 mm. per hour, corrected; the 
rate later rose to 32 mm. per hour. The total serum protein 
was 7.5 gm. per 100 cc. with the albumin fraction 3.5 gm. per 
100 cc. and the globulin 4.0 gm. per 100 cc. 

Other laboratory studies were unrevealing. Serologic tests 
dl syphilis were negative. Urinalysis showed normal results. 

The hemoglobin estimation showed 16.2 gm. per 100 cc., and 
the red blood cell count was 5,130,000 per cubic millimeter of 
blood. Cerebrospinal fluid was obtained on admission and was 


Roentgenogram of patient reported on taken on seventh day of iliness. 
Diffuse mottied infiltrations are seen throughout the lung fields. 


found to be normal. Blood cultures on the 7th and 13th days 
of illness showed no growth. Agglutinations for typhoid O, 
typhoid H, paratyphoid A, paratyphoid B, Brucella, tularemia, 
and Proteus OX-19 were negative on the 10th day of illness. 
Cold agglutinations on the 42nd day also showed normal results. 
Cultures of gastric washings obtained on the 14th, 1Sth, and 
16th days of illness showed neither acid-fast bacilli nor fungi. 
Liver function tests (serum bilirubin, thymol turbidity, and pro- 
thrombin time) on the 1 Sth day of illness were normal. 

A roentgenogram of the chest taken on the seventh day after 
onset (see figure) showed diffuse mottled infiltrations of varying 
densities appearing to involve the entire pulmonary tissue of 
both lungs. Roentgenograms of the hands and feet were normal. 

The course of the disease was mild, but clearing of the 
pulmonary infiltrations was prolonged. Despite antibiotic 
therapy the patient continued to have fever from 100 F to 
103 F until the 17th day of the illness. Procaine penicillin G 
(Wycillin) therapy was begun on the eighth day and continued 
for three days; a total of 1,800,000 units was given. Oxytetra- 
cycline (Terramycin) therapy was begun on the 12th day of the 
disease and continued for 7 days; a total of 14 gm. was given. 
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After the 12th day of disease the patient felt entirely well, but 
he was observed until the 44th day of disease. At the time of 
his discharge, a roentgenogram of the chest showed partial 
clearing of the pulmonary infiltrations. The white blood cell 
count was normal, the sedimentation rate was 9 mm. per hour, 
and the albumin-globulin ratio had returned to normal. During 
a follow-up examination one month later the patient was found 
to have gained 15 Ib. (6.8 kg.) in weight, and the nodular 
densities had completely disappeared from the chest roentgeno- 

. When last seen, on Dec. 16, 1953, 13 months after onset 
of the illness, he had remained free of symptoms. The chest 
roentgenogram was clear; no areas of calcification had appeared 
at the sites of pulmonary infiltrations. 

Indirect evidence of the relationship of H. capsulatum to the 
infection was obtained by skin tests, serologic tests, and myco- 
logical examination of the garden soil. Skin tests using purified 
protein derivative (PPD) 1 and 2, histoplasmin, heat-killed 
Blastomyces dermatitidis vaccine, and coccidioidin were nega- 
tive on the 12th day of disease and on the 44th day of the 
disease. However, when the patient was seen at follow-up 79 
days after onset, the histoplasmin skin tests had become defi- 
nitely positive, with edema measuring 0.9 by 1.0 cm. and 
erythema measuring 1.3 by 2.0 cm. in the greatest diameter at 
48 hours. Serologic tests were reported as shown in table 1. 

Cultures for pathogenic fungi were carried out only after 
return of the patient's temperature to normal, and no positive 
results were obtained. Gastric washings for culture were per- 
formed on the 14th, 15th, and 16th days of disease. The sternal 
bone marrow obtained on the 18th day was cultured. Bronchial 
washings obtained on the 23rd day of disease also showed no 
positive results. 

In view of overwhelming evidence that soil is the source of 
infections by H. capsulatum, a soil specimen was obtained from 
the patient's flower beds on March 20, about five months after 
his exposure. This proved to be positive for H. capsulatum. 
Four months later, samples of soil were obtained from five sites 
on the farm of the yardman who had supplied the soil to the 
patient. At this same time two additional samples were gathered 
from the patient's flower beds. One of the five samples collected 
at the farm and one of the two from the patient's flower bed 
yielded H. capsulatum. 

It is of interest that a neighbor exposed to garden soil from 
the same source also became ill. She was a 38-year-old house- 
wife who received dry loam from the farmer at the same time 
as did the patient reported on above. She recalled that the rich 
garden loam was dusty and that she inhaled and choked on the 
dust as she was scattering the loam. Approximately two to three 
weeks later she had an acute febrile illness that lasted for three 
weeks with temperature to 105 F that very closely paralleled 
the illness described by our patient. Her physician took no chest 
roentgenograms and did no other specific diagnostic studies. 


Taste 1.—Serologic Findings 


Days After Onset of Infection 
on 


Antigen and Test 
Histoplasma yeast phase com- 


7 17 73 73 


plement fixation ............ 1: 128 1: 12s 1:128 1: 128 
Histoplasmin eollodion aggelu- 

1:82 1:18 1:4 
Blastomyces yeast phase co.n- 

plement fixation ............ 1:6 
Negative Negative Negative Negative 


Eight months later, when we learned of her illness, soil was 
collected from two sites in her yard, but H. capsulatum could 
not be recovered from either sample. Serologic studies on this 
patient's serum were negative. The results of the soil studies 
are summarized in table 2. 


The procedure employed to recover H. capsulatum 
from the soil samples is, basically, the one developed by 
Stewart and Mayer * for the isolation of Coccidioides im- 
mitis from soil. However, certain changes have been made 
in their technique by Emmons * and Ajello and Runyon.°* 


BRONCHOPNEUMONIC HISTOPLASMOSIS—KIER ET AL. 1231 


The presently used procedure involves the following 
manipulations. About 10 cc. of each thoroughly mixed 
soil sample is vigorously mixed with 30 cc. of sterile iso- 
tonic sodium chloride solution. Five cubic centimeters 
of the supernatant is removed after a one hour minimal 
period of settling. An intraperitoneal injection of 1 cc. 
of the supernatant is made into each of four mice. Strep- 
tomycin, 1,000 units, and penicillin, 12,500 units, are 
administered intraperitoneally over a period of five days 
to each mouse to prevent death from any pathogenic bac- 


Taste 2.—Mycological Examination of Soil 


Sample Date of 
No. Nature of Site Collection Isolate 

1 Flower bed at home of patient 2 3 

2 Flower bed at home of patient 7B 

3 Flower bed at home of patient 7 
4 


Soil under shrubs used as chicken 793 
roost on farm 


Soil under haystack on farm 
6 Soil under locust tree on farm 
7 Soil behind old barn on farm 
Soil under shed on farm....... —“‘é 
Neighbor's flower bed.......... 
Ww Neighbor's flower bed.......... 


teria present in the soil. The mice are killed eight weeks 
after inoculation with the soil suspension, and small 
pieces of liver and spleen are cultured in duplicate tubes 
in a neutral dextrose-peptone-agar mixture with a pH of 
7.0 (dextrose, 1 gm.; neopeptone, | gm.; penicillin, 40 
units per cubic centimeter; streptomycin, 20 units per 
cubic centimeter; agar agar, 2 gm.; and distilled water, 
100 cc.). The tubes are incubated at 25 C with periodic 
examination for the presence of pathogenic fungi over a 
period of six weeks. 
COMMENT 

The diagnosis of acute benign histoplasmosis has usu- 
ally been made through the observation of groups of 
persons who were exposed to the inhalation of infected 
material and who manifested similar, usually mild, sys- 
temic symptoms of infection, often associated with pul- 
monary infiltrations, confirmed by the observation of the 
development or the presence in convalescence of specific 
serum antibodies and specific skin tests to histoplasmin 
and by the identification of H. capsulatum in the material 
that was inhaled. All of the above features were present 
in the course of this case and its laboratory investigation. 
Only two persons were known to have been exposed, and 


indirect evidence of infection by H. capsulatum was ob- 


tained from one of the two who were exposed and were 
ill. A relatively high level (1:128) of complement fixing 
antibody to H. capsulatum was demonstrated as early 
as the 7th day, and this persisted through the 77th day 
after onset. Collodion agglutination values with histo- 
plasmin were also elevated during this period. As is com- 
mon with serums from histoplasmosis cases, cross reac- 
tions with blastomycosis antigens were noted in the com- 
plement fixation test. However, none of these serums 
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fixed complement with coccidioidin. The serologic tech- 
niques employed are described in earlier reports." 

Skin tests using PPD 1 and 2, histoplasmin, coccidi- 
oidin,’ and a heat-killed vaccine of B. dermatitidis were 
performed. These were negative on the 12th day and 
again on the 44th day after onset; however, on the 79th 
day the reaction to histoplasmin was strikingly positive. 
The dermal reaction’s change from negative to positive 
is in keeping with the experience of others who have used 
the skin test to follow the course of acute pulmonary his- 
toplasmosis. At this point it should be noted that serum 
antibodies were demonstrated by both the complement 
fixation and collodion agglutination tests before the first 
histoplasmin skin test was made. The positive serologic 
titers obtained on the 23rd day also preceded the devel- 
opment of dermal sensitivity to histoplasmin. In this case. 
therefore, the possibility of any stimulating effect of skin 
testing on antibody response can be discounted, since 
antibody levels were high before skin tests were per- 
formed. 

The sources of infection described in epidemics of his- 
toplasmosis have some points of similarity and resemble 
that described for the case reported above. The inhala- 
tion of dusty material in abandoned houses, dusty silos, 
storm cellars, and chicken coops is characteristic of most 
reports, as noted by Grayston and Furcolow * and by 
Englert and Phillips." In many of those epidemics, 
chicken or pigeon excreta were found at the point of ex- 
posure. Zeidberg and others * had similar experiences in 
the study of farm soils in Tennessee. Random dirt sam- 
ples taken from various locations on farms in Tennessee 
showed that 1.6% contained H. capsulatum, while in 
samples taken from chicken houses and chicken yards the 
organism was isolated from 13.7% . However, very few 
chickens showed signs of antibody production or infec- 
tion with H. capsulatum. It seems likely that chickens 
are not carriers but that areas frequented by them favor 
the development of H. capsulatum. The observation of 
our patient that the garden soil that he manipulated con- 
tained feathers, indicating probable contamination with 
chicken excreta, and the subsequent finding of H. cap- 
sulatum in the soil beneath chicken roosts at the source 
of the material are consistent with the experience of 
others. 

The ex of these two patients differed from 
all others reported in that they were exposed to a material 
commonly used by gardeners and commonly transported 
to noninfected areas. Instead of a disease confined to 
groups of persons entering on or working at a remote or 
unfrequented infected site, it is apparent that smaller 
groups of persons may be exposed during a common pro- 
cedure about the house. It is also apparent that previously 
uninfected areas may be infected and remain infected 
through a winter season of at least nine months. Further 
reports may demonstrate the number of such cases. It 
is suggested that physicians inquire about exposure to 
garden soil in cases of bronchopneumonia suci) as those 
described above to find the incidence of this type of ex- 
posure as a cause of disease. The danger of infecting new 
areas with H. capsulatum and the danger of exposing new 
persons should be considered in gardening. 
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CONCLUSIONS 


In a case of acute, multifocal pulmonary histoplas- 
mosis, recovery was complete. In this case, the patient 
showed a delayed skin sensitivity. The source of infection 
from the soil was demonstrated. We wish to call attention 
to the apparent frequency of dust inhalation as the mode 
of infection in this type of histoplasmosis and to suggest 
that in obscure types of acute febrile and pulmonary 
disease this factor be investigated and soil cultures per- 
formed, if indicated. There is a potential hazard of sift- 
ing garden dirt in areas where histoplasmosis is common. 
Since the organism is highly infectious, care should be 
exercised in obtaining and handling suspected dirt 
samples. 
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UNUSUAL ROENTGENOGRAPHIC DATA 
IN UNILATERAL RENAL APLASIA 


Renato R. Espinosa, M.D. 
and 


Michael T. Mahoney, M.D., Newark, N. J. 


A survey of the literature discloses that aplasia of the 
kidney is not a very rare disorder and has often been 
reported. The embryology, types, clinical aspects, and 

ical characteristics have been presented in detail 
in several excellent papers,’ and these points will be 
omitted. The following case is reported in view of an 
erroneous diagnosis made because of an unusual feature 
found in presacral pneumography,* a diagnostic aid for 
the visualization of the retroperitoneal organs. This fea- 
ture was not observed in the intravenous urogram or the 
retrograde pyelogram. 


REPORT OF A CASE 


A 19-year-old housewife was admitted to the urologic depart- 
ment of the Harrison S. Martland Medical Center on Aug. 29, 
1953, complaining of severe pain in the left costovertebral angle 
associated with nausea and fever of two days’ duration. For 
many years intermittent pain had been present in this area, but 
at no time had it caused any definite disability. 

The history was inconsequential except for a brief febrile 
episode at the age of 4 years. Aside from the pain in the left 
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costovertebral area, the patient had been entirely free of urologic 
complaints. There had been no weight loss. An appendectomy 
had been performed in August, 1949. 
The physical examination showed a well-developed and well- 
woman in no apparent distress. The blood pressure 
was 120/70 mm. Hg, temperature 100 F, pulse rate 90 beats per 
minute, and respirations 20 per minute. The heart and lungs 
showed no abnormalities. Definite tenderness and a sense of 


resistance were present in the left lumbar region, although the 
kidney could not be felt. The right kidney was not tender or 
palpable. The liver and spleen were not enlarged. 

Routine urine examinations showed normal results except for 
a trace of albumin and occasional white blood corpuscles. A 
bladder urine culture was sterile. Examination of the vaginal 
discharge showed many pus cells but no gonococci or tri- 
chomonas organisms. The blood Wassermann reaction was 
negative. The blood urea nitrogen level was 10 mg. per 100 cc. 
The hemoglobin level was 7.5 gm. per 100 cc. The red blood 
cell count was 2,350,000 per cubic millimeter, and the white 
blood cell count was §,400, with §2°% polymorphonuclear leuko- 
cytes and 48° lymphocytes. 

Intravenous urography showed function and normal 
appearance of the right kidney. On the left side, however, no 
renal shadow was demonstrated and there was no output of 
the contrast medium. Cystoscopic examination showed a normal 
bladder mucosa. The trigone was symmetrical. Both ureteral 
orifices appeared to be normal. The right ureter was catheterized 
without difficulty, and clear urine in peristaltic drip was obtained. 
A routine culture and a culture for acid-fast organisms from 
the right kidney were reported as negative. On the left, all 
catheters failed to pass beyond a distance of 17.5 cm. A kidney, 
ureter, and bladder roentgenogram showed the tip of the right 
ureteral catheter at the level of the kidney pelvis and the left 
ureteral catheter at a point opposite the lower border of the 
fourth lumbar vertebra. Subsequent studies with chromocystos- 
copy showed no excretion of indigo carmine, injected intra- 
venously, from the left ureteral orifice in 20 minutes. The dye 
was excreted in high concentration from the right orifice in four 
nunutes. 

Bilateral retrograde pyclography was attempted. The pyelo- 
gram of the right kidney showed normal results. On the left 
side no pyelogram was obtained, but the retrograde ureterogram 
showed a ureter of normal caliber, which tapered off and ended 
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at a point opposite the lower border of the fourth lumbar 
vertebra. Contrast medium peal through a Braasch bulb 
inserted into the left ureteral orifice under pressure regurgitated 
into the bladder. 

Hoping to secure additional information, we carried out 
presacral pneumography by introducing oxygen into the pre- 
sacral areolar tissue in conjunction with intravenous urography. 
The right renal silhouette was clearly visualized, and the contrast 
medium was promptly and adequately eliminated from the right 
kidney. Of special interest was the presence of a shadow simu- 
lating that of an enlarged kidney in the left renal fossa, which 
was not previously demonstrated on either the intravenous 
urogram or the retrograde pyelogram (fig. 1). The left supra- 
renal gland was well delineated. There was diffusion of oxygen 
around the medial, superior, and inferior borders of the shadow 
in the left renal fossa but nat around its lateral border. It was 
strongly felt that this shadow was that of a nonfunctioning. 
hydronephrotic left kidney secondary to ureteral obstruction by 
a nonopaque calculus, stricture, or kink with adhesions on its 
lateral border, and exploratory operation was advised and 


accepted. 

On Sept. 16, 1953, with the patient under general anesthesia, 
the left lumbar region was exposed by the usual curved lumbar 
incision. Despite thorough exploration and repeated palpation 
of the renal fossa, no kidney was found. The suprarenal gland 
appeared normal and was found in the normal location. Palpation 
of the spleen showed it to be normal in size. Dissection was 
carried downward. The iliac fossa was also explored for the 
presence of renal tissue, but none was found. The left ureter was 
adherent to the surrounding structures from which it was freed, 
mobilized, and traced upward. It was found to be attached by 
fibrous connective tissue to a lipomatous mass in the renal fossa. 
There was no renal pedicle, although some rudimentary vessels 
were present at the medial limit of the mass. These were 
clamped, and the ureter and the mass were removed together 
(fig. 2). 

The postoperative course was uneventful. The patient was 
relieved of the pain in the region of the left kidney and left the 
hospital two weeks after the operation with no complaints. The 
pathologist reported that the specimen consisted of a mass of 
fatty tissue and ureter. Dissection of the mass showed a small 
amount of renal tissue, grossly normal in shape, and connected 
to the ureter by a slender fibrous connective tissue. The renal 
tissue weighed 18 gm. and measured 4.5 by 2.5 by 1.8 cm. The 
cut surface showed a thin fibrous cortex. The renal markings 


Fig. 2.—Lipomatous mass containing aplastic kidney measuring 4.5 
by 2.5 by 1.8 om., with ureter attached, removed from left renal fossa. 
The minute kidney, identified by arrows, has been cut sagitally to show the 
areas of whitish elastic tissue 


were not clearly shown. Tiny areas of whitish elastic tissue were 
present in the medulla. The pelvis could not be identified. The 
ureter, measuring 7 cm. in length, was patent up to its proximal 
attachment to the fibrous connective tissue. The ureteral wall 
was markedly thickened. 

The histological examination showed, in what appeared to be 
kidney tissue, irregular tubules varying in size. These tubules 
were surrounded by old fibrovascular tissue. Some of them were 
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Fig. 1.—Pneumogram and urogram taken after introduction of oxygen 
into the presacral areolar tissue. On the right, the normal-appearing right 
kidney is seen, and on the left, the shadow simulating an enlarged kidney 
in the left renal fossa is seen 
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dilated and lined by flattened epithelium and contained hyaline 
casts. There were many cysts filled with hyaline material. There 
was no evidence of any glomeruli. The wall of the ureter was 
markedly thickened by old fibrovascular tissue containing 
lymphocytes and eosinophilic infiltration. The muscle coats were 
disoriented and hypertrophied. The diagnosis was aplastic kidney 
and chronic ureteritis.* 


SUMMARY AND CONCLUSIONS 

In a case of true unilateral renal aplasia, presacral 
pneumography showed a shadow in the left renal fossa 
not previously seen on the intravenous urogram or the 
retrograde pyelogram. An error was made in the pre- 
operative diagnosis because of the pneumogram. It is 
our opinion that presacral pneumography in renal 
aplasia, as demonstrated in this case, can give a very mis- 
leading result and can easily obscure the preoperative 
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RECURRENT TUBERCULOUS MENINGITIS 
REPORT OF A CASE 


Archibald L. Hoyne, M.D., Chicago, 

Jerome H. Diamond, M.D., South San Francisco, Calif. 
and 

Allen Schultz, M.D., Chicago 


Among the commoner forms of meningeal infection, 
tuberculous meningitis continues to be the most resistant 
to modern treatment. Even for those patients who survive 
the early stages of the disease there can be no assurance 
that a complete recovery will be accomplished. If treat- 
ment is discontinued too soon a relapse may occur. When 
streptomycin is prescribed for a period of several months, 
there may be damage to the eighth cranial nerve that 
results in serious impairment or even complete loss of 
hearing. In addition it has been asserted that a resistant 
strain of tubercle bacilli may develop and streptomycin 
become ineffective. Some patients who appear to make 
a satisfactory recovery will perhaps show later that they 
are subnormal mentally. Others may have a residual 
paralysis or paresis, 

It is nearly seven years since the patient described 
below first entered the contagious disease department 
of Cook County Hospital. She has come periodically to 
the hospital for examination and continues to be in a 
state of good health. Furthermore, after her final dis- 
charge from the hospital! she married and now has three 
robust, healthy children, none of whom show any clinical 
evidence of tuberculous infection and all of whom have 
negative Mendel (Mantoux) tests. 

A Negro girl, 15 years of age, was admitted to the contagious 
disease department of the Cook County Hospital on Oct. 17, 
1947. She complained of severe headache for two months, pain 
in the back for one week, and a stiff neck for one day. For three 
weeks prior to admission she had been confined to bed and had 
been vomiting “almost constantly.” During that period she had 
lost a great deal of weight, although the exact amount was not 
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known. She had experienced the usual childhood diseases but 
had no recent acute illness prior to onset of the present symp- 
toms. There was no known history of tuberculosis contact. 

Physical examination showed a lethargic Negro girl who 
complained of being dizzy when she changed position. She 
vomited once during the examination. The temperature was 
102.4 F rectally, pulse rate 80 beats per minute, and respiration 
28. There was moderate nuchal rigidity; the lungs and heart were 
normal on examination. Flexion of the back was limited; the 
Kernig sign was seen. The remainder of the examination was 
noncontributory. 

A lumbar puncture showed clear spinal fluid, the Pandy test 
showed globulin (2+), and the cell count showed 185 cells per 
cubic millimeter, 98° of which were polymorphonuclear cells. 
The glucose level in the fluid was 48 mg. per 100 cc., and the 
protein level was S2 mg. per 100 cc. Our impression was that 
tuberculous meningitis probably accounted for the illness, not- 
withstanding the preponderance of polymorphonuclear cells in 
the spinal fluid. An emergency chest roentgenogram showed 
miliary tuberculosis of the lungs (fig. 1). Smears, cultures, and 
guinea pig inoculations of the spinal fluid were reported negative 
for tubercle bacilli. 


Fig. |.—Roentgenogram of chest of patient in case reported on taken in 
October, 1947, showing miliary tuberculosis. 


Streptomycin therapy was instituted, and 0.2 gm. was given 
intramuscularly every three hours. For one week the symptoms 
persisted and the temperature ranged up to 103 F. On Oct. 24, 
1947, the patient became more comfortable and the headache 
ceased. A second spinal puncture showed clear fluid, Pandy test 
1+, and 840 cells per cubic millimeter, of which 55° were 
polymorphonuclear cells and 45° lymphocytes. A_ pellicle 
formed on the fluid on standing. The glucose level was 60 mg. 
per 100 cc., and the protein level was 72 mg. per 100 cc. Mendel 
tests in strengths of 1:10,000 and 1:1,000 were negative. Histo- 
plasmin and coccidioidin skin tests were negative. The patient 
continued to show improvement, and the temperature gradually 
subsided to normal. Neck and back rigidity became less marked, 
and the Kernig and Brudzinski signs were not seen. A third 
lumbar puncture on Nov. 1S, 1947, released xanthochromic 
fluid with 85 cells per cubic millimeter (75° lymphocytes and 
25° polymorphonuclear cells). The glucose level was 60 mg. 
per 100 cc. On the same day a chest roentgenogram showed 
marked clearing of the miliary process. On Jan. 18, 1948, the 
streptomycin therapy was discontinued, the patient had received 
it for a period of 90 days. She was afebrile and asymptomatic. 
The miliary picture in the lungs had cleared completely. She 
was discharged Feb. 12 after 119 days’ hospitalization. 

The patient was readmitted to the hospital on March 30, 
1948, about six weeks after her first discharge. The complaints 
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causing her return were two days of vomiting, some generalized 
weakness, pain in the lower back, stiff neck, and severe head- 
ache of two weeks’ duration. 

Physical examination showed an alert, cooperative patient not 
acutely ill or in any obvious pain. Her temperature was 97.2 F 
rectally, pulse rate 7% beats per minute, and respirations 16. The 
only abnormal finding was a moderately (+ 2) stiff neck. A spinal 
tap showed fluid of slightly ground-glass appearance, the Pandy 
test showed globulin (2+), and the cell count was 425 per cubic 
millimeter, predominantly lymphocytes. The glucose level was 
60 mg. per 100 cc., protein 390 mg. per 100 cc., and chloride 
634.4 mg. per 100 cc. A roentgenogram of the chest taken 
March 31, 1948, showed no evidence of infection with acid-fast 
bacilli (fig. 2). 

The complaints, including stiffness of the neck, persisted with 
no relief given by symptomatic treatment. On April 4, 1948, it 
was decided to institute another 90-day course of therapy. Daily 
medication was started with 1.6 gm. of streptomycin and 0.5 cc. 
of 1% procaine administered intramuscularly. The headache 
continued unabated. Vomiting became severer, and the patient 
was unable to retain cither food or liquids. Her temperature had 
fluctuated daily but never rose above 101 F rectally; however, 
within two days after streptomycin therapy was begun, the tem- 
perature receded to normal and remained there. Nevertheless, 
by April 9 the patient's condition had become very poor. She 
was having hallucinations and apparent diplopia and seemed to 
be going downhill rapidly. She was given fluids intravenously, 
and the administration of streptomycin intramuscularly was 
continued. 

On April 16, 1948, a second spinal tap was done. The fluid 
was slightly turbid, the pressure was within normal limits (no 
manometric readings were taken), the Pandy test was 24, and 
a count showed 420 cells per cubic millimeter, about 80 
Iymohecytes. Tryptophan was present (1+). The glucose level 
was 72 mg. per 100 cc., and the protein level was 310 mg. per 
100 ce. About this time (17 days after the second hospital ad- 
mission) there was evidence of a slow, steady improvement. 
although there were occasional episodes of nausea, vomiting. 
and headache. During this hospital stay, the patient also had 
several mild upper respiratory infections, otitis media, and tooth- 
ache, all of which responded to symptomatic or specific treat- 
ment or both. The spinal fluid examinations showed a gradual 
approach toward normal, and the patient continued to improve 
clinically. Previous nausea, headaches, and vomiting ceased, 
and te stiffness of the neck was entirely absent. 

Laboratory studies done during this hospital stay included 
frequent urinalyses, which showed consistently normal results: 
complete blood counts, which showed normal results; and spinal 
fluid Wassermann tests, which were repeatedly negative. Speci- 
mens of spinal fluid and blood were sent to our laboratory and 
to the Illinois state laboratories for direct smear studies, cultures 
(concentration method), guinea pig inoculation, and virus studies. 

Streptomycin levels were obtained for blood as well as for 
the spinal fluid after the two final lumbar punctures. Samples 
obtained May 19, 1948, showed the level in the blood to be 
2.5 meg. per cubic centimeter and in the spinal fluid 2.5 meg. 
per cubic centimeter. On June 24, the level in the blood was 
2.5 meg., while the level in the spinal fluid was zero. 

An audiogram early in June, after two months’ therapy with 
streptomycin, disclosed a moderate hearing loss in the high 
range above the range of the normal voice. Clinically, the patient 
exhibited no difficulties in hearing. The last lumbar puncture 
taken at the patient's second admission was done on June 24. 
The fluid was clear and colorless; there was apparently normal 
pressure; and the Pandy test showed globulin (2+). The cell 
count had declined to 75 per cubic millimeter, predominantly 
lymphocytes; the glucose level was S50 mg. per 100 cc., protein 
128 mg. per 100 cc., and chlorides 717.6 mg. per 100 cc. 

On July 3, 1948, the final streptomycin injection was given. 
The patient appeared clinically well and was discharged with 
instructions regarding convalescence and follow-up evaluation. 
On July 13 a culture of the spinal fluid that had been taken 
June 24 was reported positive for Mycobacterium tuberculosis. 
The patient was seen periodically in our outpatient department; 
she remained well and asymptomatic. She returned to school and 
carried out full activities. She was admitted to the hospital for 
spinal fluid studies on Aug. 18, 1948. At that time she appeared 
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to be in excellent health and had gained 13 Ib. (5,896 gm.) since 
being discharged on July 3. Lumbar puncture showed a clear 
fluid; pressure was normal; the Pandy test showed a trace of 
globulin; there were no cells or tryptophan in the fluid; the 
glucose level was 67 mg. per 100 cc. and protein 52 mg. per 
100 cc.; smear studies, cultures, and guinea pig inoculations 
showed negative results. 

On Aug. 26, eight days after the last lumbar puncture, the 
patient entered the hospital again. This was her third admission, 
and she was admitted because of headache and sleepiness for 
four days and inability to move the left arm for two days. 
Physical examination showed temperature 98 F, pulse rate 60 
beats per minute, and respiration 24; the eyes, heart, and lungs 
were normal. No meningeal signs were present. There was 
paresis of the left arm. The tendon reflexes were normal, except 
for a questionable Babinski sign on the right. Lumbar puncture 
showed clear fluid, normal pressure, Pandy test 1+, cell count 
8 per cubic millimeter, tryptophan present, glucose level 82 mg. 
per 100 cc., and protein 68 mg. per 100 cc. The patient remained 
lethargic. There were transient neurological findings. She was 
treated symptomatically until Sept. 21, 1948, when a lumbar 
puncture showed clear fluid, the Pandy test showed globulin 
(3+), the cell count was 260, mostly lymphocytes, the glucose 
level was S58 mg. per 100 cc. and the protein level was 260 


Fig. 2.—Roentgenogram of chest of patient taken in March, 1948, show- 
ing no evidence of infection with acid-fast bacilli, 


mg. per 100 cc. It was felt there was a recurrence of the 
tuberculous meningitis, and the patient was started on another 
course of streptomycin administered intramuscularly, 1.6 mg. 
daily. With this treatment there was a distinct improvement in 
her condition, but from time to time she had marked psycho- 
logical changes and would occasionally go into an acute de- 
pression. Otherwise she appeared fairly normal. After 100 days 
of streptomycin treatment, a lumbar puncture showed clear 
fluid, globulin (1+) by the Pandy test, 29 lymphocytes, glucose 
level SS mg. per 100 cc., and protein 82 mg. per 100 cc. The 
patient was well clinically and was again discharged Sept. 29, 
1948. 

The patient remained well, and at the end of six months a 
lumbar puncture disclosed fluid that was normal in all respects. 
In August, 1949, she became pregnant and several months later 
entered the obstetric department of Cook County Hospital. 
There the advisability of performing a therapeutic abortion was 
considered because of the tuberculosis history; however, it was 
decided not to interrupt the pregnancy. The patient had an un- 
eventful prenatal course and was delivered by cesarean section 
in May, 1950, of a normal, full-term male infant. She again 
became pregnant, and in 1951 she delivered vaginally a full- 
term, normal male infant. A third full-term baby, a girl, was 
delivered in 1952. 


The patient and children have been followed at Cook County 
Hospital, and up to the present time the mother has remained 
asymptomatic in regard to her tuberculous condition. All the 
children have had repeated Mendel tests, which were negative, 
and chest films, which were normal. 


Of further interest is the fact that since her last hospitalization 
for meningitis the patient contracted syphilis and received 
penicillin treatment; and in March, 1952, she was hospitalized 
for infectious hepatitis, from which she made a good recovery. 


COMMENT 

We believe this case is of particular interest for the 
following reasons. First, it appears to be one of the most 
prolonged instances of therapy with complete recovery 
from tuberculous meningitis since the introduction of 
streptomycin. Second, it shows that tuberculous menin- 
gitis can be cured without resort to intrathecal medica- 
tion. Third, it shows that recurrences do not necessarily 
mean that recovery is hopeless—they only mean that 
treatment should again be instituted most vigorously. 
Fourth, the fact that this patient has subsequently under- 
gone three successive pregnancies with no breakdown 
of either the pulmonary or central nervous system lesions 
strongly suggests that healed tuberculous meningitis need 
not be a contraindication to pregnancy. 

Recently in a review of the treatment of tuberculous 
meningitis at the Mayo Clinic, Douglass ' stated that the 
intrathecal administration of streptomycin now has been 
abandoned by most physicians. This assertion is note- 
worthy, because at the time that our patient was being 
treated without intrathecal therapy there was general 
insistence that streptomycin must be given intraspinally 
for tuberculous meningitis. 

During the past year a great deal of attention has been 
directed to the value of isoniazid in the treatment of 
tuberculous meningitis. Anderson, Kerr, and Landsman * 
used this drug orally for seven patients in addition to the 
administration of streptomycin intramuscularly and in- 
trathecally. Although favorably impressed by the action 
of isoniazid, these authors did not suggest that this drug 
alone should provide adequate therapy for tuberculous 
meningitis. 

One of the most remarkable reports that has come to 
our attention is that of Torres-Gost,’ who treated 100 
patients with tuberculous meningitis with only six deaths. 
Since, however, the 94 survivors had lived less than one 
and one-half years when reported on, it would be im- 
portant to know more about their future progress. The 
plan of treatment adopted was a combination of the 
administration of streptomycin intramuscularly, isonia- 
zid orally, and isoniazid intrathecally. The report states 
that in the initial group the patients altogether had re- 
ceived about 55 intrathecal injections, and that after 
more than 12,000 such injections, no intolerance or dif- 
ficulty in carrying out the therapy has been observed. 

Much more in conformity with our opinions * are the 
views expressed by Fletcher.* This investigator made a 
scientific study of the action of isoniazid as a remedy for 
tuberculous meningitis and of the related levels of isoni- 
azid in the cerebrospinal fluid. He states that high cere- 
brospinal fluid isoniazid levels do not necessarily imply 
similar levels in the extracellular spaces of the brain or 
indicate high therapeutic activity," and in conclusion 
he states that the findings in the investigation suggest 
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that administration of isoniazid intrathecally is unnec- 
essary." At Cook County Hospital," intrathecal therapy 
for any form of meningitis was abandoned by one of us 
(A. L. H.)* many years ago. 

It is our intention to continue a follow-up of the patient 
reported on and of her children. The only “recovered” pa- 
tients with tuberculous meningitis we have observed dur- 
ing a considerable period are the ones who received no 
intrathecal medication. 

428 Oakdale Ave. (Dr. Hoyne). 
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DIAGNOSTIC PROBLEMS 


PRESENTATION OF CASE 
Edwin F. Hirsch, M.D., Chicago 


A white man, aged 30, entered St. Luke's Hospital on 
Dec. 9, 1951, complaining of having had an upper re- 
spiratory infection with fever for two or three weeks that 
did not subside with treatment. He also had a history of 
rheumatic fever for the preceding 10 years. 

Physical Examination.—The patient was well devel- 
oped, well nourished but dyspneic, and while lying in bed 
had marked cyanosis. His blood pressure was 120/80 
mm. Hg; his pulse was 120; and his respirations were 
32 per minute. His temperature was 103.6 F. Coarse 
rales were heard in both lungs. The heart was slightly 
enlarged to percussion, and there was tachycardia. Aus- 
cultation revealed ventricular extrasystoles every fourth 
beat, a grade | systolic murmur, and a snapping second 
sound over the pulmonic region. The liver extended 3 
cm. below the costal margin and was extremely tender. 
The upper quadrants of the abdomen were tender 
throughout. 

Laboratory Findings.—The erythrocyte count was 
3,710,000 and the leukocyte count was 33,750 per cubic 
millimeter, with a differential count of 69% polymor- 
phonuclears,6% lymphocytes,4% monocytes,and 21% 
band forms. The serologic test for syphilis was negative. 
The urine was acid and had a specific gravity of 1.005, 
75 mg. per 100 cc. of albumin, and no sugar. The urin- 
ary sediment contained a few hyaline casts and a few 
leukocytes and bacteria. 
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Course.—The patient received sedatives, diuretics, 
and a low-residue cardiac diet and was placed in an oxy- 
gen tent. He became disoriented, and his temperature 
rose. A blood culture taken on Dec. 10 was sterile. The 
patient died on Dec. 11, 1951. 


Fig. 1.—Marked chronic fibrous endocarditis with stenosis of the mitral 
valve and mural thrombus of the dilated left auricle. 


ANATOMIC DIAGNOSIS 

Chronic calcified fibrous endocarditis of the mitral 
valve of the heart (mitral stenosis ); mural thrombosis of 
the left auricle of the heart; marked dilatation of the right 
auricle of the heart; atrophy of the right kidney second- 
ary to old renal artery thrombosis; compensatory hyper- 
trophy and fibrous infarcts of the left kidney; marked 
passive hyperemia and edema of the lungs; and bilateral 
hydrothorax. 

The body of this man weighed 200 Ib. (90.7 kg.) and 
was 178 cm. long. The peritoneum contained about 200 
cc. of a clear yellow fluid, the right pleural space about 
1,000 cc. and the left pleural space about 300 cc. Both 
of the lungs were firm and expanded. The lining of the 


left kidney with retracted fibrous infarcts. 


aorta had slight fatty changes. The enlarged heart weighed 
610 gm.; the right auricle, auricular appendage, and ven- 
tricle were markedly dilated. The myocardium of the 
right ventricle was 1.3 cm. thick. The tricuspid leaflets 
had slight fibrous thickenings. The circumference of the 


dilated tricuspid ring was 14.8 cm. There was a marked 
fusion and fibrous thickening, with focal calcification of 
the leaflets of the mitral valve. The rounded mitral valve 
opening was only | cm. in diameter (fig. 1). The chordae 
tendinae were thickened by fibrous tissues. A mural 
thrombus on the posterior wall of the dilated left auricle 
was 6 cm. in diameter and 1.2 cm. thick. It did not extend 
into the pulmonary veins. The leaflets of the aortic valve 
were thin; the circumference of the ring was 7.7 cm. The 
myocardium of the left ventricle along the septum behind 
was 1.4 cm. thick. Surfaces made by cutting this and the 
septum consisted of firm, red-brown fibrillar tissues show- 
ing marked cloudy swelling. The shrunken right kidney 
measured 6 by 3.5 by 2 cm. and weighed 20 gm. Its cap- 
sular surface had many retracted scars. The left kidney. 
compensatorily hypertrophied, measured 14 by 8 by 6.5 
cm. and weighed 300 gm. (fig. 2). The capsular surface 
had many deeply retracted fibrous scars. The spleen 
weighed 290 gm. and had old fibrous and several recent 
infarcts. The liver weighed 2,420 gm. and showed the 
changes of a chronic passive hyperemia. The lungs were 
edematous, the right lung weighing | 650 gm. and the left, 
1,240 gm. The other viscera showed only the changes ot 
chronic passive hyperemia. 


Gilbert H. Marquardt, M.D., Chicago 


The patient herein described had all the cardinal signs 
and symptoms of cardiac decompensation. His history 
af rheumatic heart disease extended over a 10 year pe- 
riod. The last illness supposedly began two or three 
weeks prior to hospitalization and consisted of an upper 
respiratory tract infection with a temperature of at least 
103.6 F. The blood pressure was 120/80 mm. Hg; the 
pulse rate was 120 beats per minute. A grade | systolic 
murmur was noted, but we are not informed as to the 
murmur’s location or its direction of radiation from the 
point of maximum intensity. The heart was described as 
slightly enlarged; yet, at autopsy a markedly enlarged 
heart was found. The rhythm was described as “tachy- 
cardia Itation revealed ventricular extrasystoles 
every fourth beat.” The liver was described as being only 
3 cm. below the right costal margin, which is surprising 
since its weight was almost twice average. In view of all 
of these discrepancies between the physical and autopsy 
findings, one is concerned that the patient was too ill to 
be examined as closely and carefully as he should have 
been had his condition permitted. Correlating the find- 
ings at autopsy with the usual course of events in mitral 
stenosis, it is highly probable that the cardiac rhythm 
was rapid auricular fibrillation. This assumption is val- 
uable in explaining the atrial thrombus and arteriolar 
infarcts. It would also explain the absence of an apical 
presystolic murmur, without which it is difficult to make 
a clinical diagnosis of mitral stenosis in a patient in whom 
the rhythm originates in the sinus. The laboratory evi- 
dence of anemia, leukocytosis, and albuminuria with 
hyaline casts strongly suggests a subacute or acute bac- 
terial endocarditis, especially in the presence of only one 
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normal blood culture. The history of the onset of the 
last illness is compatible with this possibility, but it was 
not found at autopsy. The anemia and leukocytosis must, 
then, have occurred secondary to pneumonitis associated 
with the cardiac decompensation. The urinary findings 
may be explained on the basis of decompensation, since 
albuminuria and a few hyaline casts commonly occur 
with passive hyperemia of the renal cortex and medulla. 
The urinary findings are not likely to have occurred sec- 
ondary to renal infarction, since red blood cells were not 
present in large numbers and no recent infarcts were 
described at autopsy. 

The final diagnosis on a clinical basis must therefore 
be rheumatic heart disease with calcific mitral valvulitis 
(stenosis), cardiac decompensation, and, probably, bron- 
chopneumonia. The exclusion of bacterial endocarditis 
could not be absolute on a clinical basis in this patient, 
since there was only a two day observation period before 
his death and only one blood culture was obtained. 


COUNCIL ON FOODS 
AND NUTRITION 


The following article was prepared at the request of the 
Council on Foods and Nutrition. 


James R. Witson, Secretary. 


THE PSYCHIATRIC ASPECTS OF OBESITY 
Henry W. Brosin, M.D., Pittsburgh 


Extensive practical experience supported by careful labora- 
tory studies has demonstrated that most overweight patients are 
not obese as a result of an organic disease. The specialists in 
this field have clarified the diagnostic problems to such an extent 
that if the basic medical history, physical examination, and 
laboratory tests do not give positive evidence of an organic 
disease, it is most unlikely that there is a hidden physiological 
disorder present. This knowledge enables the general practitioner 
to approach the management of the grossly overweight patient 
with full confidence that his key problem is control of the 
intake of food. Proper allowances must be made for age, height, 
body build, and lifelong habits of eating. Slavish adherence to 
height-weight tables that purport to give ideal norms is unreal- 
istic, since the inadequacy of these tables has been shown. Every 
patient deserves an individual evaluation in terms of his own 
body constitution and life history. The commonplace, moderate 
excess weight occurring in puberty and in comfortable middle 
age, especially in those persons with a predisposition to gain 
weight, is frequently seen in those with a pyknic habitus, who are 
examples of persons whose overweight is not necessarily related 
to emotional disturbances. 

Therefore, some knowledge of why the person wants to re- 
duce will be imperative. The strength of the motives for this 
wish may not always be a simple matter to ascertain. If the 
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pressure is almost solely from outside sources, such as family 
pressure to lose unsightly fat, employer pressure to reduce in 
order to conform to company standards, or response to adver- 
tising threats, the physician must help the patient decide whether 
the wish to reduce is a reasonable one in the light of all the 
factors involved. By various means of reducing caloric intake, 
more or less loss of weight is inevitable, but the effects are 
often only temporary and hardly worth all the effort in the 
mind of the patient. If, on the other hand, the patient is definitely 
obese so that the discomfort and inefficiency becomes distress- 
ing to the patient as well as to others in the environment and 
repeated efforts at reducing food intake have been ineffectual, 
then the physician can plan another reducing regimen. This 
would also take into consideration the emotional need to eat, 
the anxieties and frustrations that make eating essential, the 
barriers to reducing intake, and methods of supporting the pa- 
tient during the painful periods of deprivation. Before describ- 
ing some specific treatment measures it might be worth while 
to review some principles of physiology. 

Walter B. Cannon ' amplified the thesis of Claude Bernard 
that the body has numerous self-regulatory mechanisms in 
order to insure its own stabilities. Appetite, hunger, and thirst 
are typical examples “of other arrangements in the organism 
which operate for the welfare of the individual or the race.” 
Cannon realized, however, that much human behavior is learned 
rather than automatic, and its goals are not always immediately 
apparent to the observer. While most persons have obscure 
regulators to prevent too much intake, the obese patients ob- 
viously have different levels of satiation or sensations of having 
had enough. Current psychiatric belief holds that compulsive 
overeating is a meaningful process to attain a goal. The goal 
may be hidden from conscious thought and may seem to be 
thoroughly unreasonable to common-sense values even after it 
is uncovered by careful study. Strange as it may seem, the appar- 
ently improbable fact that self-damaging habits are serving a 
strong purpose im the patient's economy is the central fact 
around which the therapist can plan his reducing program. 
Much of the concrete evidence supporting this thesis will not 
be obviows for many months. The physician can embark on his 
investigation of these factors after his initial estimate of the 
situation following the preliminary physical examination and 
history taking. By gentle inquiry over a series of visits, since 
one cannot expect much from a single confrontation of the 
direct question and answer type, the physician will gradually 
be able to build up a clinical picture from the various bits of 
information, both verbal and nonverbal, that he obtains and 
thus be better able to answer the questions: “What is this patient 
attempting to accomplish?”; “What does he want most?”; “What 
is he afraid off?"; “What is he guilty about?"; “What causes 
him to be depressed or morbid, and how does he handle it?”; 
and “What is he most hostile about?” During the course of the 
treatment and the interviews, it is often possible to discern pat- 
terns of activity that give one the clue to why the patient is 
Overeating as a means of satisfying various inner needs. 


The physician can estimate the relative severity of the pa- 
tient’s conflicts in terms of one of the four categories described 
by Dr. W. W. Hamburger *: (1) overeating as a response to 
nonspecific emotional tensions; (2) overeating as a substitute 
gratification in intolerable life situations; (3) overeating as symp- 
tom of an underlying emotional illness, especially depressions 
and hysteria; and (4) overeating as an addiction to food. Patients 
who use the mechanisms of the first two classes are relatively 
amenable to the treatment measures that are used by all phy- 
sicians in their total care of the patient. The third class may 
require psychiatric consultation or, in severe cases, referral to 
a psychiatrist. Since there are more trained psychiatrists now 
in many sections of the country, it is worth while for a general 
practitioner to become acquainted with one in or near his com- 
munity in order to obtain advice in puzzling cases. Psychiatrists 
have learned to arrange for systematic consultations from re- 
spected senior members, and this practice might be used by 
other physicians. The fourth group of patients who use food 
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as other patients use drugs are usually sick enough to require 
intensive psychiatric treatment. Sometimes they need hospitali- 
zation because of uncontrolled behavior under stress. A few 
patients will make suicidal attempts so that the depressive com- 
ponent is a constant threat in severe phases of their illness. 


about common factors in the single case. Every patient is an 


formulas that may be only partially applicable to the patient 
under consideration. When the patient first comes for help, both 
physician and patient act as if the patient has a strong wish to 
reduce. Later it becomes obvious that some obese patients simply 
cannot deny themselves food no matter what social pressures 
are being exerted on them. The physician from the outset 
attempts to support the patient's wish to reduce and make the 
mechanics of eating fewer calories as comfortable as possible. 
The emotional input from the doctor to the deprived patient 
is an actual part of the management. The use of special regi- 
mens for checking weights, diets, laboratory tests, serial photo- 
graphs, and charts for dramatic portrayal of weight changes are 
all useful methods for giving the patient the added attention 
required during periods of distress. If the patient falters from 
time to time, both the patient and the physician act as if they 
can overcome the forces that caused the lapse. This common- 
sense method is often successful in patients with strong in- 
ternal motivation to reduce. The doctor need not be cither 
surprised or angry if he finds that in more severe cases the 
patients cannot refrain from excessive intake, nor will they tell 
the truth when questioned. Cheating on diets without reporting 
the facts to the physician is not uncommon and must be regarded 
as another barrier to treatment that must be overcome by per- 
sistent skill. It will be remembered that the susceptible patient 
faces many temptations to eat if he goes out socially to cocktail 
and dinner parties or picnics, and that he is often ridiculed if 
he attempts to abstain. The external pressures from friends and 
the family severely compound the inner struggle between the 
wish to be thin and the hidden internal rewards that come with 
overeating and large size. The deep-seated nature of this strug- 
gle may not appear until the patient has been following a diet 
for several weeks and finds himself more anxious and tense from 
the increased threats that come with the weight loss. The phy- 
sician must be prepared for the failures and increased tension 
or depression that come after the first period of seeming success. 
Clinical judgment must be used to avoid putting the patient 
under too much pressure by exhortation, threats, promises, and 
ridicule, or the patient will show more severe symptoms even 
if the weight loss is continuous for a limited time. Many patients 
will follow a diet in a rigid, strict manner until they cannot 
tolerate the loss. Some patients relapse into their old eating 
habits or have a period of severe emotional distress after com- 
pleting a strict reducing regimen, thus calling our attention to 
the persistence of the inner motivation to be overweight. 

The contrast between the patient's sincere intention to lose 
weight and the inner resistances to giving up the satisfactions 
of taking in food or of being large is often puzzling to an ob- 
server. Some obese persons regard their enlarged body as a 
fortress against a hostile world. It may also be a symbol of 
independence or strength (especially in rebellious adolescents) 
or importance. It may be an intimidation to enemies and a mask 
for emotions. In some girls it has been found to be a symbol 
of a wished-for pregnancy, but the obese state can also be used 
as a means of discouraging suitors and depreciation of their 
femininity. Obesity may help the patient live a more passive 
life, so that he risks less in open competition with others and 
consequently is less anxious. These and similar conflicts may 
be discovered by means of sympathetic interviewing, in which 
the patient is given freedom to talk, and by direct observation 
of the patient's activities. The physician must devote time, 
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energy, and a genuine, warm sensitivity to the patient's needs 
in order to detect the purpose behind the eating. 

The difference between the rewards of being large and those 
of ingesting food as an act in itself has been suggested. Most 
of us like to eat good food and can appreciate those satisfac- 
tions that come with a good dinner. Many well-adjusted per- 
sons know that they can improve their mood if they are dis- 
couraged about their current difficulties on a job if they have 
a drink and an attractive meal. Many obese persons have dis- 
covered that food acts as a sedative for them when they are 
anxious, downhearted, angry, disappointed, or blocked on a 
project. If external circumstances improve so that the patient 
receives “satisfactions” from other persons, then the need for 
food ingestion diminishes. This may help explain why obesity 
is a self-limiting disorder in many cases, and also why remark- 
able “cures” are possible when circumstances permit a favor- 
able realignment of the patient's activities. It may also help 
to explain the success of the social clubs formed by obese per- 
sons, modeled on Alcoholics Anonymous, because these organi- 
persons who have intimate appreciation of the powerful inner 
drives to overeat. 

The reciprocal relations between anorexia and obesity have 
been studied with more intensity recently, and the observations 
made add important components to our understanding of these 
mobile states. In some psychoses it has long been known that 
patients will starve themselves because of delusional ideas of 
unworthiness or of food as poison. A severely depressed patient 
may overeat because of a delusional belief that he is magically 
devouring his enemies and gaining strength or power. Some 
nonpsychotic obese persons eat too much as a constant means 
of gaining reassurance that they are really loved on the basis 
that as infants we learn that to be loved is to be fed; there- 
fore, “If he loves me, he will feed me” or “If he really loves 
me, he will love me even if I am fat.” Rarely do we see an 
obese patient who has mastered a system for not eating and 
continues to starve herself into a severe state of anorexia ner- 
vosa. These severe cyclic disorders reveal motives that help us 
understand somewhat better the more customary eating dis- 
orders. Occasionally one can see the change from an obese 
to an anorexic state due to changes in the home-job relations 
or the activity of a therapist. As these experimental situations 
are better defined by repeated trials, we will know much 
more specific ways for treating food disorders. It is very im- 
pressive to see the alteration from the obese to the anorexic 
state and back again under relatively “controlled” conditions. 

In closing, it might be worth while to stress the theme that 
physicians should be extremely cautious about weight reducing 
programs for patients in middle life. Many of them are hard- 
working men and women who unfortunately receive relatively 
little satisfaction from their families or their jobs. These per- 
sons may be highly successful and important in their work but 
use intakes of various kinds to give them pleasure. If one takes 
away smoking, food, and alcohol from such a delicately bal- 
anced person, one has the obligation to put something con- 
structive in its place. For two years I have seen patients who, 
fearing cancer, have stopped smoking. In some men this has 
resulted in considerable weight gains up to 40 Ib. Now they 
dread the consequences of the added weight. This is an example 
of the equivalence between one set of activities and another. 
Depressive states with irritability are rather common in reducing 
programs, but mild projections are also seen. The patient may 
find that reading, television, or movies (visual intake) are accept- 
able substitutes. Other means may be found in sports, hunting, 
sailing, gambling, and fast motor cars. If appropriate equivalent 
activities are not found, the patient, his family, and his business 
associates are put under stress. The physician can help the 
patient by assisting in the correction of the unbalance and re- 
storing a “steady state” by means of acceptable satisfactions. 


3. Brosin, H. W.: The Psychology of Overeating, Barr, D. P.. and 
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1952, New York National Vitamin Foundation, 1953, pp. $2-72. 


Psychiatric experience with obese patients shows a wide 

variety of conflicts and psychiatric syndromes.’ While many pa- 

tients have some features in common, it is unsafe to generalize 

individual whose life patterns are distinctive for him. It is best 

for the physician to permit the patient to reveal as much of 

dis own patterns as possible and not depend on descriptive 
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THE PROFESSION’S OBJECTIONS TO 
GOVERNMENT “REINSURANCE” 


It is not at all surprising that the general public and 
the medical profession are confused by the pros and cons 
that have been voiced concerning the “reinsurance” pro- 
posals introduced in Congress at the request of the ad- 
ministration. “Reinsurance,” a technical term, has been 
distorted as it has been used to define current legislation. 
Recent pronouncements by the administration and the 
heated debate last week in the House of Representatives 
also suggest that a restatement of the general purposes 
of the bills and the stand of the medical profession is in 
order. 

The two bills, H. R. 8356 and S. 3114, dealing with 
this subject were introduced by the chairmen of the 
House Interstate and Foreign Commerce Committee and 
the Senate Labor and Public Welfare Committee, re- 
spectively, at the request of the administration. Briefly, 
these bills would do two things. First, they would author- 
ize the Secretary of the Department of Health, Educa- 
tion, and Welfare to conduct studies and collect and 
actuarial, operational, and other phases of health service 
prepayment plans and their carriers. This information 
and advice would be distributed, on application, without 
charge. Second, the bills would authorize the Depart- 
ment of Health, Education, and Welfare to issue a form 
of “reinsurance” to voluntary health service prepayment 
plans. According to the bill, this “reinsurance” would be 
issued, where needed, to “stimulate the establishment 
and maintenance of adequate prepayment plans in areas, 
and with respect to services and classes of persons, for 
which they are needed.” 

On April 5, 1954, a representative of the American 
Medical Association testified before the House commit- 
tee in opposition to H.R. 8356. Similar opposition was 
voiced before the Senate committee relative to S$. 3114 
on April 15, 1954. Thereafter both bills were reported 
favorably with minor amendments. Since that time the 
Association has reviewed its position in consultation 
with authorities in the health insurance field. Officers of 
the Association and members of the staff have met with 
representatives of the Department of Health, Education, 
and Welfare and at the White House with administra- 
tion officials. After these conferences it was concluded 
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that the amendments adopted do not answer the basic 
objections to the proposal. 

The Association has therefore remained opposed to 
the bills for the following reasons: 1. The mechanism 
suggested will not accomplish the stated purposes of the 
bills, i.e., to promote the best possible medical care on 
reasonable terms. 2. The phenomenal progress of the 
health insurance industry makes federal intervention not 
only unnecessary but a dangerous intrusion into a suc- 
cessful area of private enterprise. Such intervention 
would not help and could hinder continued expansion of 
health insurance coverage. 3. “Reinsurance” would not 
make health insurance more attractive to persons who 
can afford to pay premiums and have not done so. It 
would not make health insurance available to the indigent 
unless the government provides a subsidy for the purpose 
of selling insurance for less than the cost of servicing the 
contract. 4. The program, without subsidy, would not 
reduce the cost of insurance, nor would it make health 
insurance available to any additional groups or geo- 
graphic area that voluntary insurers cannot reach. 5. 
Most insurance authorities agree that the extent of health 
insurance liability is such that a federal reinsurance pro- 
gram is absolutely unnecessary. 6. The measures would 
place extensive regulatory power in the Secretary of 
Health, Education, and Welfare. The concentration and 
delegation of such authority and control over a vital 
branch of American industry in an executive department 
of the government without clear and convincing evi- 
dence of need cannot be justified. 

It is encouraging to note that the members of the 
House of Representatives also believe that the proposal 
requires further study and deliberation. On July 13 they 
voted 238 to 134 to recommit H. R. 8356 to the Inter- 
state and Foreign Commerce Committee. As long as 
Congress is in session the House bill and the companion 
bill, S. 3114, will remain a threat. 


TREATMENT OF PANCREATITIS 
ALONG WITH DIABETES 


Pancreatitis can produce temporary hyperglycemia 
and glycosuria by interfering with islet cell function, a 
process that is sometimes reversible as the pancreatitis 
subsides. In rare cases pancreatitis also produces per- 
manent diabetes mellitus either by producing sufficient 
permanent islet cell damage or by precipitating clinical 
evidence of the disease in the person hereditarily pre- 
disposed to it. The treatment of pancreatitis in the di- 
abetic would be the same as in the patient without 
diabetes. The presence of uncontrolled diabetes, espe- 
cially with the acute type of pancreatitis, requires addi- 
tional insulin. Actual coma has been caused by severe 
acute pancreatitis, and at times resistance to insulin is 
marked, requiring intensive insulin therapy. Should vas- 
cular lesions develop. w% a result of many years of 
diabetes, these would chiefly affect the type and amount 
of fluid replacement, especially if renal or coronary artery 
disease is demonstrable. 
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Acute interstitial, acute hemorrhagic, or necrotic pan- 
Creatitis represent degrees of severity in acute pancre- 
atitis. The assistance of the surgeon is always desirable, 
as the patient often is first seen with an acute condition 
within the abdomen that requires surgery. If the diag- 
nosis of pancreatitis appears certain and operation is not 
immediately indicated, the patient should still be consid- 
ered critically ill. Surgical intervention during the acute 
stage of pancreatitis should be avoided if at all possible. 
There is no place in this stage of the disease for explora- 
tory surgery; however, when a perforated peptic ulcer, 
acute cholecystitis, or other acute intra-abdominal con- 
dition indicates operation, it should be performed im- 
mediately. If a specific lesion is found and the patient's 
general condition is good, definitive surgery is performed. 
If not, increased pressure in the biliary system may be 
relieved by cholecystostomy and, rarely, choledochos- 

tomy. 

Bed rest, omission of oral intake, and gastric suction 
or passage of a Miller-Abbott tube, in the event of per- 
sistent vomiting or increasing distention, are indicated. 
Atropine, methantheline (Banthine) bromide, or other 
anticholinergic preparations reduce secretion of acid 
gastric contents and may reduce sphincter spasm. Meas- 
ures to control pain include meperidine (Demerol) 
hydrochloride, or, in the intractable cases, continuous 
epidural block. Penicillin and streptomycin are usually 
adequate, but chlortetracycline (Aureomycin) or other 
broad spectrum antibiotics are occasionally preferred. 
Shock requires administration of blood or serum albu- 
min. Fluid intake should consist of isotonic sodium 
chloride solution, glucose being limited until the diabetes 
is controlled. Thereafter it should be given in amounts 
to maintain nutrition, usually 150 to 250 gm. per day. 
Calcium salts to combat hypocalcemia and vitamin K 
to correct hypop ia are occasionally 
needed. Localized ‘cysts may need removal, and intra- 
abdominal accumulations of purulent or necrotic ma- 
terial require incision and drainage. Oral feeding should 
be resumed only after ileus has ceased. Administration 
of liquids is started cautiously, soft foods are added 
gradually, and finally a bland diabetic diet low in fat 
may be tolerated. 

When the patient has recovered from the acute episode 
the prevention of recurrence is most important. These 
measures are the same as are indicated in chronic pan- 
creatitis. In chronic pancreatitis, treatment consists of 
prophylaxis of recurrent acute attacks, control of pain, 
and management of complications, such as jaundice, 
steatorrhea, and flare-up of the diabetes. Elimination of 
peptic ulcer, gallbladder disease, or biliary tract obstruc- 
tion and infection is necessary. Alcohol must be avoided. 
The diet should contain moderate carbohydrate, 150 to 
250 gm., about 1.5 gm. of protein per kilogram of normal 
body weight, and fat restricted in accordance with the 
degree of steatorrhea. Pancreatin may be used to aid in 
absorption. Insulin is given in amounts sufficient to con- 
trol hyperglycemia and glycosuria. 

Pain may be so severe and prolonged that in its relief 
there is danger of narcotic addiction. Its control should 
first center on the prophylactic program outlined above. 
If this has been done and pain is unchecked, then sym- 


pathectomy, splanchnicectomy, pancreatectomy, or 
sphincterotomy with or without intubation of both 

creatic ducts may be carried out; however, each of these 
more drastic surgical procedures should be done ad- 
visedly and followed by a period of careful observation. 
This latter period is used to allow maximal improvement 
resulting from surgery and adherence to the conservative 
measures. The final impetus needed to overcome pain 
and narcotic addiction may be supplied by correcting the 
patient's environmental or emotion problems. It is certain 
there is no single answer to intractable pancreatitis. 
Combining all of the measures mentioned above is ne- 
cessary, whether or not diabetes mellitus is present. 


ACUTE APPENDICITIS 


The death rate from acute appendicitis has decreased 
for a number of reasons, chief of which are (1) early 
diagnosis and operation, (2) public awareness of the 
dangers of acute abdominal pain, (3) decreased use of 
purgatives for acute abdominal pain, (4) improved pre- 
operative preparation and postoperative management, 
and (5) the use of antibiotics. In spite of the decreased 
death rate, many deaths occur each year from acute ap- 
pendicitis. These deaths are preventable.’ The popular 
impression, unfortunately assumed by many physicians, 
that danger has been removed from appendicitis has 
resulted in a false sense of security. The continuing mor- 
tality from acute appendicitis is chiefly due to failure to 
realize how frequently its manifestations are atypical. 

Analysis of a large series of cases shows that the pro- 
portion of atypical attacks is highest in patients with gan- 
grene, rupture, or abscess of the appendix. This may be 
interpreted as indicating that these complications oc- 
curred because the patient did not have typical signs and 
symptoms. Boyce ' points out that pain is not always the 
first symptom of the acute attack; the location of the pain 
may vary widely; fever is not necessarily present; local- 
ized tenderness, although the most constant finding, is 
not always present; rigidity is not essential for the diag- 
nosis, especially in elderly patients; and leukocytosis may 
be absent. Acute appendicitis is frequently overlooked 
when associated with other diseases, and atypical attacks 
are especially likely to occur in patients with obstructive 
acute appendicitis; in children, elderly patients, and preg- 
nant women; when the disease is preceded by trauma; 
and when the course is modified by the use of antibiotics. 

Rees * states that expectant or conservative treatment 
should never be used in acute appendicitis because in 
uncomplicated cases the mortality from operation can- 
not be improved by such methods, whereas these 
methods are likely to lead to complications and hence to 
a poorer prognosis for the patient. Although antibiotics 
may benefit patients with peritonitis, they do not cure 
acute suppurative appendicitis. If these facts were better 
understood, the mortality rate from appendicitis could 
be reduced appreciably and fewer accounts of compli- 
cated cases would appear in the literature. 


1. Boyce, F. F.: The Role of Atypical Disease in the Continuing 
Med. 40; 669-693 (April) 


we Rees, W. atal Appendicitis: The Decline in Mortality, Lancet 
@: 1199-1203 1952. 
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THE PRESIDENT’S PAGE 


A MONTHLY MESSAGE 


I believe that the position of the American Medical 
Association in reference to the President's reinsurance 
proposals is a sound one. S. 3114 and H. R. 8356 are 
identical and are intended to activate this plan. The pre- 
amble to both bills states that their purpose is “to im- 
prove the public’s health by encouraging more extensive 
use of the voluntary pre-payment method for the pro- 
vision of personal health services.” We are indeed grati- 
fied that this administration has endorsed so strongly the 
voluntary approach to the payment of the cost of health 
care, and we are in complete agreement with the pur- 
pose of the bill as stated. This association has been active 
in this field for many years, particularly since the creation 
of our Council on Medical Service in 
1942, and has gained considerable ex- 


The proposal in the first section of the bill to develop 
in the Department of Health, Education, and Welfare 
morbidity statistics and other actuarial data and to make 
this information available to all properly interested 
parties may well serve a useful purpose. It should be re- 
membered, however, that the insurability of many indi- 
viduals and groups has been altered for the better, not so 
much by improved techniques in gathering and inter- 
preting data nor by better sales efforts, but by advances 
in medicine that have resulted in the cure of more per- 
sons, shortening of convalescence, and prolongation of 
life. The very rapidity of health advances and not the 
inertia of insurance agencies has kept insurance some- 
what behind the front wave of medicine. 
Nowhere in the bill or in the discussion 


perience in the theory and practice of 
prepayment for the cost of health care. 
We do not believe that the mechanism 
set up in these two bills will be effective 
in carrying out their purpose. 

It is proposed to establish a nonprofit 
federal reinsurance corporation with a 
capital stock of 25 million dollars, to be 
administered in the Department of 
Health, Education, and Welfare under 
the direction of the Secretary. This is to 
be done with the intent of stimulating 
experiments with new plans of prepay- 
ment coverage. The hope is expressed 
that it will bring about broader cover- 
age, a reduction in exclusions, more 
comprehensive coverage particularly in the major med- 
ical areas, a limitation of certain age restrictions, narrow- 
ing of the group now considered uninsurable, and cov- 
erage for early diagnosis in chronic disease. 

We believe the administration and the department are 
sincere in their belief that this is a proper and effective 
measure. We regret to find ourselves in disagreement as 
to the wisdom of trying this mechanism and as to its 
effectiveness. We feel that adequate consideration and 
proper evaluation have not been accorded progress 
already made in prepayment insurance, particularly in 
the last few years, and to the fact that this progress is 
continuing at a rapid rate. Of the insurable population 
in this country, 93 million, or 72%, are carrying some 
form of hospital insurance. Health insurance has seized 
the imagination of the American people, and its value 
is fully recognized. Under our present free, competitive 
system, the specific objectives named in these bills are 
being reached about as rapidly as sound actuarial data 
can be accumulated. 


of its hoped-for accomplishments has 
any evidence been brought forward to 
show how reinsurance would aid in cov- 
ering more persons, reducing the cost of 
health insurance, or increasing benefits 


except at a proportionately increased 
cost 


In return for these few doubtful bene- 
fits, the federal government will move 
into the field of insurance, with a con- 
siderable degree of supervisory power 
over rates and services placed in the 
hands of the Secretary of Health, Edu- 
cation, and Welfare. There is a real 
danger that, once the government has 
entered this area, its activities will ex- 
tend further. If, after the fanfare that has accompanied 
this proposal has subsided and no real and immediate 
benefits are evident, and when it is seen that it does not 
reach the low-income and noninsurable groups, political 
pressure may force changes that will go far beyond the 
present purposes of its proponents as now expressed in 
the current bill. 

While we accept the assurance of the Department of 
Health, Education, and Welfare that no subsidy is in- 
tended, we doubt that the power exists or would be forth- 
coming to prevent it once a pattern that could lend itself 
to subsidy is established in the federal government. The 
subject because of a number of implications deserves 
more serious study and consideration than it thus far has 
received. There seems to be a sense of urgency in press- 
ing this proposal that is unrealistic in terms of the condi- 


tions that now exist. Deliberation should be the watch- 


word rather than haste. 


WALTER B. Martin, M.D., Norfolk, Va. 
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ORGANIZATION SECTION 


MEDICAL SOCIETY OF THE STATE 
OF PENNSYLVANIA 

To permit readers of THe JouRNAL to become better acquainted 
with the activities of state medical associations articles describing 
them will appear from time to time in these pages.—Eb. 


On April 11, 1848, 61 medical men of Pennsylvania, repre- 
senting its various county medical societies and several medical 
colleges, met in Lancaster at the invitation of the Lancaster 
County Medical Society and organized the Medical Socicty of 
the State of Pennsylvania. The society had a heritage rich in 
medical tradition. Through the efforts of Benjamin Franklin 
and Dr. Thomas Bond, the first general hospital in the colonies, 
the Pennsylvania Hospital, had been opened in Philadelphia in 
February, 1752. The first medical diplomas in the colonies had 
been awarded, June 21, 1768, at the commencement exercises 
of the College of Philadelphia Department of Medicine, now 
the University of Pennsylvania School of Medicine in Phila- 
delphia. The first governor of Pennsylvania, Dr. Thomas Lloyd, 
was a physician. The American Medical Association had held 
its organizational meeting in Philadelphia on May 5, 1847. Since 
that time 10 Pennsylvania physicians have served as President 
of the Association, and since that time the membership of the 
State society has increased from 61 to 11,368. 

The society's activities today cover an extensive range with 
two-score committees and commissions. The committee on public 
health legislation has instituted many bills for the betterment 
of health that are now on the statutes of Pennsylvania. It has 


Headquarters of the Medical Society of the State of Pennsylvania 


urged enactment of better health legislation and has fought 
against the passage of legislation harmful to the public wel- 
fare and detrimental to the standards of medical practice as 
maintained by the state society's membership. In 1848, the 
Medical Society of the State of Pennsylvania urged the enact- 
ment of laws creating a board of health. In 1905 the state board 
of health was changed to a department of health, with a secre- 
tary of health in the governor's cabinet. In 1890, the society 
was active in establishing the state board of medical education 
and licensure. Activities of the society in legislative matters have 
included sponsorship of an amendment to the public assistance 
law to include medical service for the indigent on the public 
assistance rolls and of a law requiring physical examination for 
school children, and in 1951 assistance in enactment of laws 
creating county health units and a merit system for the depart- 
ment of health. Operations of the committee on public relations 
include extensive health education for the public and public 
relations education for the profession. Activities within the 
province of this committee are news publicity; radio and tele- 
vision programs; health films for school and adult groups; health 
poster contests for students from the Ist through the 12th 
grades in all schools; a speakers’ bureau; a daily health column 


for newspapers, now in its 22nd year; Benjamin Rush awards 
to lay persons and lay organizations contributing to the public 
health; testimonial plaques to all residents of the state who 
attain the age of 100 years; and distribution of awards of rec- 
Ognition to physicians who have served the public for 50 years. 

In 1922 the Medical Society of the State of Pennsylvania 
purchased its own permanent home in Harrisburg. It is located 
on the boulevard leading from the entrance to the capitol 
grounds to the Susquehanna River. Recently, the society 
acquired the adjoining corner building, which has been re- 
modeled to conform structurally to the original headquarters 
building. The society has a staff of 28 lay employees. Dr. Harold 
B. Gardner succeeded Dr. Walter F. Donaldson of Pittsburgh, 
who, in 1952, retired as secretary-treasurer after serving for 35 
years. Dr. Donaldson continues as editor of The Pennsylvania 
Medical Journal, the official publication of the society. 

Officers of the Medical Society of the State of Pennsylvania 
include Drs. James L. Whitehill, Rochester, president; Dudley 
P. Walker, Bethlehem, president-elect; Harold B. Gardner, 
Harrisburg, secretary-treasurer; and Gilson C. Engel, Phila- 
delphia, chairman of the Board of Trustees and Councilors. 
Annual sessions of the state medical society are held alternately 
in Philadelphia and Pittsburgh. Its 60 component county medi- 
cal societies function autonomously. 


JUDICIAL COUNCIL 


This is one of a series of brief statements explaining the 
work of the various departments of the American Medical 
Association.—Eb. 


The judicial power of the American Medical Association is 
vested in the Judicial Council, whose decision, according to 
the Association's constitution and bylaws, is final. As carly = 
1873, it was recognized that a special council was 
settle all questions of ethics and to interpret the laws of on 
Association. The Judicial Council consists of five members 
elected by the House of Delegates on nomination of the Presi- 
dent for terms of five years. The individual physician's concern 
with medical ethics is practical as well as academic. It is funda- 
mental to the high professional standards that characterize medi- 
cal practice today. The Judicial Council serves the medical 
profession as the “supreme court” of the American Medical 
Association. It approves physicians for membership in the 
A. M. A. and has jurisdiction in all questions involving member- 
ship, its obligations, rights, and privileges. 

The council has original jurisdiction in all controversies aris- 
ing under the constitution and bylaws of the Association and 
the Principles of Medical Ethics to which the American Medical 
Association is a party. Controversies between two or more con- 
Stituent associations or their members or between a constituent 
association and a component society or societies of another con- 
stituent association or associations or their members are de- 
cided by the Judicial Council. The council has appellate juris- 
diction in questions of law and procedure but not of fact in all 
cases that arise between a constituent association and one or 
more of its component societies, between component socictics 
of the same constituent association, between a member or mem- 
bers and the component society to which said member or mem- 
bers belong, or between members of different component 
societies of the same constituent association. 

The council may request the President to appoint investigat- 
ing juries to which it may refer complaints or evidence of un- 
ethical conduct that in its judgment are of greater than local 
concern. If on investigation probable cause for action is shown, 
the jury submits formal charges to the President, who then 
appoints a prosecutor to prosecute such charges against the 


- accused before the Judicial Council in the name and on behalf 


of the A. M. A. The council may acquit, admonish, suspend, 
or expel the accused. 
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NEW DIRECTOR OF JOINT COMMISSION ON 
ACCREDITATION OF HOSPITALS 


Kenneth B. Babcock, M.D., became director of the Joint 
Commission on Accreditation of Hospitals on July 1. There is 
perhaps no more vital program than this effort by doctors and 
by hospitals constantly to elevate hospita' care standards by a 
vigorous and voluntary method of self-discipline. Dr. Bab- 
cock’s career as a physician, surgeon, and hospital adminis- 
trator has well prepared him for his present post. He was born 
in Bath, N. Y., and was educated in Michigan. After a resi- 
dency, he entered the practice of surgery in Detroit in 1928 
and became a member of the staff of Grace Hospital. He earned 
his fellowship in the American College of Surgeons in 1938 
but turned to hospital administration three years later when 
he became assistant director at Grace Hospital. He became its 
director in 1947, serving in this position until his resignation to 
accept the Joint Commission assignment. In World War Il, he 
served with the Army's 15th field hospital in Africa and Italy 
and was awarded the Bronze Star medal. 


Social Security Coverage for Physicians 

Congressman Roosevelt (D., N. Y.) in H. R. 8837, proposes 
a “comprehensive program for maintaining economic pros- 
perity.” As a part of the program, he proposes to extend social 
security act coverage to physicians and would redefine “em- 
ployer” to mean anyone who employs one or more 
This bill was referred to the Ways and Means Committee. 


Antidepression Act 

Congressman Heller (D., N. Y.) in H. R. 9311, a proposal 
to prevent a depression, would “strengthen unemployment in- 
surance system, broaden social security, increase the minimum 
wage, extend tax reduction to low-income groups, provide low- 
rent housing and establish public works.” Physicians and dentists 
would be excluded from the social security, but lawyers, ac- 
countants, etc., would be included. This bill was referred to the 
Ways and Means Committee. 


Tax Postponement for Self-Employed to Create Annuities 

Fifteen identical bills were introduced by Republican Con- 
gressmen from New York: H. R. 9618, Ray; H. R. 9619, Latham; 
H. R. 9620, Bosch; H. R. 9621, Dorn; H. R. 9622, Kearney; 
H. R. 9623, Keating; H. R. 9624, St. George; H. R. 9625, 
Williams; H. R. 9644, Miller; H. R. 9653, Wainwright; H. R. 
9661, Gamble; H. R. 9685, Gwinn; H. R. 9688, Richiman; 
H. R. 9702, Coudert; and H. R. 9683, Fino. These bills would 
amend the Internal Revenue Code to encourage the Jenkins- 
Keogh theory, but the amounts to be excluded are much more 
limited. An individual would be allowed to exclude from his 
gross income for income tax purposes, a maximum of $1,000 
for the first year, $2,000 the second year, and $3,000 per year 
thereafter for payments in a restricted retirement fund or plan 
for a restricted retirement annuity contract. These amounts 
would be limited to 22 % of the taxpayer's earned adjusted gross 
income from “covered sources,” plus 5% of the taxpayer's 
earned adjusted gross income from all other sources. For a 
covered individual” (one who receives compensation from an 
employer contributing to a pension or profit sharing plan), the 
excludable amount shall not exceed 242% of the taxpayer's 
earned adjusted gross income, or $500 the first year, $1,000 the 
second, and $1,500 per year thereafter. For individuals over 
S50 years of age and not “covered” the limit on the amount ex- 
cluded may be increased until after the age of 70. This bill 
was referred to the Ways and Means Committee. 


Voluntary Social Security for Physicians 
Congressman Klein (D., N. Y.) by H. R. 9707 proposes to 


amend the Social Security Act to permit physicians in private 
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practice, not otherwise eligible, to elect coverage under the 
federal or Old Age and Survivors Insurance system if they had 
received social security credit for military service. This bill was 
referred to the Ways and Means Committee. 


Extension of Unemployment Compensation 

Congressman Reed (R., N. Y.) has introduced an administra- 
tion measure, H. R. 9709, which would redefine “employer” as 
a person paying wages to four or more persons instead of eight 
as at present. This bill would extend coverage to 1,500,000 more 
industrial employees, and for the first time would cover 2,500,000 
federal employees. This bill was referred to the Ways and 
Means Committee, which ordered this measure reported favor- 
ably to the House on June 29. 


Medical Care for Dependents of Armed Forces 
Congressman Short (R., Mo.) has introduced an administra- 
tion measure, H. R. 9697, to provide medical care for the 
dependents of the members of the armed forces. This measure 
is identical with S. 3363 (Saltonstall), previously reported. The 
Defense Department has estimated that this program would cost 
an additional 67 million dollars a year beyond present federal 
expenditures for medical care for dependents of military person- 
nel. It proposes to provide medical care in military medical 
facilities when feasible, otherwise through civilian physicians 
= hospitals. The bill was referred to the Armed Services 
ommittee. 


Vocational Rehabilitation 

Congressman McConnell (R., Pa.) has introduced in H. R. 
9640 a vocational rehabilitation bill somewhat like S. 2759 
(Smith) previously reported. This bill would gradually broaden 
the federal-state rehabilitation program to rehabilitate 200,000 
annually at the end of four years instead of the present total, 
60,000 annually. Major provisions are: |. Basic grants and grants 
for extension and improvement of services and grants for re- 
search and training, would replace the present grant system. 
Grants would be based on need and financial capacity of the 
states, but the federal share would be maintained at least at the 
1954 level if a state did not reduce its own spending. 2. The 
total federal appropriation authorized for the first or “tooling 
up” year would be 30 million dollars, a 7 million dollar increase 
over the 1954 budget. By 1958, a federal total would be 65 
million dollars with the states spending an equal amount. 3. To 
stimulate state expansion of the program the “open end” method 
of financing would apply with the federal government re- 
imbursing states for all costs of administration, guidance, and 
placement of the handicapped, and for half the cost of restora- 
tions and training. 4. The states would be encouraged to improve 
and expand their vocational rehabilitation service and take more 
responsibility and authority over the programs. The federal 
government would also make additional grants on a temporary 
basis for training personnel in fields in which shortages exist. 
This bill was referred to the Education and Labor Committee, 
which reported the bill favorably to the House for floor action. 


Union Welfare Funds 

Senator Humphrey (D., Minn.) proposes in S. 3649 to make 
all financial affairs and transactions of union welfare funds 
public knowledge. Annually the funds would be required to 
publish the assets and liabilities of the union health and welfare 
trust funds, showing sources and amounts received and how 
money was used. The bill was referred to the Committee on 
Labor and Public Welfare. 


Group Life Insurance for Federal Personnel 

Senator Carlson (R., Kan.), in S. 3681, has introduced an 
administration bill to replace S. 3507 previously reported. It 
would authorize the Civil Service Commission to make available 
group life insurance on a contributory basis, for United States 
civilian employees. This measure has been approved by the 
committee and reported to the Senate with the recommendation 
that it be passed. This bill would provide about the same amount 
of insurance as is the employee's annual salary plus a similar 
amount of accidental death or dismemberment insurance. 
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PROCEEDINGS OF THE SAN FRANCISCO MEETING 


ABSTRACT OF PROCEEDINGS OF THE HOUSE OF DELEGATES OF THE AMERICAN MEDICAL 
ASSOCIATION AT THE ANNUAL MEETING IN SAN FRANCISCO, JUNE 21-25, 1954 


(Continued from page 1172) 


Introduction of Resolutions 


The Speaker called for the introduction of resolutions by 
number, announcing that Resolution No. 1 had been withdrawn. 


No. 2. Resolutions on Motor Car Safety 

Dr. George A. Unfug, for the Colorado delegation, submitted 
the following resolutions, which were referred to the Reference 
Committee on Hygiene, Public Health, and Industrial Health: 

Whereas, Motor car deaths in the United States of America number 
between 35,000 and 40,000 annually and motor car injuries number about 
one million annually; and 

Whereas, There seems little likelihood of any great reduction of motor 
accidents in the near future; and 

Whereas, Studies by physicians and physicists have clearly shown that 
motor injuries and motor deaths can be strikingly reduced by the use of 
safety belts and safety shoulder straps; therefore be it 


Resolved, That the American Medical Association will give all possible 
aid to those measures which will reduce the frightful mortality and injury 
rate resulting from the use of motor cars; and be it further 


Resolved, That the American Medical Association recommends to the 
motor car manufacturers of America that they equip all automobiles with 
safety belts to meet the specifications of the C.A.A. Technical Standard 
Order, T.8.0.—C22 A, Nov. 15, 1950, and further recommends that these 

manufacturers provide seats, cushions, and doors which will withstand 
impacts of 10 to 15 G. without injuries. 
No. 48. Resolutions on Automobile Safety 

Dr. Jesse D. Hamer, Arizona, introduced the following reso- 
lutions, which were referred to the Reference Committee on 
Hygiene, Public Health, and Industrial Health: 

Wuereas, Motor car deaths in the United States number approximately 
40,000 annually, and motor vehicle accidents injure one and a half million 
annually; and 

Whereas, There seems little likelihood of any great reduction of motor 
accidents im the near future; and 

Whereas, Studies by physicians and physicists have definitely shown 
that motor deaths and injuries can be strikingly reduced by the use of 
restraining devices; therefore be it 

Resolved, That the Arizona State Medical Association will give all 
possible aid to those measures which will reduce the frightful mortality 
and morbidity resulting from the use of motor cars; and be it further 


Resolved, That this Association hereby recommends to the motor car 
manufacturers of the United States that they equip all automobiles with 


REPORT OF REFERENCE COMMITTEE ON HYGIENE, 
PUBLIC HEALTH, AND INDUSTRIAL HEALTH 

Dr. Charles L. Farrell, Chairman, presented the following 
report, which was adopted: 

Two resolutions, no. 2, dealing with automobile safety and 
introduced by Drs. Halley and Unfug for the Colorado State 
Medical Society, and no. 48, introduced for the Arizona Medical 
Association by Dr. Jesse Hamer, were considered together inas- 
much as they covered the same subject. Your reference com- 
mittee approves these resolutions in principle but offers the 
following substitute resolution for consideration by the House: 


Resolved, That the American Medical Association recommends to motor 
car manufacturers of America that they consider all automobiles 
with safety belts and, furthermore, that they give emphasis to 
safety in design of all automobiles. 


No. 3. Resolutions on American Medical Association 
Service 


Dr. George A. Unfug, for the Colorado delegation, intro- 
duced the following resolutions, which were referred to the 
Reference Committee on Amendments to the Constitution and 
Bylaws: 


Whereas, In the past. the American Medical Association has offered 
of the Armed Forces and the Veterans Administration, 


no 
quate salaries and fringe benefits are being allowed to physicians by the 
Armed Forces and the Veterans Administration; and 

Wuereas, Such a policy violates the basic concept of organized medicine 
by blanketing physicians into membership without the controls ordinarily 
exere by component societies and deprives the component societies 
of the financial support of those eligible for membership; therefore be it 

—— That the Board of Trustees of the American Medical Asso- 
ciation be requested to consider the advisability and fairness of dis- 
continuing free Service Memberships to physicians in the Armed Forces 
and the Veterans Administration; and be it further 


Resolved, That these physicians, or their 


REPORT OF REFERENCE COMMITTEE ON 
AMENDMENTS TO THE CONSTITUTION 
AND BYLAWS 


Dr. R. B. Chrisman Jr., Chairman, read the following report, 
which was adopted: 

Your reference committee carefully considered resolution 
no. 3, introduced by Drs. William H. Halley and George A. 
Unfug for the Colorado State Medical Society, regarding Amer- 
ican Medical Association Service Memberships, and recommends 
that it be referred to the Board of Trusices. 


No. 4. Resolution on Report of Committee for the Study 
of Relations Between Osteopathy and Medicine 

Dr. Milford O. Rouse, for the Texas delegation, presented the 
following resolution, which was referred to the Reference Com- 
mittee on Medical Education and Hospitals: 

Whereas, The House of Delegates of the American Medical Association 
has referred to each state medical association the thought-provoking report 
of the special Committee for the Study of Relations Between Osteopathy 
and Medicine headed by Dr. John W. Cline as Chairman; and 

Wueaeas, The officials of the American Osteopathic Association appar- 
ently have not yet made known any desire for a comprehensive collabora- 
tion with the medical profession on any of their problems; and 

osteopathy to abandon or Bn the original concepts which made the 
practice of aie a cult 

the matter of public health between the medical profession 
titioners of osteopathy; therefore be it 

Resolved, By the House of Delegates of the Texas Medical Association: 
(1) That we express our sincere appreciation to Dr. Cline and his com- 
mittee the 


medical profession and osteopathy, with further reports back to the 
House of Delegates of the American Medical Association as worth-while 
mutual studies are requested and carried out; and (4) That a copy of 
these resolutions be presented to the House of Delegates of the American 
Medical Association at the forthcoming session in San Francisco. 


No. 12. Resolution on Schools of Branches of the 
Healing Art 


Dr. Laurence S. Nelson Sr., for the Kansas delegation, pre- 
sented the following resolution, which was referred to the Ref- 
erence Committee on Medical Education and Hospitals: 

Wheretas, The variation in medical practice acts in the various states 
creates a barrier to the adoption of any immediate uniform principle; and 

Whereas, No recognized accrediting agency has been recently invited 
to examine impartially the physical equipment or pedagogical standards of 
schools in the healing profession other than those of medicine; and 
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Pe Wuereas, The motivation for such an arrangement was primarily to 
representatives, be consulted 
as to whether an invitation to become dues-paying members of organized 
medicine would be acceptable to them. 
safety belts which will withstand impacts of 15 G. and further recommends 
that roll-over bars, non-energy-storing padded dashboards, recessed knobs, 
and securely locking doors be provided on all future automobiles. We 
implore the motor car manufacturers to give increasing emphasis to 
safety in design. 
the relationship of the medical profession to osteopathy; (2) That it is 
our opinion that further progress on the possible solution of any mutual 
problems of medicine and osteopathy can come only when responsible 
officials of the American Osteopathic Assoc..ciom shall manifest a sincere 
desire to discuss mutual problems and when the colleges of osteopathy 
shall give evidence of abandoning or abrogating the original concepts 
which classify the practice of osteopathy as a cult; (3) That we suggest 
that the present special committee of the Board of Trustees, headed by 
Dr. Cline, be continued, to stand ready at any time, on the properly 
expressed desire of responsible officials of the American Osteopathic 
Association, to study further any problems of mutual concern to the 


Dr. C. M. Hamilton, for the Tennessee delegation, introduced 
the following resolution which was referred to the Reference 
Committee on Medical Education and Hospitals: 


Delegates of the 

ation that we hereby declare that (1) we consider 
ipal osteopathic schools 

principle on which osteopathy is founded; (2) 
of medicine may teach in osteopathic schools if they choose 
when such activity by doctors of medicine is approved by the local 
medical society to which the doctor of medicine belongs; and (3) that 
ssociation delegate to the several states the 

i the relationship that shall exist between the 
doctors of medicine within that state and the osteopathic physicians within 


No. 28. Resolutions on Relations Between Medicine 

and Osteopathy ‘ 

Dr. Raymond M. McKeown, Oregon, presented the following 

resolutions, which were referred to the Reference Committee 
on Medical Education and Hospitals: 


requested a 
society policy concerning relations between osteopathy and medicine; 
therefore at 
Resolved, (1) That the continue to 
classify osteopathy as a until schools of 


Resolved, That this resolution be submitted to the House of Delegates 
of the American Medical Association at its Annual Meeting, June 21 to 
25, 1954, in San Francisco. 


REPORT OF REFERENCE COMMITTEE ON 
MEDICAL EDUCATION AND HOSPITALS 


Supplementary Report of Board of Trustees “I on Report of 
Committee for the Study of Relations Between Osteopathy and 
Medicine, and Resolutions Nos. 4, 12, 17, and 28.—The supple- 
mentary report of the Board of Trustees “I,” dealing with the 
relations between osteopathy and medicine, was considered along 
with related resolutions on this problem. The report of the Board 
appears to meet the needs of the several resolutions submitted. 
Your committee therefore recommends that the report of the 
Board of Trustees on this subject be adopted, and that no action 
be taken on resolutions nos. 4, 12, 17, and 28 from the Texas, 
Kansas, Tennessee, and Oregon delegations respectively. 


No. $. Resolution on Cooperation of National Health Organi- 
zations with American Medical Association 
Dr. Milford O. Rouse, for the Texas delegation, submitted 
the following resolution, which was referred to the Reference 
Committee on Hygiene, Public Health, and Industrial Health: 


Weestas, Unexplained delays in the delivery of the vaccine have sub- 
Stantiated the feeling that proper consultation with responsible medical 
groups doubtless have resulted in a more practical test of the 
new vaccine, in sufficient pediatric and other clinics under proper super- 
vision, so next winter and spring sufficient scientific data could 


i 


of laymen in combatting the problems of poliomyelitis, tuberculosis, cancer, 
blood disorders, and similar maladies and have always demonstrated their 
willingness to cooperate by giving of their own money as well as their 
own time; they are happy for laymen to take the lead in education and 


Zz 
z 


REPORT OF REFERENCE COMMITTEE ON HYGIENE, 
PUBLIC HEALTH, AND INDUSTRIAL HEALTH 
Dr. Charles L. Farrell, Chairman, read the following report, 
which was adopted: 


ticipation by members of the medical profession. 
No. 6. Resolution on Establishment of Council 
on Medical Care 

Dr. Raymond F. McKeown, for the Oregon delegation, intro- 
duced the following resolution, which was referred to the Ref- 
erence Committee on Miscellaneous Business: 

Wreaeas, There exists a multiplicity of agencies, 
health or public 
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Wueraeas, High standards of education which promise the best possible 
care of sick and injured cannot be maintained by the American Medical 
Association if the practice of medicine is diluted with inadequately trained 
practitioners; therefore be it 
Resolved, That the House of Delegates approve that the Council on 
Medical Education and Hospitals of the American Medical Association 
may, when requested by schools of branches of the healing arts that Wheneas, The United States holds an acknowledged leadership in 
have demonstrated a belief in medical science, offer their professional scientific achievement and health standards because of the remarkable 
services toward raising the educational standards of such schools to those collaboration for years of the American medical profession, the public, 
of approved schools of medicine. and various national organizations interested in health problems and under 
predominantly lay leadership, such as the National Foundation for 
No. 17. Resolution on Relations Between Physicians Infantile Paralysis, the American Cancer Society, the American Red 
and Cross, and others; and 
Osteopaths Whereas, All true physicians are sincere scientific investigators, and are 
always interested in learning of, testing, and then using proved advances 
in medicines, therapeutic procedures or operative techniques; history has 
numerous examples of a new drug being discovered, carefully but 
. enthusiastically used by physicians on patients who have understood the 
Wuereas, The question of osteopathy and the relationship of the osteo- experimental nature of the use, with carefully recorded and reported data 
pathic physician to the Doctor of Medicine has been made an issue in the of observations to demonstrate the safety as well as the efficacy of the 
American Medical Association, and new drug, this is the time-honored and proved way that countless advances 
Wheatas, The American Medical Association has referred this issue have been made in medical science in the United States; and 
to the various state medical societies for instruction by the sevetal state Whereas, Therefore, the American medical profession was surprised 
medical societies to their delegates; now therefore be it and put in a difficult situation, so far as public relations were concerned, 
in recent months when a national health organization, without any official 
consultation with any qualified council or group of the American Medical 
Association, launched a nationwide comprehensive program of the use of 
a new vaccine which gives great theoretical promise of successfully 
combatting a dread disease and yet which admittedly had been used only 
a few months, without sufficient time to evaluate the safety as well as 
the efficacy of the vaccine, and with practically no published data in 
scientific literature on the use of the vaccine; carnest attempts of a few 
medical societies to secure advance information on the proposal, so as 
to be ready for it, were fruitiess until practically over night the national 
that state. group requested local medical societies to approve and be responsible for 
the administration of the new vaccine; and 
old 
Whereas, The Board of Trustees of the American Medical Association Wneaeas, American physicians appreciate deeply the splendid interest 
established a special Committee for the Study of Relations Between 
Osteopathy and Medicine, and 
Wheeras, The Board of Trustees has requested that the House of 
Delegates at its 1954 Annual Meeting be prepared to answer the following in securing 
questions: (1) Should modern osteopathy be classified as “cultist™ healing? of health 
(2) Since the objectives of the American Medical Association include a close fr 
improvement in undergraduate and postgraduate education, should doctors planning of comprehensive programs of new treatments; the American 
of medicine teach in osteopathic schools? (3) Should the relationship of Medical Association has proper facilities and councils for speedy and 
doctors of medicine to doctors of osteopathy be a matter for determination effective consideration and testing of new programs or new therapeutic 
by the several state associations’ and agents. now therefore be it 
Wheatas, The Delegates of the Oregon State Medical Society to the Resolved, By the House of Delegates of the Texas Medical Association 
(1) that sincere appreciation be voiced for the fine work done in health 
education and related fields by national organizations under predominantly 
lay leadership; (2) that such national health organizations be invited and 
urged to make full use of proper scientific consultation readily available 
through the American Medical Association and through state and county 
themselves to inspection by and are approved by the Council on Medical medical groups who might be concerned, particularly in considering the 
Education and Hospitals of the Association; (2) that the practice of launching of a nation-wide program involving 4 new therapeutic agent 
- , which would be administered by members of the medical profession; (3) 
doctors of medicine serving in any capacity on the faculties of schools of furthermore, that we call upon ail physicians to continue to cooperate in 
euteopethy be dkapproved unt such schools Rave conformed to the all advances im health education and medical treatment, with carefully 
standards for approval of the Council on Medical Education and Hos- observed and reported clinical results; and (4) that ~ copy of these 
pitals; and (3) that the House of Delegates of the American Medical resolutions be sent to the House of Delegates of the American Medical 
Association not consider, at this time, any modification of the present Association. 
policy regarding relations between osteopathy and medicine; and be it 
Resolution no. § on Cooperation of National Health Organiza- 
Be tions.—Your committee listened with interest to representatives 
of the Texas delegation. Your reference committee approves the 
Dr. W. Andrew Bunten, Chairman, submitted the following resolution in principle and urges that in the future voluntary 
report, which was adopted: health organizations consult with the American Medical Asso- 
ciation or appropriate state or county medical societies before 
initiating any nation-wide or local program involving a new 
diagnostic or therapeutic method or agent which involves par- 
care in its various phases and ramifications; and 


Council on Medical Care and to report its findings at the next Clinical 
Meeting in Miami, Fia., in December, 1954. 


REPORT OF REFERENCE COMMITTEE ON 
MISCELLANEOUS BUSINESS 


Dr. R. J. Azzari, Chairman, read the following report, which 
adopted: 


Board of Trustees be instructed by the House of Delegates to 


all these agencies whose purpose it shall be to coordinate and 
clarify these many health activities so that the overlapping and 
multiplicity of efforts which now exist at great and unnecessary 
expense of time and money may be avoided and the best interests 
of the public better served. 
No. 7. Resolutions on Care of Non-Service-Connected 
Disabilities of Veterans 
Dr. Charles H. Richardson Sr., for the 


delegation, 
introduced the following resolutions, which were referred to the 
Reference Committee on Insurance and Medical Service: 


medical 
Neo. 11. Resolution on Program of Benefits for Veterans 
Dr. Charles M. Hamilton, for the Tennessee delegation, pre- 
sented the following resolution, which was referred to the Ref- 
erence Committee on Insurance and Medical Service: 


if 


if 


’ part I, excepting disabilities which are 
covered by compensation laws or other forms of public liability; (c) That 
the ability to pay for such insurance coverage be determined on the 
basis of the taxable income of the veteran as determined for federal 
income tax purposes; (d) That the Congress of the United States determine 
the income level at which veterans would cease to be eligible for this 
benefit; (¢) That the insurance policy be renewable cach year on the same 
basis as the original; and (/) That the government, through existing 
agencies, issue checks to eligible veterans which are payable only for 
such insurance coverage and cashable only when signed by the veteran 
and countersigned by an insurance company that is approved by the 


REPORT OF REFERENCE COMMITTEE ON 
INSURANCE AND MEDICAL SERVICE 


resolutions, they both deal with methods of prepayment insur- 
ance, the premium to be paid by the government to cover the 
cost of medical and hospital care for veterans with non-service- 
connected disabilities. Therefore, your committee will report on 
them simultaneously. Your committee heard discussion on the 
subject of these resolutions for about two hours, and everyone 
present had an opportunity to express his viewpoints. In view 
of the fact that at the present time there is a very active and 
able committee on veterans’ medical care in the Council on Medi- 


AMENDMENTS TO THE CONSTITUTION 


Resolution No. 8 on Service Memberships was considered by 
your reference committee. Due to the interrelation of this reso- 
lution with resolution no. 3, your recommends that 
it be referred to the Board of Trustees. 


Dr. J. P. Culpepper Jr., Mississippi, introduced the following 
resolution, which was referred to the Reference Committee on 
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Wueatas, It is one of the cardinal purposes of the American Medical the public the adoption of the following program of benefits for veterans 
Association to be actively interested in the promotion of more and better to take the place of the present program of veteran medical care: 
medical care for the people of this country; and Part I. That the veterans who require hospitalization for the following 
Wheneas, It is the belief of the Oregon State Medical Society that the types of disabilities be eligible for services in veterans’ hospitals as at 
establishment within the American Medical Association of a Council on present: (a) service-<connected disabilities; (5) tuberculosis; (c) mental 
Medical Care, whose membership would be constituted of representatives iliness; (d) other forms of chronic iliness which require hospitalization 
from these groups all working cooperatively under the aid and assistance for more than 90 days; and (¢) disabilities in dispute as to whether 
of the American Medical Association towards better medical care for service-conmnected of not. 
our people, would be of inestimable value to the health of our nation; Part U1. (a) That a standard medical and hospital insurance policy be 
therefore be it made available, at government expense, to every veteran who is unable to 
Resolved, That the Oregon State Medical Society respectfully requests pay the premium cost of such coverage; (5) That the insurance coverage 
the House of Delegates of the American Medical Association to direct embrace all disabilities which are not eligible for admission to a 
the Board of Trustees to explore thoroughly the establishment of a 
The Oregon resolution proposing the establishment of a Coun- 
cil on Medical Care was thoroughly discussed. Your reference Director of Veterans Affairs. 
committee felt the designation of the proposed study group as 
proceed to establish a committee which shall make a brief study Dr. boo J. oe Chairman, submitted the following 
of all those groups presently engaged in the varied fields relative an ae ee a 
to the feasibility of there being created a coordinated group of Resolution No. 7 on Care of Non-Service-Connected Disa- 
bilities of Veterans, and Resolution No. 11 on Program of Bene- 
fits for Veterans.—While there is some difference in these two 
oy The house of delegates of the Medical Association of Georgia hereby cal Service, it is the opinion of your reference committee that 
instructs that the delegates of the Medical Association of Georgia to the the House of Delegates should disapprove resolutions no. 7 and 
American Medical Association present a resolution to the House of no. 11 
Delegates of the American Medical Association at its meeting in June, ' ; . 
1954, having to do with the treatment of veterans who have non-service- No. 8. Resolution on Service Memberships 
connected disabilities. This resolution shall include the following: Dr. W. Palmer Dearing, U. S. Public Health Service, intro- 
Resolved, First, for immediate action, that recommendations be made to duced the following resolution, which was referred to the Refer- 
change and improve existing legislation having to do with the medical and ence Committee on Amendments to the Constitution and Bylaws: 
hospital care of non-service<onnected disabilities, in order that (a) any ; 
veteran applying for admission to a Veterans Administration hospital Wueatas, The Bylaws of the American Medical Association provide 
because of a non-service-connected disability shall be admitted only after Service Ser Ge the Components 
he has si } a sworn statement that he is medically indigent, and (>) of the military services and the Public Health Service; and 
adequate investigation of such sworn statements be made and, in the event Wweatas, Said Service Memberships have been extended to medical 
of fraud, such will be prosecuted by the United States Government; and members of the reserve components serving on active duty with the 
be it further military services; and 
Resolved, Second, that favorable consideration be given a plan whereby SED Se 
medically indigent veterans with non-service-connected disabilities will be Service Guy Ge came pay and 
given medical and hospital care in their local communities; that a means and are subject to assignment transfers and changes of station to the same 
test which is i be 4 to determine such indigency; and that voluntary degree as reserve medical officers in the military services; therefore be it 
health insurance plans be used by federal government to provide such Resolved, That Reserve medical officers of the Public Health Service who 
are serving on active duty as such be extended Service Memberships in 
the American Medical Association on the same basis as said Service 
Memberships are extended to reserve medical officers on duty in the 
military services. 
REPORT OF REFERENCE COMMITTEE ON 
Whereas, It has been demonstrated that the policy adopted by the : AND BYLAWS 
House of Delegates in June, 1953, on the subject of veteran medical care, Dr. R. B. Chrisman Jr., Chairman, read the following report, 
has failed to receive favorable consideration by the Congress, by veterans which was adopted: 
or by the public; and 
Wheaetas, No evidence has been adduced which gives support to the 
idea that favorable consideration would ever be obtained; and 
eee No. 9. Resolution on Membership Procedures in 
Whereas, It has been demonstrated that the Committee on Veterans Security Risk Cases 
The American Medical Association is committed to the idea . o 
medical and hospital insurance is a satisfactory method of Wweeeras, The Secretary of Defense has recommended to the Congress 
costs of medical and hospital care, and that the wide use of that physicians in military service found, on valid evidence, to be security 
risks be discharged on the basis that their retention was not consistent 
with national security; and 
Whearas, Such persons have no place in a profession which has served 
the nation with unquestioned loyalty in war and peace throughout his- 
tory; now therefore be it 


Resolved, That the privilege of 
Association be permanently withheld from any physician whose discharge 
security of the United States through his willful action. 


REPORT OF REFERENCE COMMITTEE ON 
MISCELLANEOUS BUSINESS 


Dr. R. J. Azzari, Chairman, presented the following report, 
which was adopted: 

Resolution No. 9 on Membership Procedures in Security Risk 
Cases.—Your reference committee recommends that no action 
be taken at this meeting, but that the matter be referred to legal 
counsel for his opinion and report to the Board of Trustees. 


No. 10. Resolution on Reaffirmation of Policy on 
Veterans’ Medical Care 


Dr. J. P. Culpepper Jr., presented the following resolution, 
which was referred to the Reference Committee on Insurance 
and Medical Service: 


and efficiently implemented by council and staff action; and. 

conducted against the medical profession, 
the American Medical Association, and the principles of this program a 
campaign of attack by innuendo, misinformation, written and spoken 
Statements misrepresenting the position of medicine; and 
Whereas, There is now a need that the public at large understand the 
sincerity and unity of medicine in this program which ultimately secks 
the best, most complete medical care for all Americans; now therefore 
be it 
Resolved, That this policy, enunciated at the 102nd Annual Meeting, 
New York, is reaffirmed and that the Committee on Federal Medical 
headquarters staff members are commended for the of 
this program. 


REPORT OF REFERENCE COMMITTEE ON 
INSURANCE AND MEDICAL SERVICE 

Dr. Thomas J. Danaher, Chairman, read the following report, 
which was adopted: 

Resolution No. 10 on Reaffirmation of Policy on Veterans’ 
Medical Care.—In this resolution it is stated that the House of 
Delegates has adopted a policy on veterans’ medical care which 
has been officially implemented. Your reference committee rec- 
ommends that this resolution be approved the House of 
Delegates. 


No. 10-A. Resolution on Treatment of Service-Connected 
Conditions by the Veterans Administration 
Dr. J. P. Culpepper Jr., Mississippi, introduced the following 
resolution, which was referred to the Reference Committee on 
Insurance and Medical Service: 


Whereas, The American Medical Association has adopted a compre- 
hensive policy with regard to medical care for veterans by the federal 
government, and 


Wueaeas, There is a continuing concern by the medical profession that 
those veterans with conditions caused directly as a result of war service or 
whose conditions were actually aggravated by service receive the best 
possible care by the government; and 

Wheaetas, The position of the profession has been questioned in this 
respect; now therefore be it 

Resolved, That the services of such physicians who may serve on the 
consulting or attending staffs of Veterans Administration other 
than those employed on a fulltime or part-time basis be offered without 
charge to the government specifically for the care of service-connected 
conditions. 


REPORT OF REFERENCE COMMITTEE ON 
INSURANCE AND MEDICAL SERVICE 

Dr. Thomas J. Danaher, Chairman, read the following report, 
which was adopted: 

Resolution No. 10-A on Treatment of Service-Connected Con- 
ditions by the Veterans Administration.—According to in- 
formation given your committee by Veterans Administration 
authorities, it is apparently illegal for physicians who are not on 
paid staffs of the Veterans Administration, either full time or 
part time, to serve in such hospitals. In view of this information 
your committee recommends that the House of Delegates dis- 
approve this resolution. 


No. 11. Resolution on Program of Benefits for Veterans 


This resolution will be found following resolution no. 7, on 
page 1247. 
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No. 12. Resolution on Schools of Branches of the 
Healing Art 


Resolution no. 12 will be found following resolution no. 4, on 
page 1245. 


No. 13. Resolution on Hospital Accreditation 


Dr. William M. Skipp, Ohio, introduced the following reso- 
lution, which was referred to the Reference Committee on 
Medical Education and Hospitals: 

Whereas, The Joint Commission on of Hospitals has 
stipulated the requirement of having at least 16 meetings per year for 
each hospital department, four general staff that 
active staff attendance shall average at each meeting at least 75% of the 
active staff; active staff members shall attend 75% of staff meetings; 

Whereas, In order to meet this stipulated meeting attendance require- 
ment many physicians would have to limit their active staff membership, 

the remaining hospitals of their active attendance, 


deplet 

petent men, who will be forced to gravitate to larger hospitals; and 

Wueaeas, Multiple staff appointments promote professional unity in an 
afea, prevent schisms, and strengthen the county medical society; and 

Whereas, The strict enforcement of the hospital meeting attendance 
requirement will destroy the effectiveness of the county medical society, 
the basic unit of the American Medical Association; and 

Whereas, Investing authority for hospital mecting a 
disciplinary action in a national body encourages assumption of == 
by lay hospital boards in regulating staff meeting attendance to maintain 
accreditation; now therefore be it 


Resolved, That the House of Delegates of the American Medical 
Association request the Joint Commission on of Hospitals 
to take the following actions: 

(1) That the commission repeal the existing requirement concerning 
attendance at hospital staff meetings; (2) That the commission omit entirely 
from its regulations any requiremem for stafl meeting attendance as part 
of the hospital accreditation procedure; and (3) That the commission 
adopt the policy that the matter of attendance at staff meetings be left to 
the autonomy of the medical staff of the individual hospital. 


REPORT OF REFERENCE COMMITTEE ON MEDICAL 
EDUCATION AND HOSPITALS 


Dr. W. Andrew Bunten, Chairman, read the following report, 
which was adopted: 

Resolution no. 13 objecting to the requirements of excessive 
atténdance by the staff at meetings of the hospital staff was 
considered. It is the recommendation of your reference commit- 
tee that definitive action on this resolution be not taken by the 
House of Delegates but that the resolution be referred to the 
Joint Commission on the Accreditation of Hospitals for early 
consideration and such action as may be deemed appropriate. 


No. 14, Resolution on Representation of Nonuniversity- 
Affiliated 


Dr. W. P. Anderton, for the New York delegation, introduced 
the following resolution, which was referred to the Reference 
Committee on Medical Education and Hospitals: 

Whereas, Nonuniversity-affiliated hospitals render care to approxi- 
mately 80% of the patients in the United States, the university-connected 
hospitals caring for only about 20%; and 

Whereas, In the past there has been little, if any, 
the nonuniversity-affiliated on the Council on Medical Education 
and Hospitals of the American Medical Association or on its advisory 
committees; and 

Whereas, There is a serious problem of interns that involves all 
hospitals, and 

Whereas, This lack of representation of the vast majority of hospitals 
does not allow them to discuss their problems on an equal basis and is 
unfair and does not conform to medicine's interest in the public's health 
and welfare; therefore be it 


Resolved, That this House of Delegates go on record as approving 
equal representation on the Council on Medical Education and 
of the American Medical Association or its advisory committees of duly 


residency are involved. 


REPORT OF REFERENCE COMMITTEE ON MEDICAL 
EDUCATION AND HOSPITALS 
Dr. W. Andrew Bunten, Chairman, presented the following 
report, which was adopted: 
Resolution no. 14 calls for “equal representation on the Coun- 
cil on Medical Education and Hospitals . . . from both the 


counsel, and services; and 
Whereas, The strict enforcement of the attendance requirement will 
—— 
appointed and/or elected members from both the university-affiliated and 
nonuniversity-affiliated hospitals in which problems of internship and 
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university-affiliated and nonuniversity-affiliated hospitals.” Testi- 
mony heard by your committee indicated that it may be unwise 
to encumber the Board of Trustees or the House of Delegates 
with specific limitations in considering nominations and elections 
to the Council. It should be the aim of the Board of Trustees 
and the House of Delegates to appoint the most outstanding 
persons available to all its committees and councils. Your refer- 
ence committee recommends that resolution no. 14 not be 
adopted. 

No. 15. Resolutions on Retirement Benefits for Physicians 

in Armed Services 
Dr. Walter P. Anderton, for the New York delegation, intro- 


duced the following resolutions, which were referred to the 
Reference Committee on Medical Military Affairs: 


of armed service less than 20 years; and 
Wuereas, Most physicians enter the service at an age when other 
officers rank have already attained between & to 10 years’ 
longevity, by virtue of the fact that this amount of time is spent in 
physician training; and 
Whearas, Because of the above, a great injustice is done such physi- 
cians in all branches of the service, since many cannot attain 20 years 
satisfactory longevity toward retirement prior to the deadline of 60 years 
of age; and 
Wueaeas, 12 years’ prorated retirement would not cost the government 
any extra money; be it 


favoring a provision to the effect that physicians retired with 
pro rata benefits at the end of 12 years’ Toisas conden ond te & 
further 

Board of 


Resolved, That this House of Delegates strongly urge the 
Trustees of the American Medical Association to seek to have Public 
Law 810 amended as advocated in this resolution, 


REPORT OF REFERENCE COMMITTEE ON MEDICAL 
MILITARY AFFAIRS 


Dr. Bernard Klein, Chairman, read the following report, 
which was adopted: 

Resolution no. 15, entitled Retirement Benefits for Physicians 
in the Armed Forces, was reviewed and studied in detail. Your 
committee is in sympathy with the proposal embodied in the 
resolution. It is, however, forced to recommend that the reso- 
lution be not approved, for the following practical reasons: 1. 
The proposed legislation would be discriminatory. 2. It would 
be untimely in view of the current world situation. These factors, 
among others, make the possibility of passage of the legislation 
extremely remote. 


No. 16. Resolution on Principles of Medical Ethics 


Dr. Walter P. Anderton, for the New York delegation, pre- 
sented the following resolution, which was referred to the Refer- 
ence Committee on Miscellaneous Business: 
added to the Principles of Medical Ethics of the American Medical 
Association (new matter in italics): 

Sa > Section 4, “Advertising,” 
the new Section 4 will read as follows 

“Solicitation of patients, by a physician, by 
groups of physicians or by institutions or organizations is unethic 

by establishing an easily discernible and generally recognized distinc- 
on between him and the ethical physician. Among unethical practices 
are included the not always obvious devices of furnishing of inspiring 


they are an infraction of good taste and are disapproved. 

“The most worthy and effective advertisement possible, even for a young 
physician, especially among his brother physicians, is the establishment of 
a well merited reputation for professional ability and fidelity. This cannot 
be forced, but must be the outcome of character and conduct. The 
publication or circulation of simple professional cards is approved in 
some localities but is disapproved in others. Disregard of local customs 
and offenses against recognized ideals are unethical. 

“lt should be understood that any medical care plan, company, or 
organization which advertises for subscribers and directs such subscribers 
to a restricted panel of physicians jor medical care is advertising for the 
benefit of the physicians involved.” 

In Chapter VII, Section 3, in the first paragraph, insert the words 
“duly licensed” before the word “Physician,” and before the word 
“physicians.” 

Also, it is recommended to add a new sentence to the second para- 
gtaph of Chapter VII, Section 3. Section 3, “Contract Practice,” will 
then read: 
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“Contract practice as applied to medicine means the practice of medicine 
under an between a duly licensed physician or a group of duly 
licensed physicians, as principles or agents, and a corporation, organization, 
political subdivision or individual, whereby partial or full medical services 
are provided for a group or class of individuals on the basis of a fee 
schedule, or for a salary or for a fixed rate per capita. 


“Contract practice per se is not unethical. Contract practice is unethical 
if it permits of features or conditions that are declared unethical in these 


cian,” be altered to read: 


for occupational disability. 


Furthermore, add to Chapter VII a new section. 


“PRORATION OF FEES” 


“Sec. 7.—It is not unethical for a fee to be prorated between two or 
more physicians when such physicians actively participate im the rendering 
of medical and/or surgical care, and the fee therefor be commensurate 
with the services rendered; and the patient to whom such care shall have 
been rendered, shall be advised of the participation and of the distribution 
of the fee through an itemized combined statement or separate statements. 


where a contracted fee payment for a service has been made by an 
insurance company.” 


REPORT OF REFERENCE COMMITTEE ON 
MISCELLANEOUS BUSINESS 

Dr. R. J. Azzari, Chairman, submitted the following report, 
which was adopted: 

Resolution No. 16 on Principles of Medical Ethics.—In the 
discussion before your reference committee on this resolution, 
it became apparent to the committee that clarification and in- 
terpretation of the Principles of Medical Ethics in relation to 
prepaid medical care plans are desirable. As set forth in the 
Bylaws, the Judicial Council has jurisdiction on all questions of 
medical ethics. Therefore, your reference committee recom- 
mends that the House of Delegates request the Judicial Council 
to exercise the discretion given to it in Chapter XI, Section 10, 
paragraph S of the Bylaws of the Association and, under the 
authority thus granted, investigate the relations of physicians to 
prepaid medical care plans, render such interpretations of the 
Principles of Medical Ethics as the Council deems necessary, 
and report to the House of Delegates not later than the next 
annual meeting of the Association. Your committee further 
recommends that the New York resolution be referred to the 
Judicial Council for consideration in connection with this 
investigation. 

No. 17. Resolution on Relations Between Physicians and 

Osteopaths 


Resolution no. 17 will be found following resolutions 4 and 
12, on page 1246. 


No. 18. Resolution on Establishment of Council on 
Insurance 


Dr. C. M. Hamilton, for the Tennessee delegation, introduced 
the following resolution, which was referred to the Reference 
Committee on Insurance and Medical Service: 

Wreaetas, For a number of years the American Medical Association as 
a part of its announced program has urged the public to participate in 
prepaid insurance programs, to aid im the payment of hospitalization, 
and or the payment of physicians’ fees; and 

Wheatas, The American Medical Association has for many years 
hospitals, etc; and 


causes deterioration of the quality of the medical services rendered. A 
contract with a hospital, organization, or political subdivision which is 
supported in whole or in part by public junds or by solicitation of private 
subscribers, to diagnose and treat patients, is ethical only when such 
diagnosis and treatment is for a patient who is a public charge.” 

It is recommended that Chapter VII, Section 4, “Free Choice of Physi- 

“The right of the patient freely to choose his doctor must be preserved 
and maintained. Nothing in any individual or group method or practice 

Wueaeas, Title 111, Public Law 810, does not provide retirement benefits must be permitted to interfere with this right. 

“Free choice of physician is defined as the unrestricted freedom of a 
patient to choose his own physician. The interjection of a third party 
who has a valid interest, or who intervenes between the physician and 
the patient does not per se cause a contract to be unethical. A third 
party has a valid interest when, by law or volition, the third party 
assumes legal responsibility and provides for the cost of medical care and 
indemnity 
being cither on an indemnity or a per capita basis, a requirement restrict- 
ing choice of physician to either the individual or group practitioners 
under contract vitiates the subscriber's right to free choice of physician. 

or group or institution has been, or is, concerned. Self laudations defy 
the traditions and lower the moral standard of the medical profession; 


REPORT OF REFERENCE COMMITTEE ON INSURANCE 


No. 19. Resolution on Allocation of Funds 
Dr. C. M. Hamilton, for the Tennessee delegation, presented 
the following resolution, which was referred to the Reference 
Committee on Miscellaneous Business: 


Whereas, Physicians of the various states and 
the American Medical Association contribute 
in annual dues to the American Medical Association; and 


Wheatas, The American Medical Association has contributed many 
thousands of dollars to the National Foundation for Medical Education; 
and 


Whereas, The funds of said Foundation are donated to medical schools, 
tax-supported medical schools; now therefore be it 


Resolved, By the House of Delegates of the American Medical Asso- 
ciation that the Board of Trustees of the Americ 


REPORT OF REFERENCE COMMITTEE ON 
MISCELLANEOUS BUSINESS 


Dr. R. J. Azzari, Chairman, presented the following report, 
which was adopted: 

Resolution No. 19 on Allocation of Funds.—Inasmuch as 
the funds now collected by the American Medical Education 
Foundation are insufficient to even meet the needs of medical 
schools, it does not seem feasible to your committee that these 
same funds should be allocated to other purposes. Your com- 
mittee recommends disapproval of the resolution. 


No. 20 


The Speaker announced that resolution no. 20 had been 
withdrawn. 


No. 21. Resolutions on Armed Forces Medical Library 


Dr. Raymond T. Holden, for the District of Columbia dele- 
gation, introduced the following resolutions, which were referred 
to the Reference Committee on Legislation and Public Relations: 

Wheartas, The Armed Forces Medical Library, established in Wash- 
ington over 100 years ago as the Surgeon General's Library, has long 
since become the greatest medical library in the world; and 

Whereas, The irreplaceable collections of the Armed Forces Medical 
Library are now housed in a 67-year-old building totally unsuitable for 
the purpose by reason of its inadequate size, poor state of repair, suscepti- 
bility to fire hazard, and general inadaptability to efficient operation; and 

Whereas, The Armed Forces Medical Library serves not only all govern- 
ment departments but also the entire medical profession of the United 


i 


tion has been telephone seminars and tape-recorded 

lectures as a means of opportunities for 

postgraduate 

Whereas, The Medical Association, through its Council on 
and with permission of the speakers, first 


has ; and 
w The use of tape-recorded material is fast becoming a 
popular means of educ the Indiana library, 


welcomed by other physicians of 
is 


Resolved, That the Council on Scientific Assembly report its findings 
and recommendations to the House of Delegates at the Clinical Mecting 
to be held in Miami, Fia., in 1954, 


REPORT OF REFERENCE COMMITTEE ON SECTIONS 
AND SECTION WORK 


Dr. Willard A. Wright, Chairman, presented the following 
report, which was adopted: 

The resolution introduced by Dr. Wendell C. Stover for the 
Indiana State Medical Association regarding the recording of 
scientific lectures by the Council on Scientific Assembly of the 
American Medical Association reports a gratifying experience 
in the use of tape recordings made at the meetings of the Scien- 
tific Assembly as a medium for education, and requests the 
Council on Scientific Assembly to make a study of the more 
extensive use of this medium. Dr. Henry R. Viets, Chairman of 
the Council on Scientific Assembly, appeared before your refer- 
ence committee and stated that the Council was currently in- 
terested in this proposal and would be glad to undertake such 
a study. Your reference committee recommends the adoption 
of this resolution authorizing the Council on Scientific Assembly 
to conduct a thorough study of the use of tape recordings of the 

ial presented at the meetings of the Scientific 
and to present a report at the meeting. 
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Wuereas, Many practicing physicians believe that the prepaid insurance Resolved, That the House of Delegates of the American Medical Asso- 
program is or will be jeopardized by the lack of uniformity of the insur- ciation, in convention assembled, reiterate its belief that a new building 
ance policies written by the various companies and nonprofit associations, for the Armed Forces Medical Library is of paramount importance to 
by the claims made in the published advertisements of these policies, by the best interests of American medicine and the health of our country, 
the false impressions given by some agencies selling the policies, and by and calls on the appropriate agencies of our government to give immediate 
the failure of the public to read and/or understand the policies they buy; Priority to this most important project; and be it further 
now therefore be it Resolved, That the Board 
Resolved, By the House of Delegates of the American Medical Asso- of this resolution to the 
ciation that a council on insurance is hereby created to study this problem, the Senate, the Speaker of 
to establish standards which are fair to the public and to the insurance of the Appropriations C 
companies alike, and to provide for a seal of approval on all policies sentatives, the Chairmen of 
meeting these standards so that the practicing physician may be inteili- and House of Representativ, 
gently advised on acceptable insurance programs. and the Secretary of Defense; and be it further 
ot 
support of 
AND MEDICAL SERVICE means, the accomplishment of the intent of this resolution. 
Dr. Thomas J. Danaher, Chairman, read the following report, REPORT OF REFERENCE COMMITTEE ON LEGIS- 
adopted: LATION AND PUBLIC RELATIONS 
Resolution No. 18 on Establishment of Council on Insurance. ins! , , : 
—This resolution is in reference to the establishment of a w.... ph dwg » Chairman, the following report, 
council on insurance. Your committee believes that the function ‘ 
of such a council is already being accomplished by the proper Resolution No. 21 on Armed Forces Medical Library.—Y out 
committees and councils of the American Medical Association reference committee has given thoughtful consideration to the 
already in existence. Your committee recommends that the content of this resolution and hereby approves of the resolution. 
House of Delegates disapprove this resolution. No. 22. Resolutions on Recording of Scientific Lectures 
Dr. Wendell C. Stover, for the Indiana delegation, introduced 
the following resolutions, which were referred to the Reference 
Committee on Sections and Section Work: 
Whereas, For the past three years the Indiana State Medical Associa- 
ies comprising 
of dollars 
during the 1952 Chicago meeting for use in a loan library; and 
i value of tape recordings of scientific presentations for loan to physicians 19 
projects sponsored by the various constituent associations of the American composed of nearly 200 hours of scientific presentations, is now circulat- 
Medical Association, which projects are philanthropic and educational in ing scientific material at an average rate of 65 programs per month, 199 
nature, or are established for the purpose of promoting public relations such programs having been requested during the three-month period just 
for the medical profession. ended: and 
Wueaeas, The Indiana State Medical Association feels this service has 
national possibilities and would be the 
nation; now therefore be it 
Resolved, That inasmuch as the the 
parent organization of all physicians of the nation, and is looked upon 
to lead in all progressive steps to further dissemination of scientific 
knowledge, this House of Delegates does hereby instruct the Council on 
Scientific Assembly to undertake a study whereby the American Medical 
Association would cause the scientific presentations made during its 
meetings to be recorded and made available as a service of the Associa- 
tion to individual physicians of component medical organizations on 
request; and be it further 
being carried on by our profession would be impracticable; and 
Wheaeas, The Secretary of Defense has issued a memorandum desig- 
mating the Secretary of the Navy as responsible agent for planning, 
budgeting, design, and construction of a new building for the Armed 
Forces Medical Library, and has designated the site of the proposed ; 
building as the National Naval Medical Center; therefore be it 


Vol. 155, No. 14 


No. 23. Resolutions on Essentials of an Approved Internship 
Dr. James Q. Graves, for the Louisiana delegation, introduced 
the following resolutions, which were referred to the Reference 
Committee on Medical Education and Hospitals: 


Whereas, The report of the Advisory Committee on Internships to the 
Education and Hospitals of the American Medical 
Association dated Nov. 15, 1952, and the Essentials of an Approved 


the 
on Medical Education and Hospitals, to the chairman and members of the 
State medical society throughout the country 


REPORT OF REFERENCE COMMITTEE ON MEDICAL 
EDUCATION AND HOSPITALS 
Dr. W. Andrew Bunten, Chairman, read the following report, 
which was adopted: 
Resolution no. 23 dealing with certain details of internships 
was considered along with the report of the Ad Hoc Committee 


that resolution no. 23 be not adopted at this 


No. 24. Resolutions on Schools of Nursing 


Dr. Harlan English, for the Illinois delegation, presented 
following resolutions, which were referred to the Reference Com- 
mittee on Hygiene, Public Health, and Industrial Health: 

Wueneas, It has come to the atiention of the Council of the Illinois 
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REPORT OF REFERENCE COMMIJTEE ON HYGIENE, 
PUBLIC HEALTH, AND INDUSTRIAL HEALTH 


Dr. Charles L. Farrell, Chairman, presented the following 
report, which was adopted: 

Resolution No. 24 on Schools of Nursing. —Your reference 
committee approves the resolution in principle. 


No. 25 Resolutions on Medical Fund Drives 

Dr. Harlan English, for the Illinois delegation, introduced the 
following resolutions, which were referred to the Reference Com- 
mittee on Miscellaneous Business: 

Wheatas, The basis of good medical care is the well-trained, general 
physician whose training requires medical educational institutions well 

Wonanas, The medical schools of the eation are tn dire need of general 
funds, not especially carmarked, to maintain their educational and re- 


i 


2 
z £ 


REPORT OF REFERENCE COMMITTEE ON 
MISCELLANEOUS BUSINESS 


Dr. R. J. 
was 


Secsiotien No. 25 on Medical Fund Drives.—Your reference 
committee approval of the first resolve of the resolu- 
tion and recommends deletion of the second resolve since the 


recommendation of the active staff (Article Il, A3a); and 


has no code of ethics comparable to that of the American Medical Asso- 


Hos- 
Standards,” 


Internship prepared by the Council on Medical Education and Hospitals 
of the American Medical Association, dated Nov. 15, 1952, and revised 
Dec. 4, 1952, stipulate that approved internships can be conducted only in 
hospitals in which the educational benefits are considered of paramount 
importance, and the service benefits to the hospital are secondary; and 
Wueaeas, The Council on Medical Education and Hospitals in its con- 
cept is trying to make the internship a fifth year of medical education 
instead of a year or more of medical practice under supervision; and 
Wuearas, Only hospitals having a capacity of at least 150 beds, exclu- 
sive of bassinets and a minimum of 5,000 annual admissions would be 
accepted for approval; and 
The establishment and enforcement of these regulations con- 
stitutes regimentation of the medical profession, and is an encroachment Wueatas, The medical profession has set up in the American Medical 
on the individual rights and privileges of practicing physicians; therefore Education Foundation a means by which financial aid to medical schools 
be it can be furnished equitably: and 
Resolved, That the Louisiana State Medical Society instruct its delegates —— There are many organizations 
to the American Medical Association to express, on the floor of the House imor 
of Delegates at the June, 1953, mecting of the American Medical Asso- w 
ciation, this Society's objection to these essentials, and recommend that ond 
the previous action of the House of Delegates of the American Medical 
Association with regard to the Essentials of an Approved Internship be R 
revoked; and be it further aa 
Resolved, That copies of these resolutions be sent to cach member of A 
the House of Delegates of the American Medical Association, the Presi- sche 
dent and Secretary of the American Medical Association, the chairman R 
directed to this matter through the usual channels with a view to imple- 
mentation of the same. 
on Internships. In view of the fact that the Ad Hoc Committee can Medical Association. 
on Internships is working on this problem your reference com- 
recomencnde 
Dr the 
me. following resolutions, which were referred to the Reference Com- 
ee mittee on Medical Education and Hospitals: 
Wueatas, The Standards for Hospital Accreditation promulgated by 
the govern- 
ical staff, on 
Wueatas, The “governing body” in the majority of instances is com- 
State Medical Society, through reports of its councilors and the report of posed of lay persons of diversified vocations and occupations, totally un- 
the Committee on Nursing as published in the handbook of official re- related to any branch of medicine and possessing no medical training, and 
ports, that the small schools of nursing in Illinois are in jeopardy; and f 
were 80 approved schools of nursing in Iilinocis in 1953 and only 78 ciation that remotely qualifics them to pass judgment, without recourse, 
approved schools in 1954; and on any member of the medical staff of hospitals; and 
Wweneas, Very few professional nurses (R. N.) trained in universities Wheatas, The governing body, without announcing any reason what- 
and in large metropolitan hospital schools of nursing filter back to the soever or based merely on the whim or caprice of any of its members, 
rural areas; and may refuse to approve af appointment or reappointment recommended by 
Whueaetas, The shortage of professional nurses icularly in the al 
areas will become extremely acute if this trend panne A “ai Wueatas, The career of a stafl member may be ended of seriously 
, ‘ suffer by his failure to secure a recommended reappointment and it is 
ae, yee of — nurses and — — in ~ equitable that he be judged by his peers on the active staff; and 
emailer rural hospitals will not adequately compe sate for the numeric Wueatas, The recommendations of the active staff, which is charged 
~Y in ogy a : the trend continues to close the small schools with the quality of medical care and the maintenance of ethical standards 
nursing, e (Article Il, Al), should be concurred in; and 
Resolved, That the house of delegates of the Illinois State Medical Weatas, It is necessary to amend the above Standards to effectuate 
is extremely the = the purpose of this resolution; now therefore be it 
wishes to ‘ee of practical Resolved, That the South Chicago branch of the Chicago Medical So- 
wishes to aid in the establishment of additional schools, it strongly urges ciety approves the following amendments (proposed) to the Standards for 
that everything possible be done to keep our present hospital schools of 
nursing, and that we exhaust every means to obtain more hospital schools 
and to increase the enrollment in these line thereof, after the word “appointment” the following: “and reappoint- 
. ment," (3) Add to Article Il, Ada, the following: “If the governing body 
Resolved, That a copy of this resolution be sent to the Governor, the refuses to approve any recommended appointment or reappointment, it 
Hon. William G. Stratton, and to the superintendent of the Department shall transmit its reasons in writing therefor to the active staff;" and be 
of Registration and Education, the Hon. Vera Binks; and be it further it further 
Resolved, That a suitable resolution expressing these principles be pre- Resoived, That this resolution be presented to the Chicago Medical 
pared and presented to the House of Delegates of the American Medical Society for its consideration and, on approval, be presented to the Illinois 
Association urging its favorable consideration of these recommendations. State Medical Society for approval and further presentation to the House 


of Delegates of the American Medical Association, with a request for 
early presentation by the representatives of the American Medical Associ- 
ation on the Joint Commission on Accreditation of Hospitals for inclusion 
of the above amendments to the Standards for Hospital Accreditation. 


REPORT OF REFERENCE COMMITTEE ON MEDICAL 
EDUCATION AND HOSPITALS 


Dr. W. Andrew Bunten, Chairman, read the following report, 
which was adopted: 

Resolution no. 26 deals with the problem of hospital staff 
appointments. Your reference committee is of the opinion that 
the vast majority of hospital trustees are highly respected, public- 
spirited citizens who are sacrificing a good deal of time, moncy, 
and energy to perform what in many instances is a thankless job. 
While your committee cannot recommend approval of this resolu- 
tion as written, it realizes that in a few instances there have been 
local situations involving what appears to have been arbitrary 
action by a hospital board of trustees. For this reason your com- 
mittee recommends that the subject matter encompassed in 
resolution no. 26 be referred for consideration to the Joint Com- 
mission for the Accreditation of Hospitals. 


No. 27. Resolution on Foreign Graduates 


Dr. Harlan English, for the Illinois delegation, introduced the 
following resolution which was referred to the Reference Com- 
mittee on Medical Education and Hospitals: 


Whreaetas, It is the present policy of the United States government to 
admit into this country several hundred thousand of displaced persons 
from all over the world and from many areas that have not had an im- 
migration quota and included are a large number of forecign-trained 
physicians about whose ability little is known; and 

Wreetas, Most foreign medical schools have not provided and currently 
cannot provide the pattern of medical education that is regarded every- 
where in this country as minimal, and forcign graduates in most instances 
have had no real training in the basic sciences of the clinical instruction 
$0 Necessary in our concept of the proper training of the physician; and 


Wueatas, If large numbers of these foreign-trained physicians without 


in this country for the next several decades; and 


Wweatas, The United States, for its own welfare, must mainiain the 
highest quality of medical practice in all its phases in order to provide 
the American people with what they now have, medical care not excelled 
anywhere in the world; therefore be it 

Resolved, That the Illinois State Medical Society instruct its delegates 
to the American Medical Association to introduce and press for adoption 
a resolution directing the Council on Medical Education and Hospitals 
of the American Medical Association to withhold approval of any insti- 

that accepts for intern or resident training forecign-trained physi- 


No. 38. Resolution on Foreign Graduates 


Dr. Paul D. Foster, for the California delegation, presented 
the following resolution, which was referred to the Reference 
Committee on Medical Education and Hospitals: 

Whereas, It is the present policy of the United States government to 


immigration quota and included are a large number of forcign-trained 
physicians about whose ability little is known; and 

Whereas, Most foreign medical schools have not provided and currently 
cannot provide the pattern of medical education that is regarded every- 
where in this country as minimal, and foreign graduates in most instances 
have had no real training in the basic sciences or the clinical instruction 
$0 necessary in our concept of the proper training of the physician; and 

Whreaeas, If large numbers of these forcign-trained physicians without 
proper basic professional education enter into the practice of medicine in 
the United States, it inevitably will lower the level of medical practice in 
this country for the next several decades; and 

Werearas, The United States, for its own welfare, must maintain the 


highest quality of medical practice in all its phases in order to provide the’ 


American people with what they now have, medical care not excelled in 
the world; therefore be it 

Resolved, That this House of disapprove intern or resident 
training of foreign-trained physicians who are ineligible for licensure in 
the United States, except those bona fide foreign graduates selected for 
training in this country who are in this country under visitors’ visas and 
who return to their own countries at the termination of said training. 
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No. $4. Resolution on Competence of Foreign Medical 
School Graduates 


Dr. Creighton Barker, Connecticut, introduced the following 
resolution, which was referred to the Reference Committee on 
Medical Education and Hospitals: 


of the large number 

of foreign medical school graduates who will enter the United States 

during the next two year immigration quota, and since the medical boards 

are confronted with great difficulty in determining the satisfactory educa- 

tional competence of said foreign medical school graduates and, further, 
of 


Resolved the American Medical cooperation with 
the Federation of State Medical Boards, the Council on Medical Educa- 
tion and and the Association of American Medical Colleges, 


devise and develop a 


REPORT OF REFERENCE COMMITTEE ON MEDICAL 
EDUCATION AND HOSPITALS 


Dr. W. Andrew Bunten, Chairman, read the following report, 
which was adopted: 

Supplementary Report of Board of Trustees “O” on Report 
of Committee on Evaluation of Foreign Medical School Gradu- 
ates, and Resolutions No. 27, 38, and 54.—Much of your refer- 
ence committee's time was devoted to the supplementary report 
of the Board of Trustees “O” and resolutions no. 27, 38, and 
54, from Illinois, California, and Connecticut, concerning for- 
eign medical graduates. Helpful information was presented by 
representatives of the various state medical societies, state medi- 
cal licensing boards, members of the Council on Medical Educa- 
tion and Hospitals, and others. It is the recommendation of your 
reference committee that the intent and aims of this supple- 
mentary report and the three resolutions can best be met by 
referring the entire problem to the Council on Medical Education 
and Hospitals for further study. It is recommended that the 
Council report at the interim session in 1954 regarding the 
progress relative to this study. 

Your committee recommends that this conclusion be sub- 
stituted for the supplementary report of the Board of Trustees 
and resolutions no. 27, 38, and 54. 


No. 28. Resolutions on Relations Between Medicine and 
Osteopathy 


Resolution no. 28 will be found following resolutions no. 4, 
12, and 17, on page 1246. 


No. 29. Resolution on Physicians in Military Service 

Dr. Eustace A. Allen, for the Georgia delegation, presented 
the following resolution, which was referred to the Reference 
Committee on Medical Military Affairs: 

Whereas, The number of physicians in certain areas of the United 
States is still below the needs of the populace; and 

Wheaeas, The physicians being drafted into the military service during 
peacetime have a right to expect their medical abilities to be used to 
the fullest advantage commensurate with their education and training and 


Whereas, There is no greater waste of medical ability than the assign- 
ment of military physicians to recruiting duty as examining medical 
officers for the United States Navy, because these routine examinations 
could readily be done by local physicians including many former Navy 
medical officers; therefore be it 

Resolved, That the Secretary of Defense and Surgeon General of the 
Navy be requested to discontinue their policy of wasting medical man- 
power through the assignment of service physicians to the duty of 
conducting physical examinations for recruiting stations. 


REPORT OF REFERENCE COMMITTEE ON 
MEDICAL MILITARY AFFAIRS 


Dr. Bernard Klein, Chairman, submitied the following report, 
which was adopted: 

Resolution No. 29 on Physicians in Military Service.—Y our 
reference committee is in accord with the intent of the resolution 


only after 40 years of progressive efforts on the part of the American 
Medical Association, the Council on Medical Education and Hospitals. 
the Association of American Medical Colleges, and the Federation of 
State Medical Boards, information at hand reveals in the next two year 
immigration quota some 11,000 foreign medical school graduates will enter 
the United States; therefore be it 
Re pian to determine and evaluate the educational 
competence of said foreign graduates for admission to licensing examina- 
tions of the various state boards of the United States, the District of 
Columbia, and the territories of the United States. 

the United States, it inevitably will lower the level of medical practice 

bona fide forcign graduates selected for training in this country and who 

return home at the termination of said training. 

admit into this country several hundred thousands of displaced persons 

from all over the world and from many areas that have not had an 
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but recommends that the following substitute resolution, em- 
bodying the same basic principles, be adopted, as follows: 
Whereas, Physicians being drafted into the military service during 
Peacetime should expect their medical abilities to be used to the fullest 
advantage commensurate with their education and training; and 


Whereas, Routine physical examinations could readily be done by 
local physicians; therefore be it 

the Navy be requested to discontmue the policy of ay og Bee 
recruiting 


No. 30. Resolution on Accreditation of Small Hospitals 
Dr. Spencer A. Kirkland, for the Georgia delegation, intro- 
duced the following resolution, which was referred to the Refer- 
ence Committee on Medical Education and Hospitals: 
Wweaeas, The Joint Commission on the Accreditation of Hospitals 
—_ done an excellent job maintaining high standards in large hospitals; 


iit for smater howptas under 100 bets main 
tain this high level of standardization; and 


Whenrtas, The smaller hospital's inability to meet the requirements is 

such personnel when ava : therefore be 

gate and set up a system of standardization for smaller hospitals in 
keeping with their general size, personnel, and facilities. 

REPORT OF REFERENCE COMMITTEE ON 
MEDICAL EDUCATION AND HOSPITALS 

Dr. W. Andrew Bunten, Chairman, submitted the following 
report, which was adopted: 

Your reference committee recommends that resolution no. 30 
on the accreditation of small hospitals be referred to the com- 
mittee of the Joint Commission on Accreditation of Hospitals 
which has been appointed to study this problem. 

No. 31. 

The Speaker announced that serene no. 31 had been 
withdrawn. 

No. 32. Resolutions on Dr. Fred Wharton Rankin 


Dr. Clark Bailey, Kentucky. read the following resolutions, 
which were adopted by a unanimous, standing vote: 


making innumerable contributions to the and skills of this 


field; and 
Wuertas, Dr his service as 
president of the American Surgical Association in 1949 and as president 
of the American College of Surgeons in 1954; and 

1 to 


Wuestas, Dr. Rankin throughout his life provided precept and example 
worthy of emulation by his colleagues within the medical profession; 
now therefore be it 

Resolved, That the House of Delegates of the American Medical Asso- 
ciation gratefully acknowledge and affirm its deep appreciation for Dr. 
Fred Wharton Rankin's unsparing work as physician, teacher, and medical 
leader, and his everlasting gifts to his fellow man; and be it further 

Resolved, That this resolution be made a part of the permanent record 


that a copy be sent to Mrs. Mayo Rankin of Lexington, Ky., the bereaved 
widow, assuring her of our sincerest sympathy in the loss that the entire 
medical profession all over the nation shares with her. 


No. 33. Resolution on Hotel Accommodations for Officials 
of Constituent Associations 
Dr. John F. Burton, Oklahoma, introduced the following 
resolution, which was referred to the Reference Committee on 
Miscellaneous Business: 


Wrestas, The American Medical Association is desirous of the active 
support and cooperation of its constituent state associations’ members, and 


PROCEEDINGS OF THE SAN FRANCISCO MEETING 


Wuereas, It has actively solicited and encouraged the attendance of 
elective officers of the member state associations at the meetings of the 
American Medical Association; and 


Wwraras, These officials greatly enjoy attending meetings of the Ameri- 
can Medical Association but are now being denied that privilege due to 
inability to secure hotel accommodations; therefore be it 


Resolved, That the American Medical Association Board of Trustees 
instruct the Secretary of the American Medical Association to make 
provisions for these officials’ accommodations and not leave it 

to the discretion of the Local Committee on Arrangements. 


REPORT OF REFERENCE COMMITTEE ON 
MISCELLANEOUS BUSINESS 


Dr. R. J. Azzari, Chairman, read the following report, which 
was adopted: 

Resolution No. 33 on Hotel Accommodations for Officials of 
Constituent Associations.—Your reference committee considers 
this resolution too far reaching, but recommends that the difficul- 
ties encountered as set forth in the resolution be given appropri- 
ate attention by the Board of Trustees. 


No. 34. Resolution on the “Doctor Draft” 


Dr. Paul D. Foster, for the California delegation, introduced 
the following resolution, which was referred to the Reference 
Committee on Medical Military Affairs: 

Whereas, National defense must continue to be paramount in the minds 
of the medical profession; and 

Whereas, The science and profession of medicine is absolutely essential 
in national defense; and 

Whereas, In the past and until very recently, —— 
personnel needs have been met on a voluntary basis 

medical personnel needs must be met by draft; and 

Whereas, Any system of drafting medical officers cannot be as valuable 
in defense as a voluntary system; and 

Whereas, Any medical reserve officer program heretofore instituted has 
not given the reserve officer an even break in his training to assume 
military responsibility; and 

Wurereas, It is the duty of the American Medical Association to point 
the way to a long-term medical defense policy; therefore be it 

Resolved, That this House of Delegates approve a program which will 
tend to achieve the following: (1) Institute a long-term 


the future discriminatory draft of medical personnel; (3) Aid 
the services in ishment of realistic military educational programs 
which will prepare the medical reservist for greater usefulness in national 
defense in time of need; (4) Eliminate of the promotional 
system for medical reservists; and (5) Set up committees and other 
permanent to carry out a study and to institute the proper 


REPORT OF REFERENCE COMMITTEE ON MEDICAL 
MILITARY AFFAIRS 


Dr. Bernard Klein, Chairman, presented the following report, 
which was adopted: 

Resolution No. 34 on the “Doctor Draft.”—This resolution 
was considered by your reference committee. It is the opinion 
of your committee that the subject matter of the resolution is 
so complicated and involved that it should be referred to the 
Council on National Defense for exhaustive study in order to 
determine the possibilities of increasing the attractiveness of the 
military reserves and the National Guard for physicians. 


No, 35. Resolutions on Judicial Power of American 
Medical Association 
Dr. Paul D. Foster, for the California delegation, introduced 
the following resolutions, which were referred to the Reference 
Committee on Amendments to the Constitution and Bylaws: 


Wuereas, The Judicial Council frequently has presented to it for deci- 
sion controversies between contending parties or is asked for and gives its 
> ae on matters with respect to which there are differences of view; 


a The full hearings of both parties to a controversy is essential 
to a just determination of it and full cognizance of all views is essential 
to the expression of sound opinion and it is desirable that there should 
be equal opportunity for all interested persons to be heard; and 

Wheaetas, Interpretation of ethical principles of general application 
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American Medical Association relative to the medical reserve components 
of the services, including the National Guard; (2) Make an extensive studv 
HEREAS, In Passing . Fr rion Kankin of Lexington, of the possibility of so increasing the attractiveness of the medic 
Ky.. on May 22, 1954, the nation lost one of its most distinguished reserves and the National Guard that their enlargement will help eliminate 
citizens and the medical profession of the world suffered an immeasurable 
loss; and 
of medicine as an inspiring teacher will likewise substantially influence ee 
the high quality of care of people of the world for generations to come; 
and 
Wueaetas, Dr. Rankin’s work as Chief Consulting Surgeon to the 
armies of the United States, with the rank of brigadier general, during 
World War II was instrumental in the enormous reduction in mortality 
and morbidity consequent to World War Il; and 
Wueaetas, Dr. Rankin, as President of the American Medical Associa- 
tion in 194) provided distinguished leadership for the medical profession 
in its efforts to meet the unprecedented demands created by World 
War Il; and 


Resolved, That Division Three, Chapter XI, Section 10 (A) (1) be and 
hereby is amended to read as follows: 


effective; (6) No opinion ( decision of specific controversies under 
paragraph (a) above) shall be rendered by the Judicial Council until at 
least 60 days after the request for opinion (or the tentative opinion if 
no request has been made) shall have been published in Tue Jovuanat of 
the American Medical Association for two consecutive issues. Any mem- 
ber of the American Medical Association or a designated representative 
may present his views on such matter to the Judicial Council in writing, 
and, if any constituent or component society so requests, hearing shall 
be held at which any recognized medical society which desires it 

be heard by a representative of its choice.” 


REPORT OF REFERENCE COMMITTEE ON AMEND- 
MENTS TO THE CONSTITUTION AND BYLAWS 


Dr. Paul D. Foster, for the California delegation, presented 
the following resolutions, which were referred to the Reference 
Committee on Medical Military Affairs: 


Wueaeas, The present law governing civil defense expires June 10, 1954, 
and there is great need for reorganization; and 


member of the Joint Chiefs of Staff 


REPORT OF REFERENCE COMMITTEE ON 
MEDICAL MILITARY AFFAIRS 


Dr. Bernard Klein, Chairman, read the following report, 
which was adopted: 

Resolution No. 36 on Civil Defense was considered by your 
reference committee. In view of the tremendous importance of 
the proposal that the Federal Civil Defense Administration be 
abolished and that its function be transferred to the Department 
of Defense, and since the American Medical Association has not 
as yet had an opportunity to study fully this complex matter, it 
is the recommendation of your committee that this resolution be 
referred to the Council on National Defense for study and for 
recommendation to the Board of Trustees. 


No. 37. Resolution on Hospital Residencies 
Dr. Paul D. Foster, for the California delegation, introduced 
the following resolution, which was referred to the Reference 
Commitiee on Medical Education and Hospitals: 


withdrawing approval of one year oe Te 


REPORT OF REFERENCE COMMITTEE ON MEDICAL 
EDUCATION AND HOSPITALS 


recommends that no action be taken in regard to this resolution. 


No. 38. Resolution on Foreign Graduates 
Resolution No. 38 will be found following resolution No. 27 
on page 1252. 


No. 39. Resolution on Prepaid Medical Cost Insurance 


Dr. Paul D. Foster, for the California delegation, submitted 
the following resolution, which was referred to the Reference 
Committee on Insurance and Medical Service: 

quate medical care insurance; 


under any such plan; therefore be it 
Resolved, That this House of Delegates memorialize the Board of Trus- 


REPORT OF REFERENCE COMMITTEE ON INSURANCE 
AND MEDICAL SERVICE 


Dr. Thomas J. Danaher, Chairman, read the following report, 
which was adopted: 

Resolution No. 39 on Prepaid Medical Cost Insurance.—lt is 
the opinion of your reference committee that the full facilities 
of the American Medical Association and its staff are available 
at all times on request to local and state medical societies to con- 
sider matters that were discussed in the reference committee 
meeting. The American Medical Association has standards and 
principles for insurance plans, copies of which have been availa- 
ble for some time. The Council on Medical Service is constantly 
studying future trends in the health insurance field. In view of 
the fact that this resolution does not clearly define the problem 
under consideration in California, your reference committee 
recommends that this resolution be disapproved. 


No. 40. Resolutions on Nurses’ Care 

Dr. Frank J. Holroyd, West Virginia, introduced the following 
resolutions, which were referred to the Reference Committee on 
Medical Education and Hospitals: 

Wherras, The hospitals of this country which conduct nursing training 
schools are being severely compromised financially because of lack of floor 
nursing time in the nurses’ training schedule; and 

Whereas, The graduate nurses produced by these schools are receiving 
in training less and less practical experience; and 

Wheatas, The trend of teaching is injuring the initiative of the trainee 
to participate in active patient care; therefore be it 

Resolved, That the Kanawha Medical Society request, through the 
House of Delegates of the West Virginia State Medical Association, that 


Ry. That the Delegates of the Kanawha Medic 
resolution to the House of Delegates of the 

this resolution be sent to the secretary of each component society of the 

West Virginia State Medical Association. . 


2 
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Wheaetas, Restriction of recognition of residencies only to those insti- 
tutions that can furnish a complete program of two or more years as 
recommended by the Council on Medical Education and Hospitals of the 
American Medical Association militates against the adequate training of 
Judicial Council, whose decision shall be final unless rejected or modified residency stafls and the perfection of care of patients, both clinic and 
by the House of Delegates. All opinions of the Judicial Council shall be private, in many hospitals, with or without university affiliations; therefore 
Open to inspection by any authorized representative of any constituent be it 
society of the American Medical Association at the headquarters of the Resolved, That the attention of this House of Delegates be called to 
Association. Any such opinion may be brought before the House of the deleterious effects on hospital programs of the above action of the 
Delegates by any delegate at any of the three regular meetings of the American Medical Association Council on Medical Education and 
House succeeeding the rendition of the opinion. The House may affirm Hospitals. 
or modify such opinion or return the matter to the Judicial Council for 
Resolved, That Division Three, Chapter XI, Section 19 (a) be amended 
in follows: 
6 Dr. W. Andrew Bunten, Chairman, presented the following 
“(7) In matters with respect to which an investigating jury is not hich ed: 
requested, the Judicial Council shall observe the following procedure: report, which was adopted: 
(a) No issue between parties shall be decided by the Judicial Council Resolution No. 37 on Hospital Residencies pertains to the du- 
without affording to each party the opportunity to be heard in the ration of residency training in approved hospitals. It was pointed 
presence of each other, cither personally or by a representative of his . - . 
choice both orally and in writing; all parties shall be notified of the time out by members of the Council on Medical Education and Hos- 
and place of hearing in ample time to make the right to be heard pitals that the alternative to a one year residency program was 
the implementation of a two year program at the same institution 
or an affiliation with another approved hospital for the second 
year. Because this seems to be a reasonable requirement and be- 
cause the alternatives also seem to be reasonable, your committee 
Dr. R. B. Chrisman Jr. Chairman, submitted the following 
report, which was adopted: 
Resolution No. 35 on Judicial Power of American Medical | 
Association.—Your reference committee recommends that this 
resolution be not approved. 

No. 36. Resolutions on Civil Defense Whereas, It is even more important that the quality of medical care be . 
vigorously their search for some types of medical care insurance which will 

Whearas, For many years there has been confusion regarding civilian 
defense, lack of adequate planning, policy making, and information to the 
public; and 

Whereas, In view of the critical world situation in the light of recent 
developments adequate security for the civilian population must be pro- 
vided for; therefore be it 

Resolved, That there be established within the Department of Defense 
a Department of Civil Defense with equal status with the departments of 
the Army, Navy, and Air Force; and be it further 

Resolved, That the Department of Civil Defense be headed by a secre- 
tary who ranks equally with the secretaries of the Army, Navy, and Air 
Force; and be it further 

machinery to reverse this alarming trend and return our nurses to greater 
devotion to the personal care of the patient; and be it further 

American Medical Association appears to be developing a policy of 
eliminating partial residencies from accreditation in those hospitals where 

as shown by the recent ruling 
ric residencies; and 


Vol. 155, No. 14 


No. $9. Resolution on National League for Nursing, Nursing 
Education, and Nursing Service 

Dr. Cleon A. Nafe, for the Indiana delegation, introduced 

the following resolution, which was referred to the Reference 
Committee on Medical Education and Hospitals: 


Wheatas, The National League for Nursing has assumed the responsi- 
bility of accrediting schools for nursing education throughout the United 
States through their National Nursing Accreditation Services; and 


REPORT OF REFERENCE COMMITTEE ON MEDICAL 
EDUCATION AND HOSPITALS 
Dr. W. Andrew Bunten, Chairman, read the following report, 
which was adopted: 
Resolutions No. 40 and 59, dealing with nursing care and serv- 


Delegates request rustees 
to consider the appointment of a Committee on Nursing Service for the 
purpose of achieving the objectives of resolutions no. 40 and 59. 

No. 41 


It was announced by the Speaker that resolution No. 41 had 
been withdrawn. 


No. 42. Resolutions on Membership for Special Groups 
of Physicians 


Dr. Harlan English, for the Illinois delegation, introduced the 
ing resolutions, which were referred to the Reference Com- 
mittee on Amendments to the Constitution and By-laws: 


REPORT OF REFERENCE COMMITTEE ON AMEND- 
MENTS TO THE CONSTITUTION AND 
BYLAWS 


No. 43. Resolution on Death of Dr. Edward H. Cary 
Dr. Milford O. Rouse, on behalf of the Texas delegation, pre- 
i resolution, which was adopted 


as was his, c not much for grief or re 
ciation from his countless friends in the American Medical Association. 

Dr. Cary was a civic leader in his chosen home city of Dallas and 
State of Texas. His span of over SO years of service parallels the 
tremendous development of the great Southwest, of which he was an 
appropriate symbol. His fatherly affection and love for his family was 
typical of his expanded interest in people and in anything that was for the 
good of his friends and neighbors, and Ed Cary was always approachable 
to anyone who needed his kindly counsel. All cultural movements of his 
era were befriended by him. He was an astute businessman, a director in 
the largest bank in Dallas, and builder of the world’s first multistoried 
medical arts building. 

The beloved Texan was a perpetual educator. Early in the century he 
welded together a virile medical school in Dallas, and for years he was 
dean of Baylor University College of Medicine. He led in the creation 
of the Southwestern Medical Foundation, dedicated to the building of a 
great medical center in Dallas, and sponsor of the Southwestern Medical 
College, now a part of the University of Texas. Hundreds of physicians 
remember his genuine fatherly interest in them as students. 


to 
responsibility. He served in the House of Delegates of the 
Medical Association for years, then as Trustee, and then after his presi- 
dency rendered 


Resolved, By the House of Delegates of the American Medical Asso- 
ciation: (1) That grateful tribute be expressed to the memory of Past 

H. Cary; (2) That a copy of these resolutions be 
made a part of the minutes of this session of the House of Delegates; and 


Dr. Millard D. Hill, for the North Carolina delegation, intro- 
duced the following resolution, which was referred to the Refer- 
ence Committee on Amendments to the Constitution and Bylaws: 


Whereas, The members of the Medical Society of the State of North 
Carolina are anxious to maintain the cordial 


REPORT OF REFERENCE COMMITTEE ON AMEND- 
MENTS TO THE CONSTITUTION AND 
BYLAWS 


fully cognizant of the problem as presented; however, in view of 
the fact that there is no provision in the Constitution for an 
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PREAMBLE 
Dr. Edward H. Cary, outstandingly unique citizen, educator, and 
medical statesman from Texas, was called from the walks of men on Dec. 
11, 1953, shortly after the St. Louis meeting. Although he reached the 
mature age of 81 years, he was to be found in his office daily until a 
short two weeks before his death. An abundant life of service, such 
Whereas, Membership in the National League for Nursing is available 
to physicians and all others interested in nursing education and nursing 
services; and 
Whereas, The National League for Nursing now is creating state chap- 
ters throughout the United States; and 
Whereas, The problem of nursing care is of vital interest to the medical 
profession; therefore be it 
Resolved, That this House of Delegates request the Board of Trustees 
to appoint a special committee on nursing services, for the purpose of 
(1) acquainting the medical profession more thoroughly with the a-tivities 
and objectives of the National League for Nursing; (2) urging physicians 
to join the National League for Nursing through state and local chapters, 
for the purpose of giving constructive advice and assistance in improving 
nursing care and nursing education and in recruiting nursing personnel; 
mittee with the National League for Nursing. mology and otolaryngology and a generous and capable contributor to its 
literature. But his interest in medicine was of a national scope, encom- 
Passing service to the American people as well as to his fellow physicians. 
At an carly date he advocated voluntary health insurance programs as the 
best means not only to combat a compulsory health system but also to 
render greater health service to the American people. He was president 
of the Blue Cross-Bive Shield Plans of Texas, which he helped to found. 
He served successively as president of his county and the Texas Medical 
Association, of the Southern Medical Association, and then of the Amer- 
ice, were referred to your reference committee. Your committee 
is in accord with the objectives sought by these resolutions but 
wishes to substitute for them the following resolution: 
stemming the tide toward socialized medicine. 
Ed Cary, the kindly medical statesman from Texas, will long live in 
the memory of his friends in this House of Delegates; therefore be it 
o) (3) That a copy of these resolutions be sent to the family of Dr. Cary. 
ee No. 44, Resolution om Negro Physicians in North Carolina 
Whereas, There are 7,000 new graduates from approved medical schools 
each year and 25,000 physicians of good tepute who. are serving intern- 
affliated with any constituent motice association; end 3 Whereas, They recognize the advantages to the Negro physicians of 
Wueatas, Many of these physicians have expressed a desire to be membership in the American Medical Association, and 
affiliated with organized medicine but have been prevented from so doing 
Whereas, At present it is not feasible, because of limits of space in 
because some societies do not make provision for this type of membership N 
or because of the cost of regular membership; and the hotels = orth Carolina, os ty, because i, existing custom, to 
It would be of mutual benefit to these physicians and to — 
organized medicine to have them hold membership in a component society Wueaeas, The Old North State Medical Society, which for 56 years has 
and a constituent association; therefore be it been the state organization of Negro physicians, has asked to be admitted 
Resolved. That this House of Delegates go on record as endorsing a aS a constituent association of the American Medical Association ; and 
type of membership, either with no membership fee or a nominal fee. for Whueatas, The House of Delegates of the Medical Society of the State 
physicians who are graduates of approved schools and who are serving of North Carolina, at its annual meeting in May, 1954, voted to approve 
internships, residencies, or fellowships in approved hospitals, and be it and reiterate this request and sponsor the Old North State Medical Society 
further as a constituent of the American Medical Association, therefore be it 
Resolved, That the Secretary of the American Medical Association be Resolved, That the House of Delegates of the American Medical Asso- 
instructed to send copies of this resolution to the secretary of each ciation approve the request of the Medical Society of the State of North 
constituent association with the recommendation that it be implemented by Carolina and so recognize the Old North State Medical Society as an 
the necessary action to extend membership to this special group of affiliated constituent of the society and, also, of the American Medical 
physicians. Association. 

Dr. R. B. Chrisman Jr., Chairman, read the following report, Dr. R. B. Chrisman Jr., Chairman, submitted the following 
which was adopted: ' report, which was adopted: 

Your committee recommends the approval of , resolution no. Your committee reviewed resolution no. 44, introduced by Dr. 
| for sPecial groups of physicians Millard D. Hill, Medical Society of the State of North Carolina. 
we itted by Dr. Harlan English for the Illinois State Medic Drs. Millard D. Hill and Charles F. Strosnider appeared before 

my. the committee in support of this resolution. The committee is 
BO “affiliated constituent” of the American Medical Association, it 
‘unanimously by a rising vote: recommends that this resolution Be not approved. 


No. 45. Resolution on Allocation of Total Payment by 
Blue Shield Plans 
Dr. J. Wallace Hurff, for the New Jersey delegation, intro- 
duced the following resolution, which was referred to the Refer- 
ence Committee on Insurance and Medical Service: 
Weestas, It has always been considered ethical practice for physicians 
have participated in any way in the treatment of the patient, on the basis 


of a just fee for such treatment, and for the patient in turn to pay each 
of the physicians separately; and 


“1. Any physician who assists in a medical, surgical, or obstetric pro- 
cedure is entitled to receive a fee commensurate with the service he 


ipl 
2 


services of cach physician; 
plan notify the patient of cach payment made by the plan. 
REPORT OF REFERENCE COMMITTEE ON INSURANCE 
AND MEDICAL SERVICE 

Dr. Thomas J. Danaher, Chairman, read the following report, 
which was adopted: 

Resolution No. 45 on Allocation of Total Payment by Blue 
Shield Plans.—Apparently the intent of this resolution is for the 
House of Delegates to approve the Principle that a Blue Shield 


: 


tion of your reference committee that this method of payment 
has been used by certain Blue Shield plans in the past. As far 
as your committee can determine, there is no violation of the 
Principles of Medical Ethics, and your committee recommends 
the approval by the House of Delegates of this resolution. 


No. 46. Resolutions on Relief for Staff Members 
Dr. Thomas H. Bates, Florida, introduced the following res- 
olutions, which were referred to the Reference Committee on 
Medical Education and Hospitals: 
Wrearas, The American Medical Association is a democratic organiza- 
tion which serves the needs of our profession, and in so doing verbalizes 
and certifies to the obligations of its members to society; and 


the attempts by hospital 
propose, recommend, and by threat of reprisal force the 
rules, regulations, and various and diverse 


REPORT OF REFERENCE COMMITTEE ON MEDICAL 
EDUCATION AND HOSPITALS 


Resolution No. 46 on Relief for Staff’ Members.—Your com- 
mittee is under the impression that this resolution arose from an 
unfortunate local misunderstanding. Because your committee 
does not feel that all of the allegations contained in this resolu- 
tion are completely justified, it recommends disapproval. 


No. 47. Resolutions on Proposed to Bylaws, 
Chapter XI, Section 10 (A) 
Dr. George A. Unfug, Colorado, introduced the following 
resolutions, which were referred to the Reference Committee 
on Amendments to the Constitution and Bylaws: 


Wwreatas, The Judicial Council frequently has presented to it for 

decision controversies between contending parties or is asked for and 

view; and 


“(7) In matters with respect to which an investigating 


| 


i 


REPORT OF REFERENCE COMMITTEE ON AMEND- 
MENTS TO THE CONSTITUTION AND 
BYLAWS 

Dr. R. B. Chrisman Jr., Chairman, submitted the following 
report, which was adopted: 

Resolution no. 47, regarding amendment to Division Three, 
Chapter XI, Section 10 (A) of the Bylaws of the American 
Medical Association, was received and reviewed very carefully. 
It is your committee's recommendation that this resolution be 
referred to the Council on Constitution and Bylaws. 


No. 48. Resolutions on Automobile Safety 


Resolution no. 48 will be found following resolution no. 2 
on page 1245. 
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to 
look to the most minute and detailed overior 
hospital practices; and be it finally 
hospital certifying commission, look actively to 
Wrerrss, The House of Delegates of the American Medical Association of the American Medical Association. in orde 
(December, 1952) called attention to the fact “that separate bills must the recipients of a most obnoxious and unnecessary burden. 
be rendered to the patient by consultants, assistants, anesthetists, and all 
other physicians; and 
its report to the House of Delegates in December, 1952, stated that it 
“has held t that when ; render bill for his fee it — . 
ant on or anesthe Dr. W. Andrew Bunten, Chairman, read the following report, 
tists, but these colleagues should render their own bills”; and which was adopted: 
Werras, Many patients are now insured by Blue Shicid plans for 
payment for medical, surgical, and obstetric services of physicians; and 
Wherras, These plans provide specified maximum payments for such 
services, and 
Wweatas, Physicians at times collaborate in rendering such services 
to patients enrolled in such plans; and 
Wreeras, It follows that it is equally proper for such physicians to 
render bills separately to a Bive Shicid pian as it is to a private patient 
not covered by a plan; and 
Wueatas, The House of Delegates of the Medical Society of New 
Jersey on May 18, 1954, adopted the following statements of policy 
renders. 
“2. The determination of eligibility of an assistant in a medical, surg- 
ical, of obstetric procedure shall be the direct responsibility of the 
particular hospital service concerned. 
“3. It is the opinion of the committee that the fee schedule as listed Wuereas, The full hearing of both parties to a controversy is essential 
by Medical-Surgical Plan for a surgical procedure is an all-inclusive fee, to a just determination of it, and full cognizance of all views is essential 
and does not represent solely the fee for the operative procedure alone. to the expression of sound opinion, and it is desirable that there should 
Therefore, the committee recommends that the total fee for the procedure be equal opportunity for all interested persons to be heard; and 
be reapportioned and that a new schedule of fees be established to provide Whereas, The interpretation of ethical principles of general application e 
payment for adequate and active preoperative and postoperative care and ought to be subject to examination by the House of Delegates; therefore “ V 
for the technical assistance at the operative procedure itself as well as be it 
for the operative procedure. Nothing in the foregoing shall be interpreted Resolved, That Division Three, Chapter XI, Section 10 (A) (1) of the /19 
to imply any change in the original fixation of responsibility of the Bylaws of the American Medical Association be and hereby is amended 
attending surgeon for the care of the patient. to read as follows: 
“4. Each physician who participates actively in the care of a patient “(1) The judicial power of the Association shall be vested in the 
shall send his bill for services separately to the Medical-Surgical Plan for Judicial Council whose decision shall be final; provided, however, that 
payment” ; and the Judicial Council shall report to each session of the House of Dele- 
Wheasas, Such a procedure is not “the refunding of any portion of the gates all interpretations made by it of the Principles of Medical Ethics of 
total fee for the care of a patient” to any physician, as was disapproved the policies of the Association omitting the names of ndividuals;” and 
be it further 
Resolved, That Division Three, Chapter XI, Section 10 (A) of the 

Bylaws of the American Medical Association be and hereby is amended 
by adding at the end thereof a new paragraph as follows: 
at least sixty days after the request for opinion (or the EE 
if 
Any member of the American Medical Association or a designated 
representative may present his views on such matter to the Judicial 
Council in writing, and, if any constituent or component society so 
request, hearing shall be held by the Judicial Council, at which any 
recognized medical society which desires it shall be heard by a repre- 
sentative of its choice.” 

pian may Make separate Payments to cligidic ‘sicians who 

render services to an enrolled patient. It was brought to the atten- 
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No. 49. Resolution on National Blood Foundation 


Dr. Jesse D. Hamer, Arizona, presented the following resolu- 
tion, which was referred to the Reference Committee on Mis- 
cellaneous Business: 


Wheaeas, It appears that the blood bank committee of the American 
Medical Association has made a report to the Board of Trustees in 
which it is proposed that the American Medical Association join with 
certain other national organizations, to wit, American National Red 


No. 57. Resolution on National Blood Foundation 

Dr. John L. Otto, for the Texas delegation, introduced the 
following resolution, which also was referred to the Reference 
Committee on Miscellaneous Business: 

Wuereas, It appears that the blood bank committee of the American 
Medical Association has made a report to the Board of Trustees in 
which proposed that the American Medical Assocation join with 
certain other national or 
American Association of Blood Banks, Hospital Association, 

American Society of Clinical Pathologists, and others to be determined, 
in the formation of a National Blood Foundation; and 

Wueatas, The purposes of this organization, among others are: (1) to 

available 


i 


| 


Health Service; and 
Wuereas, It is believed that regulation of administrative 
practices of blood banks on a national basis would achieve no usef 
. but would take away from the local county medi al 


to 
Ppolic 


national regimentation in order to obtain approval and accreditation of 
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a local county medical society the local determination of the need for 
and type of blood that <hall serve the community, 
including any attempt at regimentation of blood banking activity at the 
local level which would interfere with free enterprise 

This resolution is not to be construed as opposing proper accreditation 
by the American Medical Association of blood bank facilities. 


REPORT OF THE REFERENCE COMMITTEE ON 
MISCELLANEOUS BUSINESS 


The reference committee considered resolutions no. 49 and $7 
in conjunction with ary report “J” of the Board of 
Trustees, and its report on them will be found on page 1071 of 
the July 17, 1954, issue of THe JourNnat. 


No. 50 


The Speaker announced that resolution no. 50 had been with- 
drawn, it being identical with resolution no. 13. 


No. $1. Resolutions on Hospital Accreditation by Council on 
Medical Education and Hospitals 
Dr. James Stevenson, Oklahoma, presented the following res- 
olutions, which were referred to the Reference Committee on 
Medical Education and Hospitals: 
lem of interest to all segments of the medical profession; and 


Wheatas, The American Medical Association is the sole organization 
in the United States representative of the entire medical profession, and 
Wheatas, The Council on Medical Education and Hospitals of the 


of 

organizations, is administratively cumbersome; and 

Wheatas, Under the organizational structure of the joint commission, 
members of the medical profession are provided with no means by which 
they may voice official complaints to, or otherwise exercise any influence 
over, the policies and procedures of the joint commission; and 

If responsibility for accreditation were assumed by 
the American 


Medical Association and its constituent societies; therefore be it 
Resolved, That the Board of Trustees and the Council on: Medical 
Hospitals 


REPORT OF REFERENCE COMMITTEE ON MEDICAL 
EDUCATION AND HOSPITALS 


that resolution no. 51, calling for the American Medical Associa- 
tion withdrawing from the Joint Commission on the Accredita- 
tion of Hospitals, should not be approved. Although the joint 
commission has been in operation for but a relatively short 
period of time, its work has been outstanding. It deserves con- 
tinued support from the American Medical Association in its 
efforts to improve hospital standards. 


No. 52. Resolution on Package Library Service 

Dr. James Z. Appel, for the Pennsylvania delegation, intro- 
duced the following resolution, which was referred to the Refer- 
ence Committee on Reports of Board of Trustees and Secretary: 

Wuereas, The American Medical Association has one of the best medi- 
cal libraries in the world; and 

Wreaeas, Physicians in countries other than the United States who are 
preparing scientific papers where library facilities are not adequate have 
occasionally shown a desire to have access to literature in medical 
libraries in the United States; and 

Whereas, The American ge Association, by its support of the 
World Medical Association has expressed its interest and concern for 
cooperative effort among physicians in the free world; now therefore be it 


Cross, American Association of Blood Banks, American Hospital Asso- 
ciation, American Society of Clinical Pathologists, and others to be 
determined, in the formation of a National Blood Foundation; and 
Whereas, The purposes of this organization among others are: (1) To 
develop ways and means to make blood and its derivatives available to 
all persons in the United States; (2) to stimulate and advise on areas 
of research in the collection, preservation, and use of blood and its P| 
derivatives; (3) to collect, study, and disseminate information on blood 
to expedite the exchange of blood credits; and (5) to serve, on invitation, 
for arbitration of disputes arising in the collection and use of blood and 
its derivatives, all of which purposes are laudable but are probably 
being performed in whole or part by the American Association of Blood 
Banks and other organizations nationally interested in blood banking, and 
Whertas, Certain other proposed purposes of the National Blood 
Foundation do not relate to medical aspects of blood banking but pro- 
pose to regulate on a national basis administrative policies and personnel 
qualifications, and to set up standards for the approval and accreditation 
of approved banks in addition to the present licensing procedure for 
blood banks now administered by the United States Public Health Service; 
and 
Whearas, It is believed that regulation of administrative policies and 
Practices of blood banks on a national basis would achieve no useful 
purposes, but would take away from the local county medical society ation, prov 
the determination of the kind and type of blood banking service desired and residency training. is the logical and preper agency to establish 
in the local community and would subject any local blood bank to standards for medical and surgical care in hospitals and to imspect and 
national regimentation in order to obtain approval and accreditation of approve hospitals meeting such standards, and 
the National Blood Foundation; therefore be it Whereas, It is apparent that the Joint Commission on Accreditation 
Resolved, That the Maricopa County Medical Society recommend to of Hospitals, which was created with the approval of the House of Dele- 
the Arizona State Medical Association and to the American Medical 
Association that the American Medical Association review and carefully 
examine its position and viewpoint concerning the National Blood Founda- 
tion to the end that the American Medical Association should approve, 
foster, and support a program related to the medical operation of blood 
banking that will provide for coordination of blood bank activities in the 
C times of national disaster or emergencies, but will oppose a program that 
would take from a local county medical society the local determination 
of the need for and type of blood banking program that shall serve the 
activity at the local level which would interfere with free enterprise. ee 
the Joint Commission on Accreditation of Hospitals and assuming the 
sole responsibility of all accreditation of hospitals in so far as they 
pertain to the professional qualifications and administration thereof; 
and be it further 
Resolved, That adoption of this resolution shall in no way preclude 
the joint commission or any other agency from exercising control over 
the evaluation and accreditation of nonmedical and purcly administrative 
matters in hospitals. 
all persons in the United States; (2) to stimulate and advise on areas of : 
tives: (3) which was adopted: 
blood deri Resolution No. 51 on Hospital Accreditation by Council on 
Medical Education and Hospitals—Your committee believes 
its derivati 
performed 
and other 
Foundation do not relate to medica but 
propose to regulate on a national and 
personnel qualifications, and to set up standards for the approval and 
ul 
ity 
in the local community and would subject any local blood bank to 
the National Biood Foundation; now therefore be it 
Resolved, That the House of Delegates request the Committee on Blood 
of the American Medical Association to reexamine its position and view- 
point concerning the National Blood Foundation to the end that the 
American Medical Association should approve, foster, and support a 
program related to the medical operation of blood banking that will 
provide for coordination of blood bank activities in times of national 
disaster or emergencies, but will oppose a program that would take from 


REPORT OF REFERENCE COMMITTEE ON REPORTS OF 
BOARD OF TRUSTEES AND SECRETARY 


Dr. Eugene F. Hoffman, Chairman, presented the following 
report, which was adopted: 

Resolution No. 52 on Package Library Service —Y our: com- 
mittee, Dr. George Lull, and Dr. Austin Smith explored the 
many ramifications that this resolution presented. We find that 
the Library of the American Medical Association does not pos- 
sess sufficient materials for extensive general or highly specialized 
research. We believe that the loss of the journals, books, and 
reprints by failure to be returned if sent to foreign countries 
would be so great that the services would be prohibitive to the 
Library patrons. Books sent to India, for example, require ap- 
proximately 8 to 10 weeks to reach their destination and a like 
time for their return. Shipment by air is unduly expensive. This 
great time factor would require many duplications because of 
the length of time that the literature would be en route and in 
the hands of the borrower. The loss in shipping this type of ma- 
terial to foreign countries is approximately 20 to 25% of all 
shipments. Your committee is also aware that these services 
would be a duplication of the services of the Army Library and 
would not be financially feasible. Your reference committee 
recommends that resolution no. 52 be not passed. 


No. 53. Resolution on Selection of Personal Physician 
for Doctors 


Dr. Paul A. Davis, for the Section on General Practice, 


Wheeras, The health needs of the American can adequately be 
met only if there is an ample number of able and efficient practitioners 
of medicine, and 

Wweseas, The health of America’s doctors is thus a matter of grave 
concern not only to individual doctors, their families, and the entire 


PUBLIC HEALTH, AND INDUSTRIAL HEALTH 
Dr. Charles L. Farrell, Chairman, read the following report, 
which was adopted: 
Resolution No. 53 on Selection of a Family Piysician.—Y our 
reference committee approves the resolution and recommends its 


No. $4. Resolution on Competence of Foreign Medical 
School Graduates 


Resolution no. 54 will be found following resolutions no. 27 
and 38 on page 1252. 


J.A.M.A., July 31, 1954 


No. $5. Resolutions Opposing Compulsory Social Security 
Taxation and Its Extension 
Dr. Truman C. Terrell, for the Texas delegation, introduced 
the following resolutions, which were referred to the Reference 
Committee on Legislation and Public Relations: 
system is based on a completely com- 
essential principles of individual 

security tax is just another income tax, which creates no 
moral obligation for payment of benefits; and 

Whereas, Legislation is now pending which will force 10,500,000 per- 
sons, including physicians, into the system; and 

Whereas, The American Medical Association has on many occasions 
Stated its Social Security 


Resolved, That the American Medical 
of Delegates in regular assembled this the 2ist day of June, 1954, 
hereby go on being opposed 


Resolved, That a copy of this resolution be sent to each member of 
the national Congress. 


REPORT OF REFERENCE COMMITTEE ON LEGISLA- 
TION AND PUBLIC RELATIONS 

Dr. Floyd S. Winslow, Chairman, read the following report, 
which was adopted: 

Resolution No. 55 Opposing Compulsory Social Security 
Taxation and Its Extension.—Your reference committee has 
considered resolution no. 55 and after careful study of its con- 
tents presents instead the following substitute resolutions: 

Whereas, This House of Delegates has on many occasions considered 
the social security system as a philosophy of government and has taken 


REPORT OF REFERENCE COMMITTEE ON HYGIENE, 
PUBLIC HEALTH, AND INDUSTRIAL HEALTH 


Resolution No. 56 on Control and Distribution of Gamma 
Globulin.—Your reference committee approved the resolution 
and recommends its adoption. 

No. 57. Resolution on National Blood Foundation 

Resolution no. 57 will be found following resolution no. 49 
on page 1257. 


No. 58. Resolution on Presumption of Service Connection 

Dr. Clifford C. Sherburne, for the Ohio delegation, introduced 
the following resolution, which was referred to the Reference 
Committee on Legislation and Public Relations: 

The American Medwal Association 
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Resolved, That the Board of Trustees of the American Medical Asso- 
ciation be authorized to take the necessary action so that physicians of 
countries other than the United States, and who are members of the 
World Medical Association, have access to the Package Library Service 
of the American Medical Association in instances and with safeguards 
deemed appropriate by proper authorities of the American Medical 
Association. 
taxation, the waiver of premium provisions, and its extension; and be it 
further 
occasions vigorously opposed those provisions which will place physicians 
pre- compulsorily under this system, and has also opposed the “waiver of 
se . efer- premium” provisions which have been proposed; therefore be it 
Resolved, That the American Medical Association, through its House 
ence Committee on Hygiene, Public Health, and Industrial of Detegates 2308 day of June. 1994. V 
Health: does hereby go on record in reaffirmation of its opposition to the com- 4 19 . 
pulsory coverage of physicians under social security and the “waiver of 2 
premium” provisions as now embodied in H.R. 9366; and be it further 
Resolved, That this House of Delegates is not in opposition to the 
voluntary coverage of physicians under the social security system. 
N luti C i 1 Distributi 
medical profession, but to the public as well; and No. 56. R G naa Globulin of 
Whereas, It is a well-recognized and deplorabic fact that the physician ® 
is often the last one to heed advice he urges on his patients and thus Dr. John K. Glen, for the Texas delegation, introduced the 
following resolution, which was referred to the Reference Com- 
individual physician end the members of his family; and mittee on Hygiene, Public Health, and Industrial Health: 
Wheaeas, The national policy for the control and distribution of 
Wueaeas, Failure to heed his own advice, and failure to employ the tobulin i , 
services of a family physician for himself and his family may be directly — — © = © limited to one national philanthropic Crgamization 
related to the fact that the average life expectancy of physicians in ens © an — — to those engaged in the practice of medi- 
America is appreciably lower than the average life expectancy of males cine except for specific purposes and with specific limitations; and 
generally; and Whereas, A number of physicians have used gamma globulin for 
: several years as an aid in the management of certain infectious complica- 
que oper esort ° . ticularly in children, and for other nonspecific conditions; and 
of the physician's medical colleagues with no single individual filling the w y 
role of a personal physician for the family and maintaining a continuing HEREAS, It is beleved that the public interest would be better served 
health record for each member of the family; and by a more liberal distribution of gamma globulin; now therefore be it 
Wueeeas, The American Academy of General Practice, at the instigation as Medical 
of its late vice president, Dr. Merrill Shaw of Seattle, has launched a American 
program to persuade every physician in America to select a regular coacernin 
. @ the distribution of gamma globulin so that it can be released 
family physician for himself and his family; and for normal distributioa. 
Wheaeras, This program, which has attracted widespread attention in 
newspapers and popular magazines, is setting an important precedent for 
the lay public which, if followed, will improve the nation’s health and 
simultancously the goodwill enjoyed by the medical profession; now " , ; 
therefore be it Dr. Charles L. Farrell, Chairman, read the following report, 
Resolved, That the American Medical Association go on record as which was adopted: 
heartily approving and endorsing such a worthy program. 
service-<connected cases; and 
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REPORT OF REFERENCE COMMITTEE ON LEGISLA- 
TION AND PUBLIC RELATIONS 


Dr. Floyd S. Winslow, Chairman, presented the following 
report, which was adopted: ' 


Dr. Louis M. Orr Il, Florida, presented the following resolu- 
tions, which were referred to the Reference Committee on Legis- 
lation and Public Relations: 


Whereas, The between military service and the subsequent 
of disease or disability cannot be arbitrarily or estab- 
lished by law; and 


Medical Association with respect 
was adopted in New York in June, 1953; therefore be it 


unequivocal position in opposition to the establishment of service 
presumption for developing after the termination 


House of Representatives, 
on Finance of the United States Senate. 


REPORT OF REFERENCE COMMITTEE ON LEGISLA- 
TION AND PUBLIC RELATIONS 

Dr. Floyd S. Winslow, Chairman, read the following report, 
which was adopted: 

Resolution No. 60 Condemning Establishment of Service Con- 
nection by Veterans Administration.—Your committee has con- 
sidered resolution no. 60, together with Special Report No. 14 
of the Association's Washington Office by Dr. Frank E. Wilson 
on the status of existing laws and pending legislation. In review- 
ing the factual data presented to your committee, we were deeply 


‘people. The study of the chronological expansion by law and 


regulation, together with evidence presented of pending legisla- 
tion now before a congressional committee, emphasizes all too 
clearly the imperative need of decisive action on the part of the 
American Medical Association. Furthermore, coinciding with 
the expansion of this program, we must be cognizant of the 
formidable expense involved. To emphasize further the import 
of this problem, we would cal! your attention to the fact that as 
of Oct. 1, 1933, the Veterans Administration reported that only 
7 of the 17,113 waiting cases were listed as service connected. 
Your committee would call your attention to the fact that the 
key to the solution of this entire problem lies in the present 
method of establishment of service connection by presumption. 
We would urge this House to use every resource available in the 
prevention of this present method of service connection by pre- 
sumption. It is the opinion of your committee that the time is at 
hand when the American Medical Association and its component 
societies should go all out in preventing this unscientific method 
of determination of service-connected disabilities, and we respect- 
fully request that copies of this resolution be transmitted to the 
Congress of the United States and other appropriate federal 


No. 61 
It was announced by the Speaker that resolution no. 61 had 
been withdrawn. 
No. 62. Resolution on Medical Education for 
National Defense 


Dr. Russel V. Lee, for the Section on Military Medicine, 
introduced the following resolution, which was referred to the 
Reference Committee on Medical Education and Hospitals: 


HeReas, Such competence should be acquired as carly as practicable, 
preferably during medical school; and 
The program of Education for National Defense 
(MEND) has successful in the five medical schools in which it 
in operation for the last two years; and 
Ww has shown that “pump priming” the form of 
the 


tion for National as sponsored by 

Colleges and as conducted in five medical schools in the last 
two years, (2) urge the adoption of this program by all the medical 
schools country, and (3) recommend to the President of the 
United States and the Congress that funds in the amount of $15,000 per 
year for five years be made available to cach medical school to assist 


EDUCATION AND HOSPITALS 


Dr. W. Andrew Bunten, Chairman, read the following re- 
port, which was adopted: 


Dr. Andrew A. Eggston, for the New York delegation, intro- 
duced the following resolution, which was referred to the Refer- 
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Whereas, We believe all legitimate service-connected cases should 
receive the best possible care and among the non-service-connected cases 
Only indigent veterans suffering from tuberculosis or psychiatric or neu- 
rological diseases should be cared for under the Veterans Administration 
medical program, and this care to cease as soon as local facilities become 
adequate; and 
Whereas, Now it can be clearly recognized that certain pressure groups 
are attempting, through Veterans Administration directives and legis- 
lative programs already enacted by Congress of currently being considered 
by Congress, or by the so-<alled device of legislative action to determine 
the etiology, clinical history, patient's pathology, and course of many 
diseases under the catch-all phrase, “presumption of service connection,” 
to the extent that legislation has now been proposed which would if 
enacted presume that certain diseases if acquired by an individual seven 
years after separation from military service were indeed service connected; 
and 
Whereas, Such legislative action has neither medical facts, statistics, 
history, or scientific information to support or warrant its consideration 
Or enactment as the law of this country; and 
Whereas, In many instances neither medical, scientific or other quali- 
fied authorities have been given an opportunity to discuss before legisla- 
tive committees the medical and scientific aspects of the so<alled “pre- 
sumption of service connection” legislation; now therefore be it 
Resolved, That the American Medical Association undertake, with all 
facilities, committees. and groups now available to it and its constituent : 
medical societies at the state and county level, a program to educate the 
people of this country and their elected representatives of the dangers 
inherent to the nation as a whole in this current program of attempting 
by legislative action to control the etiology, pathology, clinical course, 
and outcome of disease in an individual under the so-~<alled phrase 
“presumption of service connection.” 
Resolution No. 58 on Presumption of Service Connection.— doctor of medicine be competent in the care of mass casualties resulting 
This resolution embodies similar content and philosophy to res- from enemy action; and 
olution no. 60. Therefore, the statement of your reference com- 
mittee applying to resolution no. 60 is equally applicable to 
this resolution. 
No. 59. Resolution on National League for Nursing, Nursing 
; Education, and Nursing Service 
This resolution will be found following resolution no. 40, on program started; now therefore be it 
page 1255. Resolved, That the House of Delegates 
Association (1) indicate its approval of the 
No. 60. Resolutions Condemning F stablishment of Service Con- 
nection by Veterans Administration 
ee in the initiation of this program. 
Whereas, The present practice of establishing service connection for a 
evaluation s resulting in a distortion of the underlying theory of icgisia- 
tion providing veterans’ medical care; and Resolution No. 62 on Medical Education for National De- 
on = fense.—Resolution no. 62 calls for an extension of the MEND 
ical care which (Medical Education for National Denfense) Program that is 
curventiy tn qperation ta Ove medical schools an pilet 
Resolved, That the American Medical Association adopt a firm and Your committee feels that this program should be extended but 
that the statement ofthe Board of Trusts (Feb 
of military service; and be it further 15-16, 1954) be substituted for the specific proposals contained 
Resolved, That this position be communicated to the Administrator of in resolution no. 62. The Board's statement endorsed the MEND 
Veterans’ Affairs, the chairman of the — on Pr ny Affairs program as it has been operating in the five medical schools and 
Ge approved the recommendation of the Council on Medical Edu- 
cation and Hospitals that it be made available to all medical 
schools on a voluntary basis. 
No. 63. Resolution on Legalization of Distribution 
of Narcotics 
ence Committee on Hygiene, Public Health, and Industrial 
Health: 

Whereas, The medical profession, in its traditional role as guardian of 
the public health, has been distressed by the narcotic problem and its 
apparent increase; and 

impressed with the great importance of this problem, from the Gam 
ES §— persons of moderate means to purchase drugs at present illegal prices; and 


Wwearas, The most serious of these crimes is the conversion of each 
addict into a salesman, with consequent formation of new addicts; and 
Whereas, The use of morphine and heroin in themseives do not incite 
these unfortunate persons to crime, since both drugs are depressants; and 
Whereas, The illicit narcotic trade exists only because of the — 
financial profits, such as are obtained purchasing two pounds of 
heroin in China for $10 and selling it after adulteration and packaging 
for $80,000; therefore be it 
Resolved, That the American Medical Association favors the legaliza- 
tion of distribution of narcotics at cost or free under the following 
safeguards: (1) establishing narcotic clinics in cities where needed under 
the aegis of the Federal Bureau of Narcotics; (2) registration and finger- 
printing of narcotic addicts; (3) keeping of accurate records; (4) admin- 
istering the optimal doses at regular intervals to addicts at cost or free; 
(5) prevention of self-administration; (6) attempt cures through voluntary 
hospitalization, if possible; and (7) avoidance of forceable confinement. 


REPORT OF REFERENCE COMMITTEE ON 
HYGIENE, PUBLIC HEALTH, AND 
INDUSTRIAL HEALTH 

Dr. Charles L. Farrell, Chairman, submitted the following 
report, which was adopted: 

Resolution No. 63 on Legalization of Distribution of Nar- 
cotics.—Your reference committee believes that, because of the 
complexity of the problem involved, this matter should be re- 
ferred to the Board of Trustees for further reference to an 
appropriate group for detailed consideration by experts, the re- 
sults of such study to be reported at a subsequent meeting of 
the House. 


No. 64. Resolution on Examination of Civilian 
Airplane Pilots 


Dr. Herbert B. Wright, Ohio, introduced the following reso- 
lution, which was referred to the Reference Committee on 
Legislation and Public Relations: 

Whereas, Private medical practitioners under the the supervision of 
responsible for medical examinations of civilian = personnel under 

a@ program created by the Civil Aeronautics Act; and 

as it affords the civilian pilot the a qualified 
civilian physician rather than 


to the Secretary of 


REPORT OF REFERENCE COMMITTEE ON LEGIS- 
LATION AND PUBLIC RELATIONS 


Dr. Floyd S. Winslow, Chairman, read the following report, 
which was adopted: 
Resolution No. 64 on Examination of Civilian Airplane 


of this resolution that the American Medical Association 
strongly recommend to the Secretary of Commerce and the 
Administrator of the Civil Aeronautics Administration the con- 
tinuation of the present effective and medically sound program 
of medical certification of civilian pilots by qualified civilian 
physicians. 


No. 65. Resolution on Death 
of Dr. James Somerville McLester 

Dr. Carl A. Grote, Alabama, introduced the following reso- 
lution, which was adopted unanimously by a rising vote: 

Dr. James Somerville McLester, physician, medical ecaeaten. 
wy 8, 1954, at the age of 
The last honor he received was bestowed on him Nov. 28, 1953, oa 
Board of Trustees of the American Medical Association through its 
Council on Foods and Nutrition, when they awarded him the Joseph 
Goldberger medal for outstanding contributions in the field of clinical 
nutrition, a field which was dear to his heart. 
Dr. McLester was a native of Alabama, obtaining his collegiate degree 
from the University of Alabama and his medical education at the Univer- 
sity of Virginia, graduating in 1899. Thereafter he practiced his profession 
in his native state for over SO years and was in his office daily until a 
very short time before his death. He not only was a great physician but 
also was a friend to all, had the ability to offer astute and practical 
counsel, and was an outstanding example of a fine medical statesman. 
His interests in medicine were ditected to the end that it could serve 
more persons and improve the health of all the citizens. He was kindly, 
gracious, and gave unstintingly of his time in the field of medical 
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from 1940 to 1952. At one time he was a member of the House of 
Delegates and was the 88th President of the American Medical Association. 
Dr. McLester was certified by the American Board of Internal Medicine 
and was associated with many other scientific societies. He made many 
contributions to medical literature, being the author of “Nutrition and 
Diet in Health and Disease,” now in its sixth edition, and “The Diagnosis 
and Treatment of Disorders of the Metabolism,” as well as contributing 
to the “Oxford System of Medicine” and Cecil's Textbook of Medicine. 
Dr. McLester, the kindly, gracious physician, will long be remembered 
House of Delegat 


and not forgotten by his friends in the ies; now there- 
fore be it 

Resolved, By the House of Delegates of the American Medical Asso- 
ciation: (1) That appropriate tribute be paid to the memory of Past 


James Somerville McLester; (2) That a copy D this resolution 
be spread on the minutes of this session of the House of Delegates; and 
(3) That a copy of this resolution be sent to the family of Dr. McLester. 


No. 65-A. Resolutions on Medical Care for Dependents 
of Service Personnel 


Dr. Samuel J. McClendon, California, introduced the follow- 
ing resolutions, which were referred to the Reference Commit- 
tee on Medical Military Affairs: 


cal care; therefore be 


pe aay will provide the best type of medical care for dependents of 

not available; and be it further 


Resolved, That this medical care could best be provided at present 
through a Home Town Care -service 


of Defense; and be it further 


Resolved, That the Department of Defense be urged to implement this 
program by immediately establishing pilot areas for trial evaluation; 
and be it further 

Resolved, That since the San Diego County Medical Society of California 
has endorsed these principles and has offered to cooperate as such a 
pilot area, we suggest that the Department of Defense include this county 
as one of the pilot areas. 


REPORT OF REFERENCE COMMITTEE ON 
MEDICAL MILITARY AFFAIRS 

Dr. Bernard Klein, Chairman, presented the following re- 
port, which was adopted: 

Your committee has held a special meeting to consider the 
resolution introduced by Dr. Samuel J. McClendon of Cali- 
fornia, dealing with the subject of medical care for dependents 
of service personnel. In view of the importance of the subject 
matter of the resolution and the inability of your committee 
to hear from all interested parties, and since the entire ques- 
tion of dependent medical care is under study, it is the unani- 
mous opinion of your reference committee that the resolution 
be referred to the American Medical Association Council on 
National Defense for further study and for a report at the 
interim session in 1954, 


No. 66. Resolutions on Industrial Health Services 

Dr. Rutherford T. Johnstone, for the Section on Preventive 
and Industrial Medicine and Public Health, introduced the fol- 
lowing resolutions, which were referred to the Reference Com- 
mittee on Hygiene, Public Health, and Industrial Health: 

Wreareas, Proprictors of small industrial and commercial establishments 
are becoming acquainted with the values of industrial health services now 
regarded as good business practice in many larger corporations; and 

Wueareas, Local chambers of commerce, trade associations, and similar 
groups will need advice and assistance from county medical societies 
about desirable methods of organizing such services, especially for groups 
of small concerns joining forces for this purpose; and 


July 31, 1984 
education. He was easily approached and never too busy to offer his 
counsel when requested, especially by the younger members of the pro- 
fession. He was a true and loyal friend, and he could not do enough 
for his friends, which were legion. He was the epitome of a true Southern 
gentieman, and his great love and devotion to his family was another 
example of his wonderful character. 

Jamie McLester was appointed professor of medicine at the University 
of Alabama in 1919 after the establishment of its school of medical 
sciences. He had a prominent part in organizing the four year medical 
school of the University of Alabama in Birmingham, which graduated 
its first class in 1946. He served with distinction in World War 1. He was 
honored by being chosen for all the leading positions of his county and 
State medical societies. He served on the Council on Medical Education 
and Hospitals of the American Medical Association and for many years 
was a member of the Council on Foods and Nutrition, being Chairman 

V 
195 
fore be it physicians and hospitals, arranged through the individual state medical 
; American M ongly recommends societies, or their designated agency, and negotiated with the Department 

Aeronautics Administration the continuation of the present effective and 

medically sound program of medical certification of civilian pilots by 

qualified civilian physicians. 
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Whereas, The Council on Industrial Health has recently promulgated 
Guiding Principles of Occupational Medicine which define professional 
and ethical relationships between physicians in industry and employers, 
workers, and professional colleagues; 

Whereas, Agreeable working relationships have already been developed 
between chambers of commerce of similar organizations and official 
medical societies bearing on this general field; and 

Whereas, Industrial health services based on preventive medicine as 
well as the medical care of occupational injurics and illnesses, when con- 
ducted in accordance with ethical standards, are the most effective approach 
to better health for our working population; therefore be it 

Resolved, That the Council on Industrial Health be instructed to refer 
its Guiding Principles of Occupational Medicine to state and local county 
medical societies for as acceptable criteria under which 
industrial health services can properly develop; and be it further 

Resolved, That the Council on Industrial Health prepare and publish 
feports on group development of small plant industrial health services for 
the further guidance and attention of this House and of the state and 
county medical societies. 


REPORT OF REFERENCE COMMITTEE 
ON HYGIENE, PUBLIC HEALTH, 
AND INDUSTRIAL HEALTH 
Dr. Charles L. Farrell, Chairman, read the following re- 
port, which was adopted: 
Resolution No. 66 on Industrial Health Services —Your ref- 
erence committee approves the adoption of this resolution. 


No. 67. Resolutions on Death of Dr. Reginald Fitz 

Dr. Earle M. Chapman, Massachusetts, received the consent 
of the House for the reading by Dr. Curtis Tripp, President of 
the Massachusetts Medical Society, of the following resolutions, 
which were adopted unanimously by a rising vote: 

Wuereas, Reginald Fitz, born in Boston in 1885, famous son of a 
famous father, spent the early years of his medical career in preparing 
himself for medical teaching, and the pursuit of his ideal led him from 
Harvard Medical School and the teaching hosp.tals of Boston to Johns 
Hopkins Hospital, to the Hospital of the Rockefeller Institute, and to 
the Mayo Clinic; and 

Wuereas, This preparation for his chosen work was interrupted by 
World War I, during which he served his country as a Major in the 
Medical Corps in France, and during World War II he was state chair- 
man of the Medical Advisory Board of Selective Service; and 


Wuereas, He was ever keenly aware of the heritage and of the cultural 
aspects of medical history, was a lecturer on the history of medicine at 
Harvard Medical School from 19%, was an active member of several 
historical associations, and worked devotedly for the Boston Medical 
Library; and 


WHEREAS, Reginald Fitz is best remembered thousands of grateful 


schools of Harvard and Boston universities, who for many years was a 
member of the National Board of Medical Examiners, and served as a 
member of the American Board of Internal Medicine and as President 
of the American College of Physicians during 1949-1950; and 

Wuereas, Dr. Fitz recognized the need for a dynamic interest and 
sustained participation in medical organizational activities; and 

Wuereas, In the American Medical Association he served as secretary 
and later chairman of the Section on Practice of Medicine, and served 
as member of this House of Delegates in 1935, 1936 and 1937, and was 
a member of the Council on Medical Education and Hospitals from 1928 
to 1949; therefore be it 

Resolved, That at his death in May, 1953, American medicine lost an 

personality whose life was devoted to medical education; 

and be it further 

Resolved, That in tribute these words be included in the minutes of 
this meeting and copies sent to his family. 


No. 68. Resolution on Death of Dr. Frank Howard Lahey 
Dr. Curtis Tripp, President of the Massachusetts Medical 
Society, at the request of Dr. Earle M. Chapman, Massa- 
chusetts, received the consent of the House to read the follow- 
ing resolution, which was adopted by a unanimous rising vote: 


PReamMare 

Dr. Frank Howard Lahey died June 27, 1953, at the age of 73. The 
men and women of the American Medical Association should pause in 
tribute to his life devoted to rendering medical service. He was born in 
Haverhill, Mass., and after graduating from Harvard Medical Schoo! in 
1904, devoted himself to research and teaching. In 1923 he became profes- 
sor of clinical surgery at Harvard; in this time bis expanding interest in 
medical practice ted to the formation of the Lahey Clinic, a group 
practice that continues to serve New England. By precept he taught 
countless surgeons the techniques of surgery, especially of the thyroid. 
During World War I as a Major he saw duty in an Evacuation Hospital 
in France: during World War Il he was National Chairman of Procure- 
ment and Assignment and, in visited as a consultant on distant 
fronts of action. 
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was dedicated to him by $0 of the world’s medical leaders. 

Dr. Lahey served the American Medical Association as a member of 
the Council on Scientific Assembly for two five-year terms and for lesser 
terms on the Council on Medical Service and the Council on National 
Emergency Medical Service. During 1942 he was President of the Ameri- 
can Medical Association. A life so full of service in medicine deserves 
our deepest respect; therefore be it 

and to the Lahey Clinic 


No. 69. Resolution on Changing Time of Section Meetings 
Dr. Hollis E. Johnson, Section on Diseases of the Chest, 
introduced the following resolution, which the Speaker, hearing 


no objection, ruled would be referred to the Board of Trustees 
for referral to the Council on Scientific Assembly. 


tely 
meeting and the meeting of their sections: and 


Whereas, Such waiting has resulted in increased expense to such mem- 
bers in time lost from their practice and the two extra days of living in 
hotels; and 

Whereas, This waiting period is thought to be partially responsible 
for the falling off of attendance at some of the there- 
fore be it 

Resolved, That this House of instruct the Council on Scien- 
tific Assembly to explore the possibility and the ways and means of chang- 
ing the scientific section meetings from the last three days to the first 
three days of each meeting of the American Medical Association and 
yh if possible, at the interim session at Miami next 

ember 


No. 70. Resolutions on Protection from Eclipse of the Sun 


Dr. W. L. Benedict, for the Section on Ophthalmology, pre- 
sented the following resolutions, which were adopted: 
Whereas, In the near future, there will be an eclipse of the sun; and 
Whereas, The eye must be protected from exposure to it; and 
Wuereas, Colored glasses are neither protectors nor of value; there- 
fore be it 

Resolved, That the members of the Section on Ophthalmology of the 
American Medical Association do hereby petition the press, radio, 
television agencies to use their resources to advise they 
protect their eyes while viewing the eclipse, and that parents be especially 
careful of the children; and be it further 

Resolved, That the public be told that an effective made 
by heavily smoking a piece of glass, and, also, that previously exposed 
thick x-ray film is a readily available safety measure. 


No. 71. Resolutions on Legislation Regulating 
Examination for Blind Pension 
Dr. W. L. Benedict, for the Section on Ophthalmology, intro- 
duced the following resolutions, which were adopted: 


support legisiat 
the examination for blind pension; and be it further 


Resolved, That legislation shall state the following: “In order to qualify 
for Federal Grant-in-Aid, a state shall rule that only a registered Doctor 
of Medicine can examine applicants for blind pension.” 


No. 72. Resolution on Quality of Leadership of 
House of Delegates 

Dr. John S. DeTar, Michigan, received the unanimous con- 
sent of the House for the introduction of the following resolu- 
tion, which was adopted by a rising vote: 

Wueatas, The provision of lettered, mimeographed copies of reports 
and numbered, mimeographed copies of resolutions has so greatly facili- 
tated the work of the House of Delegates and has so the 
knowledge and understanding of the delegates in the manifold problems 
requiring decision, therefore be it 

Resolved, That Speaker James R. Reuling and Vice Speaker E. Vin- 
cent Askey be accorded by this House a vote of appreciation for their 
capable leadership and their utilization of improved techniques in the 


gr seated in wrapped 

attention to the younger speaker. His comments were often inspiring. 

His honors and degrees were too numerous to list; he received them in 

all humility. The friendly. quiet words of advice were often sought and 

sincerely given. On his 60th birthday. a collection of scientific papers 

Whereas, The meetings of the scientific sections as now held on the 

last three days of the Association meeting, make it necessary for many 

members to spend two days waiting between special society meetings 

passionate devotion to high standards of medical education led him 
through numerous teaching and research appointments at the medical 

Resolved, By the Section on Ophthalmology of the American Medical 

Association that the American Medical Association shall stimulate and 


CALIFORNIA 

Course for Dermatologists and Surgical The Uni- 
versity of California university extension, Los Angeles, will offer 
a course on dermal abrasion (planing) in the treatment of acne 
scars and other skin lesions on Wednesdays, 2 to 4 p. m., from 
Sept. 29 to Nov. 3 at General Medical and Surgical Hospital, 
Veterans Administration Center, in West Los Angeles; fee, $125. 
The course, open only to graduates of approved medical schools, 
is limited to qualified dermatologists and surgical specialists. It 
will cover the anatomic and physiological aspects, indications, 
selection of patients, techniques, and results of dermal abrasion. 
Instructional staff members will be Drs. Paul LeVan, assistant 
clinical professor of medicine (dermatology); Victor D. New- 
comer, assistant professor of medicine; Thomas H. Sternberg, 
professor of medicine; and Louis H. Winer, clinical professor 
of medicine, all professors of dermatology of the University of 
California Medical Center. Application should be sent to Dr. 
Sternberg at the University of California Medical Center, Los 
Angeles 24. 


Personal.—Dr. Nathaniel B. Kurnick, formerly associate pro- 
fessor of medicine, Tulane University of Louisiana School of 
Medicine in New Orleans, has been appointed associate clinical 
professor of medicine at the University of California at Los 
Angeles. Dr. Kurnick, who is on the staff at the Veterans Ad- 
ministration Hospital in Long Beach, will continue clinical work 
and investigations on the biochemistry of nucleic acids and 
nucleolytic enzymes.——Dr. Harvey A. lItano, Pasadena, re- 
ceived the 1954 Eli Lilly & Company award in biological 
chemistry at the annual meeting of the American Chemical 
Society in Kansas City, Mo. He was selected for the award 
($1,000 and a gold medal) because of his discovery that the 
hemoglobin in the red blood cells of persons with sickle cell 
anemia differs biochemically from the hemoglobin in the red 
blood cells of normal persons. This work was done at the 
California Institute of Technology in Pasadena, where he has 
been assigned since 1950. He was scheduled to transfer his 
studies to the National Cancer Institute at Bethesda, Md., in 
June. Dr. Itano holds the rank of senior assistant surgeon in the 
Public Health Service. 


GEORGIA 

Dr. Elkin Honored.—At the 104th annual session of the Medical 
Association of Georgia in Macon, Dr. Danicl Collier Elkin 
received the Lamartine Griffin Hardman award for “distin- 
guished service to the science of medicine and the medical pro- 
fession in Georgia” and for “exceptional work in the field of 
vascular surgery.” Dr. Elkin has been professor of surgery and 
chairman of the department of surgery of the Emory University 
School of Medicine for the past 24 years and since 1939 has 
occupied the Joseph B. Whitehead chair of surgery. He is re- 
tiring as a member of the faculty at the end of the present 
academic year. 


ILLINOIS 

Physical Therapy Mobile Unit.—The Arthritis and Rheumatism 
Foundation, Illinois chapter, operates a physical therapy mobile 
unit in Chicago by means of which physical therapy is given in 
the home by a highly qualified physical therapist to arthritis 
patients referred by the arthritis clinics of Chicago. The physical 
therapist also teaches the family how to care for the patient. The 
fee is nominal ($1), part pay, or free, as recommended by the 
referring clinic. It is anticipated that other units may be added 
in Chicago and in downstate communities as they organize to 


Physicians are invited to send to this department items of news of general 
interest, for example, those relating to society activities, new hospitals, 
education and public health. Programs should be received at least three 
weeks before the date of meeting. 
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provide needed clinic facilities for persons with arthritis. The 
objectives of the foundation are: (1) to promote basic research 
and thus add to the present knowledge of the cause and treatment 
of rheumatoid diseases, particularly rheumatoid arthritis; (2) to 
give clinical fellowships to train more physicians in this field; 
(3) to continue support to existing arthritis clinics; (4) to assist 
in organizing new arthritis clinics in Illinois; (5) to provide con- 
sultation services of specialists for medical groups and to have 
medical panels on arthritis; and (6) to educate the public about 
arthritis and rheumatism. The foundation maintains an infor- 
mation service free to the public, distributes literature, and 
provides a film depicting the story of rheumatoid arthritis. The 
foundation, soliciting contributions, states that $5,000 will pro- 
vide a research fellowship or endow a free bed in a hospital for 
almost one year; $3,000 will provide drugs for about 60 indigent 
clinic patients for six months or buy and equip a mobile unit; 
$50 will provide a prize for a third-year medical student who 
presents the best medical history of a rheumatoid arthritis 
patient; and smaller donations will serve to swell the fund 
needed for combating the disease. 


Chicago 

Hoffman Memorial.—in memory of the late Dr. Burton Louis 
Hoffman, a laboratory for neurophysiology has been established 
at the University of Chicago School of Medicine, where he was 
assistant professor of neurosurgery until his death, Dec. 2, 1953, 
at the age of 37. 


Poison Control Program.—The Illinois American 
Academy of Pediatrics, recently reported that 155 Chicago 
children who were victims of poisons found in their own homes 
had been treated successfully, without a single death, during the 
four-month trial run of a new program designed to protect them. 
The program was worked out by a committee of the Illinois 
chapter under the chairmanship of Dr. Edward Press, associate 
director of the University of Illinois division of Services for 
Crippled Children. In general, it consists of two main activities: 
(1) The committee supplies a looseleaf manual, kept up-to-date, 
listing many of the commoner potentially poisonous substances 
found in modern homes and giving references to thousands of 
others; trade names or other identifications, the poisonous com- 
ponents, antidotes, and other treatment are given. (2) The 
hospital reports the cases to the Chicago Board of Health, 
which analyzes and summarizes all reports, making the results 
available to the participating hospitals for use in later emer- 
gencies. When indicated, board of health personnel also visit 
the home to learn how the child got the poison and to warn 
parents to correct the situation. The six cooperating hospitals 
(Bobs Roberts Memorial Hospital for Children, Children’s 
Memorial, Cook County, Mercy, Michael Reese, and Mount 
Sinai), which had no deaths in the trial period, had had six 
child poisoning deaths during 1952. The first iS5 patients in- 
cluded 67 (43°) poisoned by medicaments (20 by aspirin, 11 
by liniment, 8 by sedatives, 5 by laxatives, and others by a wide 
range of materials). Cleaning agents such as bleaches, dyes, 
furniture polish, and floor wax poisoned 34 (22%), fuel oil 20 
(13%), pesticides 14 (9%), antiseptics 10 (6%), and paints, 
turpentine, acid, alcohol, and other materials the remaining 10. 


IOWA 

Memorial Library.—On April 30, a library at the 

division of University Hospitals in lowa City was dedicated to 
the memory of the late Dr. Donald S. Wilkins, who died of 
poliomyelitis during military service in Korea after completion 
of a residency at the State University of lowa College of Medi- 
cine, lowa City. The core of the library is Dr. Wilkins’ personal 
collection of books on anesthesiology. 
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Personal.— Dr. William H. Mott, Farmington, a life member of 
the lowa State Medical Society, was recently honored by dedi- 
cation to him of a stained glass window in the new Methodist 
church in recognition of his 50 years of service to his com- 
munity ——-Dr. Helen Johnston, Des Moines, has accepted an 
appointment by Defense Secretary Charles E. Wilson to the 
Defense Advisory Committee for Women in the Armed Services. 
Members of the committee, comprised of $0 women prominent 
in civic, business, and professional fields, serve for three years. 
——Dr. Gerald V. Caughian, Council Bluffs, who was installed 
as president of the lowa State Medical Society on the following 
day, was presented the American Medical Education Founda- 
tion’s award of merit at the state society's annual banquet, 
April 27.——-Dr. Walter L. Bierring, Des Moines, former state 
health commissioner for 20 years and now head of the health 
department's newest division of gerontology and cardiac and 
other chronic diseases, was recently awarded a life membership, 
— only one of its kind, in the at ens Health Association. 

Bierring is a past president of the American Medical 


MASSACHUSETTS 

Rosenau Memorial Fund.—The Milton J. Rosenau Memorial 
Fund has been established at the Harvard School of Public 
Health in memory of the late Dr. Rosenau, who, coming to 
Harvard in 1909, founded the first department of preventive 
medicine in a medical school in the United States and who 
served there as professor of preventive medicine and hygiene 
from 1909 to 1935. After retiring from the Harvard faculty in 
1935, Dr. Rosenau joined the staff of the division of public 
health at the University of North Carolina, where he founded 
a school of public health of which he served as dean until his 
death, April 9, 1946. Contributions to the memorial fund may 
be made payable in any amount to Harvard University and sent 
to the Secretary, Harvard School of Public Health, 55 Shattuck 
St., Boston 15. 


MISSOURI 

Rehabilitation of Handicapped.— Kansas City has been selected 
by the U. S. Public Health Service for a three year study of 
rehabilitation of the handicapped. The project will seek to 
establish (1) the percentage of population needing rehabilitation 
in a typical urban area (greater Kansas City); (2) the extent to 
which rehabilitation is feasible by medical therapy and voca- 
tional training; and (3) the cost of such benefits. 


NEW YORK 

Study on Mentally Retarded Children.— The State Menial Health 
Commission's new pilot study to determine the extent to which 
mentally retarded children can be educated and trained will be 
directed by G. Orville Johnson, Ed.M., Ed.D., associate pro- 
fessor, Syracuse University, in 12 classes for severely retarded 
children. Five of these classes are in state schools under the 
jurisdiction of the state department of mental hygiene (Letch- 
worth Village and Willowbrook State School); the others will 
be conducted in public school systems—two in Nassau County 
and five in New York City. Dr. Johnson, who has actively 
studied mental retardation for the past 15 years, is in charge 
of all work at the university in connection with the 
retarded children. 


University News.—Several important faculty changes at the 
State University College of Medicine at New York City, Brook- 
lyn, were recently announced by Dr. Jean A. Curran, dean of 
the college, who has been named the college's first professor of 
the history of medicine. Dr. Abraham M. Rabiner, who up to 
the present has been clinical professor in the combined depart- 
ment of neurology and neurosurgery, was advanced to professor 
and head of the division of neurology under the department of 
medicine. Dr. E. Jefferson Browder, who has been serving as 
professor and chairman of the combined department, will con- 
tinue as chairman of a separate department of neurosurgery. 
Dr. Benton Davis King, assistant chief of anesthesiology at the 
Brooke Army Hospital, Fort Sam Houston, San Antonio, Texas, 
was appointed associate professor of anesthesiology. James O. 
Pingston, Ph.D., assistant dean for admissions, was promoted 
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from lecturer to full professor of physiology. Associate pro- 
fessorships went to Dr. Jack Gross, assistant professor of 
anatomy; Florence M. Stone, Ph.D., assistant professor of micro- 
biology; Dr. Jerome Lester Gil bert, associate in pharmacology 
Julius Belford, Ph.D., assistant professor of pharmacology 
Hanna Faterson, Ph.D., assistant professor of psychiatry; Dr. 
Karl E. Karlson, assistant professor of surgery; and Dr. Edgar 
P. Mannix Jr., assistant professor of thoracic surgery ——In 
accordance with a special agreement of affiliation, the State 
University of New York College of Medicine at New York City 
and Maimonides Hospital, Brooklyn, announce the appointment 
to concurrent teaching-service posts of Dr. Edward Solomons, 
obstetrician and gynecologist of Dr. Steevens Hospital, Dublin, 
Ireland, and Dr. Max Michael Jr., professor of medicine at 
Emory University School of Medicine, Emory University, Ga. 
Dr. Solomons, who served as visiting professor of obstetrics and 
gynecology at the state university in October, 1953, has been 
named full professor of obstetrics and gynecology at the college 
and chief of obstetrical and gynecological services at the hos- 
pital. Dr. Solomons is examiner to the Central Midwives Board 
of Eire, lecturer and examiner in gynecology at the Dublin 
Metropolitan Technical School for Nurses, demonstrator in 
practical obstetrics to the Royal College of Surgeons in Ireland, 
and an examiner for membership of the Royal College of 
Physicians of Ireland. He is vice-president and past president 
of the Dublin University Biological Association, a member of 
the Irish and British medical associations, a fellow in the Royal 
Academy of Medicine in Ireland, national secretary for Ireland 
of the International Fertility Association, and a member of the 
American Society for the Study of Sterility. Dr. Michael, who 
has been named full professor of medicine at the college and 
chief of medical services at the hospital, is chief of medical 
services at Veterans Administration Hospital in Atlanta, Ga. Dr. 
Charles B. Ripstein, previously appointed under the terms of the 
agreement, is currently chief of surgery at Maimonides Hospital 
and professor of surgery at the college. 


New York City 

Memorial Scholarships.—In of her husband, the late 
Dr. Samuel H. Jessurun, Mrs. Lillian Jessurun of Newark, N. J., 
has presented $500 for five $100 scholarships to Dr. Currier 
McEwen, dean, College of Medicine of New York University- 
Bellevue Medical Center. The scholarships are to be awarded 
each year for five years “to a needy and deserving student, 
preferably one participating in research problems in blood dis- 
eases or other pathological disorders.” 


Rehabilitation Project.—Teachers College, Columbia Univer- 
sity, and the Institute for the Crippled and Disabled have jointly 
sponsored a project in which 24 professional persons, half of 
whom are from countries around the globe, have been trained 
as world pioneers of the rehabilitation-team approach to the 
problems of the seriously handicapped. A specially selected 
group of disabled children and adults, all patients of the institute, 
cooperated to provide realism and actual experience for the 
students, who, having completed the intensive four week course, 
have returned to their home states and native lands to teach 
others the team approach for marshaling a community's full 
rehabilitation facilities. The students—physicians, therapists, 
case workers, teachers, counselors, and administrators, represent- 
ing government and private rehabilitation efforts—were chosen 
from hundreds of applicants representing most of the free nations 
of the world for (1) their professional standing and (2) the 
readiness or necessity in their parts of the world for improving 
complete rehabilitation facilities for the seriously handicapped. 
According to Willis C. Gorthy, director of the institute, this is 
the first time that a course teaching the team approach in total 
rehabilitation and using actual handicapped patients throughout 
has ever been offered. -Professor Maurice H. Fouracre, head, 
department of special education, Teachers College, pointed out 
that the purpose of the course is “to equip the accomplished 
professional person who possesses rehabilitation skills to (1) fit 
effectively into a full scale rehabilitation effort which may in- 
clude teaching and research, as well as actual treatment, and 
(2) organize and lead other rehabilitation persons in the organi- 
zation and operation of a complete patient-centered rehabilita- 
tion effort.” 
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OHIO 

State Mental Agency.— The Ohio Department of Mental Hygiene 
and Correction, inaugurated as a new state agency on July 1, 
includes all state-operated mental and correctional institutions. 
The new department's functions were formerly performed by 
the Ohio Department of Public Welfare, which retains the 
financial assistance programs. Dr. John D. Porterfield Ill, 
Columbus, former director of the Ohio state health department, 
directs the new department. Dr. Ralph E. Dwork, formerly 
chief of the divisions of tuberculosis and chronic disease, is 
now acting director of the health department. 


Fuller Night.—By official proclamation, the village of Loudon- 
ville recently observed Fuller Night in honor of Dr. Gaillard B. 
Fuller, aged 77, who has served the community for 50 years. 
Dr. Fuller received a 50 year pin from Dr. Horatio T. Pease, 
Wadsworth, representing the Ohio Medical Association, and the 
“Key to Loudonville” from Mayor Edward L. Smith. Dr. 
Fuller's father was Dr. Amos B. Fuller and his grandfather, 
Dr. Ephraim Fuller. Dr. Gaillard Fuller is currently president 
of the Farmers and Savings Bank and chairman of the Loudon- 
ville Civic Association. For 17 years he was a member of the 
Loudonville school board. He was elected first president of 
Loudonville’s newly established Rotary Club. 


OREGON 

Clinic Building for Children.—A two-story $280,000 
administration and clinic building forthe crippled children’s 
division of the University of Oregon Medical School of Portland 
was recently opened. The structure, built of reinforced concrete, 
contains 12,596 square feet of floor space. The division, under 
the direction of Dr. Richard L. Sleeter, Medford, locates and 
maintains a register on all crippled children under the age of 
21 in Oregon and aids parents in arranging for medical and 
surgical care, special therapy, and counseling. 


PENNSYLVANIA 

Society News.—At its 12th annual meeting, May 19 to 23 in 
Bedford, the Pennsylvania Academy of Ophthalmology and 
Otolaryngology elected the following officers: Dr. James H. 
Delaney, Erie, president; Dr. William T. Hunt, Philadelphia, 
president-elect; Dr. Daniel S. DeStio, Pittsburgh, secretary; Dr. 
Bruce A. Grove, York, treasurer; and Dr. Benjamin F. Souders, 
Reading, editor-transactions. The 1955 meeting at the Traymore 
in Atlantic City, N. J., will be a joint meeting with the New 
Jersey Ophthalmological Society and the West Virginia Eye, 
Ear, Nose and Throat Society. 


Dr. Sturgeon Honored.—The Fayette County Medical Society 
has dedicated the June issue of its publication, the Fayette 
County Mirror, to Dr. John Dawson Sturgeon Sr. in honor of 
his 100th birthday anniversary, July 12. Dr. Sturgeon, whose 
family has served the medical needs of Uniontown for 142 
years, began practice in that community in 1881. He was pre- 
ceded by his father, Dr. William H. Sturgeon, and his grand- 
father, the Hon. Daniel Sturgeon, M.D. (1789-1878), one-time 
U. S. senator from Pennsylvania, who began practicing medicine 
in Uniontown in 1812. Dr. John D. Sturgeon Jr., fourth genera- 
tion, is director of the department of pediatrics in the Uniontown 
Hospital and consulting pediatrician to the Connellsville State 
Hospital and the Greene County Memorial Hospital. 


Philadelphia 

Poliomyelitis Research Grant.—The National Foundation for 
Infantile Paralysis has awarded a $198,495 research grant to 
the University of Pennsylvania for a five-year study of latent 
viruses under the direction of Dr. Geoffrey W. Rake, research 
professor of microbiology in medicine’in both the school of 
medicine and the school of veterinary medicine. The project, 
supported by March of Dimes funds, will be staffed by a virolo- 
gist, a biochemist, and a cell morphologist trained in investiga- 
tion of cell changes. 

Personal.—Dr. Paul H. Fried delivered an address, “The Role 


of Chorionic Gonadotropin in the Maintenance of the Corpus 
Luteum of Pregnancy,” before the Latin-American Congress of 
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Obstetrics and Gynecology and the Brazilian Congress of Ob- 
stetrics and Gynecology during their recent meetings in Sao 
Paulo, Brazil———Dr. Esmond R. Long, director, Henry Phipps 
Institute for the Study, Treatment, and Prevention of Tuber- 
culosis, University of Pennsylvania, recently returned from a 
tour of Spanish hospitals and sanatoriums undertaken at the 
invitation of the Patronato Nacional Antituberculoso, the tuber- 
culosis section of the department of health of the government 
of Spain. The tour of inspection was made as a representative 
of the International Union Against Tuberculosis, the head- 
quarters of which are in Paris, France, and of which the National 
Tuberculosis Association of the United States is a member. The 
union will hold an important meeting in Madrid in September. 
——Dr. Aims C. McGuinness, dean of the Graduate School of 
Medicine, University of Pennsylvania, has been appointed 
clinical consultant for the new memorial hospitals of the United 
Mine Workers’ Welfare and Retirement Fund. His new duties, 
which he will assume about Aug. 1, will include coordination 
of the medical staffing arrangements for the 10 hospitals being 
built by the Memorial Hospital Association in Kentucky, West 
Virginia, and Virginia (THe Journat, March 27, page 1101); 
development of medical staffs, including internships and resi- 
dencies; and supervision of a continuing program of medical 
educational activities for physicians serving in the hospitals and, 
in cooperation with the fund's area medical administrators, for 
other physicians serving beneficiaries. He will also act as a spe- 


cialist consultant for the various hospitals and assist in studies 
of services rendered to beneficiaries. 


VERMONT 


Dr. Hooker Honored.—Dr. Sanford B. Hooker, Bradford, 
Boston University professor emeritus of immunology, received 
the first “distinguished service” scroll of the Boston University 
School of Medicine Alumni Association at the association's 
annual meeting on May | in Boston. Dr. Hooker, who taught 
at the university's school of medicine for nearly 40 years and 
was 1951-1952 Boston University lecturer, retired late last year. 


WEST VIRGINIA 


Alumai Dinner—The annual dinner meeting of the West 
Virginia chapter of the Alumni Association of the Medical 
College of Virginia, Richmond, will be held at the Greenbrier, 
White Sulphur Springs, Aug. 20, with the president, Dr. Jacob 
C. Huffman of Buckhannon, presiding. A social hour will pre- 
cede the 7 o'clock dinner, at which Dr. Waverly R. Payne, 
Newport News, Va., will be speaker. 


Society News.—The following physicians were recently elected 
to honorary life membership in the West Virginia State Medical 
Association: Jay W. Rife, Kenova; Ulysses G. McClure and 
Henry L. Robertson, Charleston; Robert W. Love, Moorefield; 
William A. Flick, Keyser; and Elmond L. Coffield, New Martins- 
ville——The organization meeting of the West Virginia Pedi- 
atric Society, sponsored by the West Virginia members of the 
American Academy of Pediatrics, will be held in the Virginia 
Room at the Greenbrier in White Sulphur Springs at 6 p. m., 
Aug. 18, the day preceding the annual convention of the West 
Virginia State Medical Association. Membership in the new 
organization will be open to all West Virginia physicians in- 
terested in pediatrics. A dinner will follow the organization 
meeting, with Baker Laboratories of Cleveland as host 


ALASKA 

Science Conference at at Anchorage.—The Fifth Alaska Science 
Conference will be held in Anchorage, Sept. 7 to 10. Mr. BE. K. 
Day, Box 960, Anchorage, vice-president of the Alaska division, 
American Association for the Advancement of Science, is chair- 
man of the arrangements committee. 


Rabies in Wild Animals.— Rabid foxes and wolves were reported 
in areas of the Kuskokwim and Yukon rivers and the Seward 
peninsula during late winter months. In mid-March, heads of 
the first two foxes submitted this year to the Anchorage labora- 
tory of the Alaska department of health for examination gave 
positive results for rabies. These were from the Bethel area on 
the Kuskokwim. 
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GENERAL 

Sight-Saving Month.—The National Society for the Prevention 
of Blindness, a 46-year-old voluntary organization (1790 Broad- 
way, New York 19), has adopted as the theme for its 1954 
educational campaign “The most wonderful eyes in town belong 
to you—take care of them!” This theme will be stressed through- 
out September, which is designated as national sight-saving 
month. The society has prepared a free folder, “Your Wonder- 
ful Eyes!” which may be had on request. It lists danger signals, 
warnings, and measures for conservation of sight. One section 
is devoted to questions and answers about the eyes. 


Urology Prizes.—The American Urological Association offers 
an annual award of $1,000 (first prize, $500; second prize, $300; 
and third prize, $200) for essays on the result of some clinical 
or laboratory research in urology. Competition is limited to 
urologists who have been graduated not more than 10 years and 
to men in training to become urologists. The first prize essay 
will appear on the program of the meeting of the American 
Urological Association at the Biltmore Hotel, Los Angeles, 
May 16 to 19, 1955. For full particulars write to the executive 
secretary, Mr. William P. Didusch, 1120 N. Charles St., Balti- 
more 1. Essays must be in his hands before Jan. 1, 1955. 


Neurology and Psychiatry Award.—The Michigan Society of 
Neurology and Psychiatry offers an annual award of $250 for 
the outstanding piece of research in: neurology, psychiatry, 
neurosurgery, neuropathology, neurophysiology, neuroanatomy, 
pharmacology pertaining to the nervous system, and allied fields 
of interest. The work, which must have been accomplished by 
persons within the first five years of specialty training or ex- 
perience, must be submitted within one year after completion 
of the research reported. Five copies of the paper must be sub- 
mitted before March 1. Competition is open to workers living 
in Michigan, north central Ohio in the area contiguous to the 
southern border of Michigan, and the province of Ontario, 
Canada, in the area contiguous to the state of Michigan. Infor- 
mation may be obtained from Dr. Ivan C. Berlien, 

1753 Guardian Bldg., Detroit 26. 


Medical Legal Publication.—The Western Reserve University 
Press announces publication of “Physician in the Courtroom,” 
the first volume in its law-medicine series. The 98 page book 
comprises a symposium on problems of the medical profession 
as related to law. Contributors to the discussion are Clinton 
DeWitt, professor of law at Western Reserve; Dr. Samuel R. 
Gerber, Cleveland, coroner of Cuyahoga County and associate 
in legal medicine, Western Reserve University institute of 
pathology; Dr. Alan R. Moritz, director of the institute; and 
Dr. Lester Adelson, Cleveland, deputy coroner and chief pathol- 
Ogist in Cuyahoga County coroner's office and instructor in legal 
medicine at the institute. This volume will be followed within 
the next 12 months by “Medical Facts for Lawyers” and 
“Homicide in the Urban Community.” “Physician in the Court- 
room” is now available at $2 per copy from the Western Reserve 
University Press, Western Reserve deeoagap Cleveland 6. 


National Fund for Medical E ti A ding to Mr. 
Colby M. Chester, chairman, Committee of American Industry, 
an affiliate of the National Fund for Medical Education, more 
than 1,300 leaders of American business, representing every 
major industry, have been enlisted in the campaign to obtain 
private financial support for the nation’s medical schools. The 
Committee of American Industry, which is seeking to mobilize 
10 million dollars in additional annual income for the medical 
schools, is organized into 60 nationwide industrial divisions and 
local sponsoring committees located in 23 industrial centers. 
Serving on industrial committees are 1,019 businessmen. A 
medical advisory committee of 441 industrial physicians and 
corporation metical directors is headed by Dr. Robert C. Page 
of the Standard Oil Company (N. J.), New York, and Dr. Earl 
C. Bonnett of the Metropolitan Life Insurance Company, New 
York. Since its organization in January, 1953, the committee has 
raised more than 2 million dollars for the medical schools. 


Radiological Hazard Training Program.—In recognition of the 
increased use of radiation and the associated health protection 
problems, the Public Health Service, U. 8. Department of Health, 
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Education, and Welfare, sponsors a of training in 
radiological hazards. The purpose of the program is to indoctri- 
nate public health workers with the significance of ionizing 
radiations, the environmental and occupational hazards attendant 
on their use, and recom procedures for minimizing such 
hazards. The training program, presented at the Robert A. Taft 
Sanitary Engineering Center, Cincinnati, is designed primarily 
for professional personnel of state and local health departments, 
but a limited number of qualified applicants from other govern- 
mental agencies and industry will be welcome. The following 
courses will be presented in 1954-1955: 

Nov. 1-5, Problems of Radioactivity in Waterworks. 

Jan. 10-21, Basic Course in Radiological Health. 

Jan. 24-Feb. 4, Occupational Radiation Protection. 

March 7-10, Radiation Hygiene: Preventive Medical Aspects. 

April 18-29, Basic Course in Radiological Health. 

May 2-13, Environmental Radiation Sanitation Course. 

May 16-20, Problems of Radioactivity in Waterworks. 
For information address: Chief, Radiological Health Training 
Section, Robert A. Taft Sanitary Engineering Center, 4676 
Columbia Parkway, Cincinnati 26. 


Fellowships in Orthopedics.—In a new program, the National 
Foundation for Infantile Paralysis offers clinical fellowships 
primarily for resident training in orthopedics at centers approved 
by the A. M. A. Council on Medical Education and Hospitals. 
Fellowships will be awarded for periods of six months to three 
years, depending on the time necessary for the candidate to 
complete his requirements for certification by the American 
Board of Orthopedic Surgery. Eligibility requirements include 
U. S. citizenship or application for citizenship, a one-year in- 
ternship, and one year of resident training in general surgery 
at approved hospitals. Candidates must be under 36 years of 
age. Stipends range from $300 to $400 a month, depending on 
marital status and number of dependents. One fellowship in 
orthopedic surgery will be offered each year to an applicant who 
has already completed three years of approved resident training 
in orthopedic surgery. This fellowship will be awarded for one 
year's study at Georgia Warm Springs Foundation at a stipend 
level varying from $4,500 to $7,000 a year. Exceptions to the 
age limit of 36 years may be made for this candidate. All 
applicants must make their own arrangements with the training 
center before applying for a fellowship. Selection of candidates 
will be made on a competitive basis by the foundation's clinical 
fellowship committee. Applications for fellowships received by 
Sept. 1 will be considered in November; those received by Dec. 1, 
in February; and those submitted by March 1, in May. For appli- 
cation forms and further information, address the National 
Foundation for Infantile Paralysis, Division of Professional 
Education, 120 Broadway, New York 5. 


National Medical Association.—This association will hold its 
annual meeting at Howard University College of Medicine, 
Washington, D. C., Aug. 9 to 13. Dr. A. Porter Davis, Kansas 
City, Kan., will deliver the Ah Fy address Tuesday morn- 
ing. At 8:30 p. m. a public meeting will be held in the audi- 
torium of the Department of Health, Education and Welfare 
(4th and C Streets, S.W.). Addresses will be delivered by Dr. 
Davis, Dr. Arthur M. Townsend Jr., St. Louis, chairman, board 
of trustees of the association, and Dr. Leonard A. Scheele, 
Washington, D. C., surgeon general, U. S. Public Health Service. 
The Stubbs surgical oration, “The Management of Acute Pan- 
creatitis,” will be delivered Wednesday at 10 a. m. by Dr. 
Robert Elman, professor of surgery, Washington University 
School of Medicine, St. Louis. Wednesday afternoon the staff 
of the National Institutes of Health, Bethesda, Md., will present 
a symposium “Research Program of the National Cancer In- 
stitute” at the Clinical Center in Bethesda. Thursday morning 
there will be a panel on orthopedic disease problems at the 
orthopedic clinic, Freedmen's Hospital. A symposium on head- 
ache will be presented Friday, 10:30 to 11:30 a. m., and a 
clinical pathological conference will be held from 12 noon to 
1 p. m. Numerous joint scientific sessions have been scheduled 
in addition to the general and sectional meetings, and movie 
clinics will be featured from 8:30 to 9:45 a. m., Tuesday through 
Thursday. Special events include alumni and fraternity meetings 
Monday night, a men’s smoker Wednesday at 9:30 p. m., and 
the president's grand ball Thursday at 9 p. m. The Women’s 
Auxiliary will meet simultaneously. 


1266 MEDICAL NEWS 


Blakesice Award Winners.—The American Heart Association 
announces the following winners of the second annual Howard 
W. Blakeslee awards for outstanding reporting in the field of 
heart and blood vessel diseases: 

Cathy Covert, medical writer, and Arthur C 


Clive Howard, Ridgewood, N.J., for his article, “Can Heart Disease 
Wreck Your Marriage?” published in the February, 1953, issue of the 
oman's Home 


The winners of the $500 honorarium will receive the awards 
Sept. 14 at a banquet in conjunction with the second World 
Congress of Cardiology and the 27th scientific sessions of the 
American Heart Association, which will convene in Washington, 
D. C., Sept. 12 to 17. The awards, a memorial to Howard W. 
Blakeslee, late science editor of the Associated Press and 
founder of the National Association of Science Writers, are 
given annually to persons “whose creative efforts in any medium 
of mass communication are judged to have contributed most to 
public understanding of progress in research, and in the preven- 
tion, care and treatment of heart and circulatory diseases.” 
Funds for the awards have been made available by the Eva and 
Irving Hexter Foundation of Cleveland, the Robert Z. Greene 
Foundation of New York, and Frank N. Isbey of Detroit, a 
member of the American Heart Association's board of directors. 


Blackwell Awards.—The Elizabeth Blackwell “~~ of the 
oll York Infirmary were recently presented to the following 
ysicians in the first ceremony to be held in the hos- 
pital’s new building, Stuyvesant Square East and 15th Street: 


cept of cystic fibrosis of the 
Barringer, 
to serve as ambulance surgeon. Before retirement she was on the stafls 


Madelaine Ray Brown, associate neurologist at General 
Hospital, Boston, chief, department neurology psychiatry, 
Mount Auburn Hospital, Cambridge, and instructor in neurology at 
Harvard Medical School, Boston, who was the first woman to 
an intern at Boston City Hospital. She is coauthor of the first pub- 
lished description of the syndrome of muscular paralysis due to 
kidney disease. 

Mary M. Crawford, who established the New York Federal Reserve 
Bank medical department after returning from World War | service 
with the American ambulance at Neuilly-sur-Seine 

Jessie C. Gray. chief of surgery, Women's College Hospital, Toronto, 
Canada, the first woman to graduate wich a gold medal in medicine 
at the University of Toronto, first woman to take the Gallic course 
in surgery, first woman resident surgeon at Toronto General Hospital, 
and first woman to become a fellow of the Royal College of Surgeons 
of Canada. 

Alice Freeland Maxwell, associate clinical professor of obstetrics and 
gynecology, University of California Medical School, San Francisco, 
in recognition of her achievements in teaching and practice of obstet- 
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available new U.S.P. steroid reference substances, prepared 
under the direction of the U.S.P. Steroid Advisory Board and 
distributed by authority of the U.S.P. Board of Trustees. The 
advisory board, established in 1953 in response to the need for 
easily available steroid preparations for use as reference 
standards in connection with the rapidly developing paper 
chromatographic techniques, is responsible for the selection of 
reference substances, verification of their authenticity, and de- 
termination of their suitability. 

The compounds are supplied for use only as paper chromatog- 
raphy standards. The number assigned to each reference sub- 
Stance corresponds to a number on a master list of about 400 

The first set consists of 24 steroids; additional sets 


Income from the sale of these substances, over and above pack- 
aging and distribution costs, will be used for expanding the 


Ave., New York 16. 


Prevalence of Polfomyelitis.—According to the National Office 
of Vital Statistics, the following number of reported cases of 
poliomyelitis occurred in the United States and its territories and 
possessions in the weeks ended as indicated: 


July 3, 1904 
July 4, 
Paralytic Cases 
Area Type Reported Total 
New England States 
2 3 
ee 1 
ee 1 
3 6 6 
Middle Atlantic States 
4 6 4 
ar North Central States 
20 23 
West Berth States 
2 10 
North oe 3 1 
ee ee 1 
No report w 
South Attentis States 
ee ee 4 
District ee 2 
3 lo 37 
Boss & Central States 
2 6 12 
oe 6 nu 
on 6 2 
3 
West South Central States 
Mountain States 
Nevada e 1 ot 
Pacific States 
1 2 2 
an 76 43 
Territories and Possessions 
Alaska 1 2 
231 625 


of the Syracuse Herald-Journal, for their series of 10 articles on heart 
diseases appearing in that publication in December, 195}. 
Hospital, Detroit, Feb. 15, 1953. The program was produced by Wil- 
liam Hodapp with the assistance of Robert Wald, Laurence Schwab 
Jt., and the staff of WWJ-TV, Detroit, with the cooperation of the 
General Motors Corporation and the Michigan Heart Association. ar 
Dr. William A. Brams, Chicago, for his volume, “Managing Your 
Coronary,” published by J. B. Lippincott Company of Philadelphia. obtained and checked. Suggestions for additions are welcome. 
additional steroids not otherwise available. The price is $3 for 
a single steroid and $60 for the complete set of 24. Information 
may be obtained from U.S.P. Reference Standards, 46 Park 
Dorothy H. Andersen, assistant professor of pathology, Columbia Uni- 
versity College of Physicians and Surgeons and assistant attending 
pediatrician at Babies’ Hospital, New York, who developed the con- 
of the New York Infirmary and the Kingston Avenue Hospital, 
Brooklyn, and was active in promoting legislation for social hygiene 
and | health. 
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LATIN AMERICA 
Against Yaws in Haiti.—According to a report from 
the Pan American Sanitary Bureau, yaws, which until 1950 
affected about one-third of the rural population of Haiti, has 
been all but wiped out by the Haitian government in cooperation 
with the bureau and with substantial financial assistance from 
the United Nations Childrens Fund (UNICEF). In 1949 the 
Haitian government requested international help to combat 
yaws. By Dec. 31, 1953, after a house-to-house campaign, 
2,623,141 persons had been treated with penicillin. Observations 
in the southern region of the country, where the campaign was 
initiated in 1950, show that less than 1% of the population now 
has contagious yaws. In the northern region of Haiti, where the 
campaign has been carried out during the past two years, yaws 
incidence is less than one-third of 1%. The disease has been 
almost eradicated in a once highly infected zone. At the present 
wholesale cost of penicillin, the average cost per patient for the 
drug is about five cents. The cost to the government of Haiti 
of the yaws campaign has been about 20 cents per capita, and 
i international contri- 


Meeting on Medical Hydrology.—The International Society of 
Medical Hydrology will hold its congress Sept. 24 to 27 at 
Vichy, Paris, and Enghien in France. Reports will be given on 
cardiac and hepatocholecystic pain; care of the wounded in 
mineral water spas; and effect of certain vichy waters on the 
autonomic nervous system. For information write to Dr. Fran- 
gois Frangon, $$ rue des Mathurins, Paris 9, or to Mr. Boucier, 
24 bivd. des Capucines, Paris 9. 


Pediatric Fellowships in Paris.—A number of fellowships for 
the academic year 1954-1955 will be available for research 
workers at the laboratories of the International Children’s 
Centre, Paris, France. The research program is at present essen- 
tially connected with problems of antituberculosis vaccination 
and antipertussis immunization. The grants amount to $168 per 
month. Traveling expenses from residence to Paris will have to 
be borne by the research fellows. Application for a fellowship 
should be sent together with curriculum vitae, record of previous 
work, and testimonials of chiefs of service to Professor Bugnard, 
International Children’s Centre, Chateau de Longchamp, Paris 
16°. 


International Society of Blood Transfusion.—This socicty will 
meet at the Sorbonne (47 rue des Ecoles) and Lycee Louis-Le- 
Grand (123 rue Saint-Jacques) in Paris, Sept. 13 to 19. Forty- 
seven presentations by United States participants are listed in 
the program. Dr. Philip Levine, Raritan, N. J., will report on 
transfusion problems due to rare antibodies, and Dr. J. Garrott 
Allen, University of Chicago, will discuss “Treatment of Burns” 


apeutic 
Agent.” “Transmission of Homologous Serum Jaundice” will be 
considered by Dr. Joseph Stokes Jr., Philadelphia. Dr. James L. 
Tullis, Boston, will talk on preservation of platelets. Dr. Isidor 
S. Ravdin, Philadelphia, will preside at a conference on plasma 
substitutes and will present a paper on that subject. 


Rehabilitation for Underprivileged Isracli Youth.—In com- 
memoration of the sixth anniversary of the state of Israel, 
Hadassah, the women's Zionist organization of America, recently 
announced a new $500,000 project aimed at the education and 
rehabilitation of underprivileged _ in Israel, which will 
involve a combined sociological and psychiatric, vocational 
education and recreation program for the estimated 50,000 
young people between the ages of 12 and 17 still living in im- 
migrant camps in various parts of Israel. Three major depart- 
ments of Hadassah—the Hadassah Medical Organization, 
Vocational Education Department, and Youth Aliyah (youth 
immigration and rehabilitation)—will join forces in 
Maarbarot Youth.” 
CORRECTION 
American Board of Proctology.—The next examination of the 
American Board of Proctology will be jn Part II in Philadelphia 


on Sept. 25-26. The previous announcements in THe Journat of 
jab 19, July 3 and July 17 were in error. 
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MEETINGS | 


ASSOCIATION: Dr. George F. Lull, $35 North 
Secretary. 


TION Drake 
Chicago, Sept. 1-2. Mr. Leo E. Brown, 535 N. Dearborn St., 
Director. 


Mroicat Assoctation, Mt. McKinley Park Hotel, 

Dr. William P. Bianton, P.O. Box 
2569, . Secretary. 

Pay ASSOCIATION OF BLOOD Banks, The Shoreham, Washington, 
D. C., Sept. 13-16. Miss Marjorie Saunders, 3500 Gaston Ave., Dallas 4, 
Texas. Secretary. 

Surceons, The Homestead, Hot Frank 
Lock, Bowman Gray School of Medicine, Winston-Salem, c., 


AMERICAN Concasss or Prysicat 
Statler, Washington. 


. BC. 
Michigan Ave., Chicago 2, Executive Director 
Ameaican Hosprtat Association, Palmer House, Chicago, Sept. 13-16. 
Dr. E. L. Crosby, 18 East Division St., 
Amenican Mepicat Warrers’ Association, Hotel Sherman, Chicago, Sept. 
24. Dr. Harold Swanberg, 510 Maine St., Quincy, Il, Secretary. 
American Roentoen Ray Society, Shoreham Hotel, Washington, D. C., 
re 21-24. Dr. Barton R. Young, Germantown Hospital, Philadelphia 


Society oF Shoreham Hotel, Washing- 
-_ D. C., Sept. 6. Dr. Clyde G. Culbertson, 1040-1232 W. Michigan 

. Indianapolis, Secretary. 
Mepicat Association, Olympic Hotel, Seattle, 
G. Hardenbergh, 600 South Michigan Bivd., Chi- 


COLLEGE OF AMERICAN PATHOLOGISTS, The Shoreham, Washington, D. C., 
Sept. 12. Dr. Arthur H. Dearing, 203 N. Wabash Ave., Chicago 1, 
Executive Secretary. 
Cotonapo State Mepicat Socrety, Broadmoor Hotel, Colorado Springs, 
Executive Secretary. 
Heattn Conrerence (Houston), Hotel, Houston, 
2, Tex., Chairman. 
Kentucky Stare Mepicat Association, Brown Hotel, Louisville, Sept. 
21-23. Dr. Bruce Underwood, 620 S. Third St. Louisville 2, Secretary. 
Mississtppt Vaitey Mepicat Socrery, 
22-24. Dr. Harold Swanberg, 510 Maine St., — . Secretary. 
Montana Mepicat Association, Hotel Finlen, 16-19. Mr. 
L. R. Hegland, N. 28th St, 
Nationat Mepicat Association, Washington, D. C., Aug. 9-13. Dr. Joha 
T. Givens, 1108 Church St., Norfolk 10, Va., Executive Secretary. 
Dermatotocic Association, Broadmoor Hotel, Colorado Springs, 
Colo., Sept. 2-4. Dr. Ben A. Newman, 436 N. Roxbury Drive, Beverly 
Hills, Calif., Secretary. 


Bismarck, N. D., Sept. 11. Dr. Robert B. Radi, 221 Fifth St., Bis- 


Reno Surcicat Socwry, Reno, Nev., Aug. 19-21. Dr. James R. Herz, 


Cc Skirvin Hotel, Oklahoma City, Sept. 
Rountree, 1227 Classen Drive, Oklahoma City 3, 


U. S. Cuarren, Intewationat oF Suncrons, Chicago, Sept. 7-10. 
Dr. Karl Meyer, i516 Lake Shore Dr., Chicago, 

WasnincTon Stare Mepicat Association, Davenport Hotel, Spokane, 
Seventh Ave., Seattle 1, 


20-22. Dr R 


Sept. 18-22. Dr. Bruce Zimmerman, 1309 

Secretary. 

Westeas Association of Ramway Valley, Idaho, Sept. 
23-25. Dr. Leo L. Stanley, 1322 Fifth Ave., San Rafael, Calif, 
Secretary. 


West Stare Mepicat Association, The Greenbrier, White 
Springs, Aug. 19-21. ‘Mr. Charles Lively, P.O. Box 1031, 


COMMONWEALTH HeattTH aNo Tuseacutosis Conrerence, Royal Festival 
Hall, London, England, June 21-25, 1955. Mr. J. H. Harley Williams, 
Tavistock House North, Tavistock Square, London, W.C.1, England, 
Secretary 


TIONAL ASSOCIATION THE PREVENTION OF 
NESS, New York, N.Y U. Sept 1247, 1956 Profencr 
Franceschetti, 2 Avenue Mirmot, Switzerland, Secretary- 


Dearborn St., Chicago 
1984 Clinical Meeting, Miami, Florida, Nov. 2%-Dec. 2. 
1955 Annual Meeting, Aflantic City, N. J., June 6-10. 
1955 Clinical Meeting, Boston, Nov. 29-Dec. 2. 
1986 Annual Meeting, Chicago, June 11-15. 
AMERICA 
Hotel, 
Chic 
butions, about 30 cents per person treated. 
Mepicrse and Hotel 
FOREIGN A ABILITATIC ote 
FOREIGN AND INTERNATIONAL 
Conresence oF Acainst Madrid, 
Spain, Sept. 26-Oct. 2, 1954. Secretariat, Escuela de Tisiologia, Ciudad 
Universitaria, Madrid, Spain. 
General. 
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Cowoaess or tHe Diasetes Feperatiown, 
England, July 4-8, 1955. Mr. James G. L. Jackson, 152 Harley St., 
London, W.1, . Executive Secretary General. 


Cownoress or INTERNATIONAL SoctreTY oF Mepicat Hyprotocy, Vichy and 
Paris, France, Sept. 26, 1954. For information write: Dr. Giulio Ammi- 
rendoli, Via Della Torretta 11, Montecatini Terme, Italy. 

Inter-American Conortss oF Rapro.ocy, Shorcham Hotel, W 
D. c., U. S. A., April 24-29, 1955. Dr. Eugene P. — 
Spruce St., Philadelphia 4, Pa, U. S. A., Secretary Gener 

INTER-AMPRICAN Session, AMPaican COLLEGE OF SURGEONS, 
Mayor de San Marcos de Lima, Lima, Peru, S. A., Jan. “oe 1955, 
Dr. Michael L. Mason, 40 East Erie St., Chicago 11, fl, U. S. A, 
Secretary. 

INTERNATIONAL ANESTHESta Restancn Socrety, Ambassador Hotel, Los 
Angeles, Calif.. U. S. A., Oct. 10-14, 1954, For information write: Dr. 
T. H. Seldon, 102-110 Second Avenue S.W., Rochester, Minn., U. S. A. 

INTERNATIONAL ConcRess of PatHotocy, Washington, D. C., 
U. S. A. Sept. 6-10, 1954. Dr. Robert A. Moore, University of Pitts- 
burgh, Schools of the Health Profession, Pittsburgh 13, Pa., U. S. A., 

Committee on Arrangements. 

Concress on Destases of THE Cuest, Barcelona, Spain, 
Oct. 4-8, 1954. Mr. Murray Kornfeld, 112 East Chestout $t.. Chicago 11, 
i., U. S. A., Executive Secretary. 

TIONAL 


Concarss of Hemato.ocy, Paris, Sept. 6-11, 1954. Dr. 
Jean Bernard, 86 rue d'Assas, Paris 6°, France, 

INTERNATIONAL CONGRESS oF THE History oF MEDICINE, and 
Salerno, Italy, Sept. 13-20, 1954. For information write "Remen Sae 
Congresso Internazionale di Storia della Medicina, Instituto di Storia 
della Medicine, Citta Universitaria, Rome, Italy. 

Conoaress of Hypatm Disease, Madrid, Spain, Sept. 25-30, 
1954. Dr. Jesus Calvo Melendro, Hospital Provincial, Sorea, Spain, 
Secretary 


General. 
of InpusTaiat. Mepicine, Naples, Italy, Sept. 
13-19, 1954. Professor Scipione Caccuri, Director, Institute of Indus- 
trial Medicine Policlinico, Naples, Italy, Chairman, Organizing Com- 
mittee. 


INTERNATIONAL Conoress oF INTERNAL Mepicine, Stockholm, Sweden, Sept. 
15-18, 1954. Professor Anders Kristenson, Karolinska Sjukhuset, Stock- 


Toronto, Ontario, Canada, Aug. 14-21, 1954. For 
Executive Officer, International Congress 
George St., Toronto, Ontario, Canada. 
INTERNATIONAL Concaess oF Mepicine PrHaamacy, Laxem- 
g. Nov. 7-12, 1954. Colonel A. R. Vernengo, Direcion 
General de Sanidad Militar, Pozos 2045, Buenos Aires, Argentine, S. A., 


100 First Avenue Building, Rochester, 4 y ¢ « 
Secretary-General. 

INTERNATIONAL CONGRESS OF AND TRAUMATOLOGY, 
Berne, Aug. 30-Sept. 3, 1954. For information write: 
Professor M. Dubois, —~y-y . Sw 

INTERNA Fepera or Associations, Rome, 


TIONAL TION Mepic STUDENT 
Italy, Oct. 1-5, 1954. Mr. Jorgen “Falck Larsen, 12, 
al 


openhagen Denmark, 
INTERNATIONAL Hoserrat Concagrss, Lucerne, Switzerland, May %0-June 
Hospital Federation, 10 Old 


am. 1790 Broadway, New York 19, N. Y., U. S. A., Executive 
InTERNA Rome, Orthopedic 


Clinic, Rome, Italy, roku ye Stanley E. Henwood, 120 
N. Y., U. S. A., Executive Secretary. 
BLOOD TRANSFUSION 


Transfusion Sanguine, $3 Boulevard Diderot, Paris 12°, France. 

Society ror Crit Leiden, Netherlands, Sept. 1-8, 
1954. Professor Peter J. Gaillard, University of Leiden, Leiden, Nether- 
lands, Secretary. 


Socrety oF Geooaarnicat PatHotocy, Washington, D. 
U. S. A., Sept. 6-10, 1954. Professor Pred C. Roulet, Hebelstrasse 24, 
Basel, Switreriand, Secretary-General. 

Surcicat Concerss, Geneva, 

1955. Dr. Max Thorek, 1516 Lake Shore Drive, 
U.S. A., Secretary General. 
Mepicat Conoress, Kyoto University and Kyoto Prefectural 
Medical College, Kyoto, Japan, April 1-5, 1955. Dr. Goto, 
University Hospital, Medical Faculty of Kyoto University, Kyoto, 
Japan, Secretary General. 

Late Amenican Concaess oF Sao Paulo, Brazil, S. A., 
Sept. 12-18, 1954. Dr. Zairo E. G. Vieira, Praca Ploriano, $5-7°, And 
Rio De Janeiro, Brazil, S. A., Secretario. 

Concarss oF Puysicat Mepicive, Lima, Peru, S. A., Feb. 
14-19, 1955. Dr. Cassius Lopez de Victoria, 176 East 7ist St. New 
York 21, N. Y., U. S. A., Executive Director. 


May 23-26, 
Illinoss, 


J.A.M.A, July 31, 1954 


Mepicat Women’s INTERNATIONAL AssoctaTION Concress, Lake Garda, 
Italy, Sept. 15-21, 1954. Dr. Ada Chree Reid, 118 Riverside Drive, New 
York 24, N. Y., U. S. A., President. 

Pan Ampaican Concaess oF Peptataics, Aug. 1-7, 1954, 
For information : b venida Brigaderio Luiz 


Paw Mrprcat Cononsss, Hotel Gloria, Rio de 
Janciro, Brazil, S. A., Oct. 2-13, 1954. Dr. Paul S. Schantz, 103 West 
Main St., Ephrata, Pa., U. S. A. Executive Secretary. 

Surncicat Conoarss, Honolulu, Hawaii, Oct. 7-18, 1954. Dr. 
FP. J. Pinkerton, Suite 7, Young Bidg., Honolulu 13, Director 
General. 

Worip Concatss or Caapio.ocy, Washington, D. C., U. S. A., Sept. 
12-18, 1954. Dr. L. W. Gorham, 44 Bast 23d St., New York 10, N. Y., 
U. S. A., Secretary-General. 


Scheveningen-The Hague, Netheriands, Sept. 13-17, 1954. . 
Secretariat: Miss H. P. Post, Pieter Lastmarkade 37, Amsterdam Z, 


Woap Feperation oF Occupational Edinburgh, Scotland, 
Wostp MepicaL Associution, Rome, 1954. De. 


Italy, Sept. 26-Oct. 2, 
Louis H. Bauer, 345 East 46th St., New York 17, N. Y., U.S A, 
Sec retary-General. 


EXAMINATIONS 
AND LICENSURE 


AMEnican Boarp oF A arious Centers, July 16. 
80 Seymour St., Hartford 15. 

oF DERMATOLOGY AND Written. Various 
centers, Sept. 2. Oral. Ann Arbor, Oct. 15-18. To be eligible candidates 
must have completed thirty-six months of training by October 1. Final 
date for filing application was May 1. Exec. Sec., Miss Janet Newkirk, 
129 BE. Sind St., New York 22. 

Amenican oF Mepicine: Oral. New York, Sept. 22-24 
( 


cations was May 1. Subspecialties. Allergy. New York, Sept. 23 and 
Pulmonary Disease. New York, Sept. hg yb for acceptance of 
applications was May 10. Exec. Sec.-Treas., Dr. William A. Werrell, One 
West Main St.. Madison 3, Wis. 


application is November 1. Sec., Dr. Leonard T. 

Furlow, 600 S. Kingshighway, St. Louis 10. 
AMPnicaN Board oF OnsteTaics anp Gysecotooy: Part Various Cen- 
ters, Feb. 4. Part i, Deadiine for receipt of applications is 
October 1. Sec., Dr. Robert L. Faulkmer, 2105 Adelbert Road, Cleve- 


Dr. Edwin B. Dunphy, $6 Ivie Road, Cape Cottage, Maine 
Amepaican oF Ged anf 


Ameanan Boasp of New York City, Sept 13-17; Rich- 
mond, Va. March 6-10, 1955. Sec. Dr. Dean M. Lierle, University 
Hospital, lowa City. 

Amenican Boaap oF Peptataics: Ge. 8-10 and New Haven, 
Dec. 3-5. Ex. Sec., Dr. John McK. Mitchell, 6 Cushman Road, Rose- 
mont, Pa. 

Ameaican Boaap oF Puysicat Mepicwwe awp Oral and 
Written. Washiagion, D. Gant, $4, fr 
was March 31. Sec., Dr. Earl C. Elkins, 30 N. Michigan Ave., Chicago. 

Amentcan of Piastrc Suscery. Atlanta, Ga.. Oct. 20-272. Pinal 
date for filing case reports was June 1. Final date for filing case 
reports for spring 1955 examination is Jan. 1. Corres. Sec., Miss Estelle 
E. Hillerich, 4647 Pershing Ave., St. Louis &. 

Amenican Boaap of Paeventive Mepicine: Parts 1 and 2. Buffalo, Oct. 
9-11. Final date for filing applications was July 15. Sec., Dr. Ernest 
L. Stebbins, 615 N. Wolfe St.. Baltimore. 

Amenican Boasp of Proctotocy. Part Philadelphia, Sept. 25-26. 
Examination in Proctology and Anorectal Surgery. Sec., Dr. Stuart T. 
Ross, 131 Fulton Ave., Hempstead, New York 

Ameraican oF Neurotogy: New York, Dec. 13-14; 
New Orleans, Feb. 28-March 1, 1955; San Fr id-October, 
1955; New York City, December, 1955. Sec.. Dr David A. Boyd, 102- 
110 Second Ave. $.W., Rochester, Minnesota. 

of Rapiotocy: Oral. Washington, D. C., September. 
Final date for filing application for was Nay 
1. Sec., Dr. B. R. Kirklin, 102-110 Second Ave. S.W., Rochester, Minn. 


Woatp Concarss or INTERNATIONAL FoR THE WELFARE oF 
Netherlands. 
Canada, Aug. 12-14, 1954. Dr. J. L. Moreno, Room 327, 101 Park Ave., 
New York 17, N. Y., U. S. A., Director of Organizing Committee. 
holm 60, Sweden, Secretary-General. 
Concarss on Mentat Heattu, University of Toronto, 
Secretary General. 
Conoarss or Nurarrion, Amsterdam, Netherlands, Sept. 
13-17, 1954. De. M. van Eekelen, Centraal Instituut voor Voedingsonder- 
zoek T.N.O., 61 Catharynesingel, Utrecht, Netherlands, General Secretary. 
INTERNATIONAL ConGarss OF OPHTHALMOLOGY, University of Montreal and 
McGill University, Montreal, Canada, Sept. 9-11, 1954, and Waldorf- 
land 6. 
Amenican Boarp oF Practical examinations, 1954. New 
York City, Dec. $-9. Final date for filing applications was July 1, 1953. 
= Written, 1955. Various cities, Jan. 24-25. Finai date for filing application 
Los 
Angeles, Jan. 26-28. Final date for filing applications for Part Il is 
Jewry, Londos, E.C.2, England, Hon. Secretary. Aug. 15. Sec., Dr. Harold A. Sofield, 122 South Michigan Ave., 
INTERNATIONAL INSTITUTE ON CumD PsycuiaTay, Toronto, Canada, Aug. Chicago 3, Il. 
1954. For information write: Colonel Julliard, Société Internationale de 
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Lehman, Edwin Partridge ®@ Charlottesville, Va.; born in 
Germantown, Pa., June 9, 1888; Harvard Medical School, 
Boston, 1914; from 1916 to 1920 assistant in surgery at the 
Washington University School of Medicine in St. Louis, where 
he was instructor in surgery, 1920-1921, instructor of clinical 
surgery from 1921 to 1926, assistant professor, 1926-1927, and 
associate professor, 1927-1928; while in St. Louis was resident 
surgeon at the Barnes Hospital, 1919-1920, and assistant 
surgeon from 1922 to 1928, assistant surgeon at St. Louis 
Children’s Hospital from 1924 to 1928 and St. Louis Jewish 
Hospital, 1927-1928, consulting surgeon, St. Louis Maternity 
Hospital, 1927-1928, surgeon at St. Louis City Hospital from 
1920 to 1927, where he was chief surgeon of unit no. 1, 1926- 
1927, and surgeon to outpatients, Washington University 
Dispensary, from 1920 to 1928; retired last June as professor 
of surgery and chairman of the at the University 
of Virginia Department of Medicine, with which he had been 
for 25 years; Major G. Seelig lecturer at the Wash- 
ington University, St. Louis, in 1949, and William J. Mayo 
lecturer at the University of Michigan, Ann Arbor, in 1951; 
served during World War I; member of the founders group of 
the American Board of Surgery; director of the Virginia Cancer 
Foundation from 1940 to 1944; director of the American 
Cancer Society, serving as vice-president, 1944-1945, and presi- 
dent, 1947-1948; fellow of the American Surgical Association, 
of which he was vice-president in 1946, Southern Surgical 
Association, serving as vice-president in 1936 and president in 
1948, International Surgical Society, American College of 
Sa the Southern Medical Association, serving as vice- 
chairman, section on surgery, in 1931, chairman in 1933, vice- 
medical education, in 1943, and 


honorary 
member of the St. Louis Medical Society and Phi Beta Kappa; 
fraternities; chief surgeon and gynecologist at the University 
of Virginia Hospital from 1928 to 1950, when he became chief 
surgeon; in 1948 was given the John Shelton Horsley Memorial 
award for his achievements in cancer education and prevention 
in Virginia; died in Boston May 27, aged 65. 


Wadsworth, Augustus Baldwin ® Manchester, Vt.; born in 
Brooklyn Oct. 25, 1872; Columbia University College of Physi- 
cians and Surgeons, New York, 1896; interned at St. Luke's 
Hospital in New York from 1897 to 1899, then studied in Berlin 
and Vienna; assistant in bacteriology and alumni fellow in 
pathology from 1899 to 1905 at his alma mater, where he was 
instructor in bacteriology and hygiene from 1905 to i908, 
Alonzo Clark scholar in pathology from 1905 to 1909, associate 
in bacteriology in 1908, and assistant professor from 1909 to 
1913; an Associate Fellow of the American Medical Association; 
past president of the American Association of Pathologists and 
Bacteriologists, American Association of Immunologists, and 
New York Pathological Society; in 1912 secretary of the Harvey 
Society; member of the Association of American Physicians, 
American Society for Clinical Investigation, American Society 
for Experimental Pathology, American Association of the 
History of Medicine, Society of American Bacteriologists, 
American Association for the Advancement of Science, New 
York State Association of Public Health Laboratories, and the 
American Public Health Association, serving as chairman of 
the laboratory section in 1919; in 1922 American representative 
at the International Conference on the Standardization of 
Serums and Serological Tests of the Health Section of the League 
of Nations held in Paris; recipient of the Norwegian decoration, 
Knight, Order of St. Olav; in 1950 the Augustus B. Wadsworth 
lectureship was established by the division of laboratories and 
research and the New York State Association of Public Health 


@ indicates Member of the American Medical Associauon. 
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Laboratories; retired in 1945, after having been director of the 
division of laboratories and research, New York State Depart- 
ment of Health, in Albany, N. Y., since 1914; in June, 1936, a 
portrait of him was presented to the division by the laboratory 
staff and members of the New York State Association of Public 
Health Laboratories; received the Hermann M. Biggs memorial 
award of 1953 for outstanding service in the field of public 
health in New York State; assistant physician, outpatient depart- 
ment, from 1905 to 1908 and consulting bacteriologist from 
1908 to 1913 at the Roosevelt Hospital in New York; intro- 
duced a state-wide system of approved laboratories; author of 
“Standard Methods of the Division of Laboratories and Re- 
search,” published in three editions from 1927 to 1947 and in 
a Spanish translation; died in New York City June 1, aged 81, 
of tuberculosis. 


Oberndorf, Clarence Paul ® New York City; born in New York 
City Feb. 16, 1882; Cornell University Medical College, New 
York, 1906; for many years instructor in neurology at his 
alma mater and clinical professor of psychiatry at Columbia 
University College of Physicians and Surgeons; specialist certi- 
fied by the American Board of Psychiatry and Neurology; past 
president of the American Psychoanalytic Society, of which 
he was at one time secretary, New York Psychoanalytic Society, 
New York Society for Clinical Psychiatry, New York Society 
for Psychotherapy, and the New York Neurological Society; 
member of the American Neurological Association, American 
Psychosomatic Society, American Association, New 
York Academy of Medicine, American Psychopathological 
Association, New York Psychiatric Society, American Ortho- 
psychiatric Association, Bellevue Alumni Society, and the Phi 
Kappa Tau fraternity; at one time adjunct neurologist at the 
Bellevue Hospital; from 1925 to 1939 associate psychiatrist 
at the Mount Sinai Hospital, where he was appointed consult- 
~y psychiatrist and where shortly before his death a Clarence 

P. Oberndorf visiting psychiatrist program was established in 
his honor; in 1925 organized a psychiatric service at what is 


analytic Review; associate editor of the American Journal of 
Psychiatry and the International Journal of Psycho-Analysis; 
author of “The Psychiatric Novels of Oliver Wendell Holmes,” 
“Which Way Out,” and “A History of Psychoanalysis in 
America”; died in Mount Sinai Hospital May 30, aged 72, of 
hypertensive and arteriosclerotic heart disease. 


Nichols, Harold Eugene ®@ Seattle; born in Steilacoom, Wash., 
July 13, 1895; University of Oregon Medical School, Portland, 
1926; specialist certified by the American Board of Radiology; 
since December, 1949, member of the Committee on Prepay- 
ment Medical and Hospital Service of the Council on Medical 
Service, American Medical Association; medical director of the 
Washington Physicians Service; served two terms as president 
of the King County Medical Service Corporation; past president 
of the King County Medical Society, president in 1949 of the 
Washington State Medical Association, of which he was secre- 
tary-treasurer in 1947; past president of the Washington Tuber- 
culosis Association and Washington State Radiological Society; 
fellow of the American College of Radiology; member of the 
Radiological Society of North America, Pacific Northwest 
Radiological Society, American Trudeau Society, and National 
Tuberculosis Association; an x-ray technician during World War 
1; on the staffs of the Providence Hospital, Maynard Hospital, 
Children’s Orthopedic Hospital, and the Doctors Hospital, where 
he died May 10, aged 58, of hemorrhage from esophageal varix 
and cirrhosis of the liver. 

Mortimer, New York City; Bellevue Hospital 
Medical College, New York, 1904; second deputy commissioner 
of the New York Fire Department; for six years held the position 
of assistant to the chair of surgery at his alma mater, and later 
taught at Cornell University Medical College; won the highest 


1269 
Child Care Association; one of the editors of the Psycho- 


honor the fire department can give a civilian when he was 
presented with the James Gordon Bennett Medal for heroism in 
action in 1923; died in the Doctors Hospital May 17, aged 85, 
of artericsclerotic heart disease. 


Beall, Leon Frank @ Irenc, S. D.;: Rush Medical College, 
Chicago, 1903; served during World War I; _— 11, aged 
73, of cerebral thrombosis, diabetes mellitus, and arterio- 
sclerosis. 


Bell, Faith Estella Williams @ Abington, P>; University of 
Pennsylvania School of Medicine, Philadelphia, 1926; died in 
Philadelphia May 12, aged 57. 


Bell, John Malseed @ St. Joseph, Mo.; Northwestern Medical 
College, St. Joseph, 1892; Central Medical College of St. 
Joseph, 1897; past president of the city board of health; affiliated 
with Missouri Methodist and St. Joseph's hospitals; died May 26, 


Benner, Chandos Miller © Taneytown, Md.; University of Mary- 
land School of Medicine, Baltimore, 1905; past president of 
the Carroll County Medical Society; a member of the Volunteer 
Medical Corps during World War I; health officer of Taneytown 
from 1919 to 1943; for 22 years a member of the Taneytown 
Town Council; on the staff of the Frederick (Md.) Memorial 
Hospital; died April 1, aged 77, of coronary occlusion. 


Black, Albert Lincola, Pucblo, Colo.; Kansas City (Mo.) Univer- 
sity of Physicians and Surgeons, 1927; died May 18, aged 65, 


of coronary occlusion. 


Bowen, John Dennis @ Binghamton, N University of Penn- 
sylvania School of Medicine, Phnasiohic 1917; served over- 
seas during World War I; on the staffs of the Broome County 
Tuberculosis Hospital in Chenango Bridge, Ideal Hospital in 
and Our Lady of Lourdes 
Hospital, where he died May 8, aged 64, of carcinoma of the 
rectum. 


Breed, Arthur Leroy, Elmwood, Wis.; Chicago College of 
Medicine and Surgery, 1906; died in the lowa Methodist Hos- 
pital, Des Moines, Feb. 21, aged 71, of multiple sclerosis and an 
acute urinary infection. 

Bursey, Ernest Harmon ®@ Fort Worth, Texas; University of 
Texas School of Medicine, Galveston, 1914; fellow of the 
American College of Surgeons; on the staffs of the All Saints 
and St. Joseph's hospitals and the Harris Hospital, where he 
died May 14, aged 66, of rheumatic heart disease and pulmonary 
edema. 


Busby, Hainan Cary @ Columbia, Tenn.; University of Tennessee 
College of Medicine, Memphis, 1929; director of the Maury 
County Health Unit; died in the Maury County Hospital May 26, 
aged 54, of acute myocarditis. 


Bevens, Francis Andrew, Memphis (Tenn.) 
Hospital Medical College, 1908; » alr with Willis Knighton 
Memorial Hospital and T. E. Schumpert Memorial Sanitarium, 
Shreveport, and St. Joseph Hospital in Memphis, Tenn.; died 
April 25, aged 69, of metastatic adenocarcinoma. 
Callanan, Eugene Francis, Boston; Tufts College Medical School, 
Boston, 1932; during World War II examining physician for the 
Uphams Corner Selective Service Board; on the staffs of the 
Milton (Mass.) Hospital and Convalescent Home, Boston City 
and St. Margaret's hospitals, and the Carney Hospital, where he 
died May 21, aged 47, of carcinoma of the oral cavity with 
metastases. 


Crawford, William Wallace @ San Diego, Calif.; University of 
Colorado School of Medicine, Denver, 1911; served during 
World War 1; formerly on the city health department 

died May 13, aged 80. 


Day, Herbert James, Vista, Calif.; University of Minnesota 


Donohoe, Anthony Patrick © Davenport, lowa; State University 
of lowa Ap lowa City, 1902; died June 12, 
aged 78, of Parkinson's disease. 


Douglas, Julius Judson © Memphis, Tenn.; Jefferson Medical 
College of Philadelphia, 1921; on the staffs of Methodist, 
Baptist Memorial, and St. Joseph's hospitals; died May 14, aged 
$9, of carcinoma of the left lung. 

Douglas, Sumner Egbert ® Adams, N. Y.; University of Mich- 
igan Department of Medicine and Surgery, Ann Arbor, 1903; 
health officer of the village of Adams and of the Lorraine-Worth 
consolidated health district, Jefferson County, since 1934, and of 
the town of Rodman since 1947; on the staffs of the Mercy 
Victory Memorial Hospital, Waukegan, Ill., May 4, aged 74, 


of myocardial infarction. 


Dreyer, John Henry Heino, Denver; Marion-Sims College of 
Medicine, St. Louis, 1898; died April 16, aged 85, of congestive 
heart failure and arteriosclerosis. 

Medical College, St. Louis, 1900; at one time associated with 

the Indian Service; died in St. John's-Hospital, Joplin, May 20, 
aged 82. 

Dunbar, Charles William @ West Barrington, R. 1.; Yale Univer- 
sity School of Medicine, New Haven, Conn., 1946; certified by 
the National Board of Medical Examiners; died May 7, aged 
32, of coronary disease. 

George @ Chicago; Medizinische Facultét der Univer- 
sitét, Vienna, Austria, 1927; specialist certified by the American 
Board of Psychiatry and Neurology; member of the American 
Psychiatric Association; served on the staffs of the Manteno 
(Ill.) State Hospital and the Chicago State Hospital; died June 27, 
aged 56. 


Galison, Louis B. @ Coral Gables, Fla.; Long Island College 
Hospital, Brooklyn, 1937; member of the Arizona State Medical 
Association; served during World War Il; died in the Mercy 
Hospital, Miami, April 27, aged 44, of uremia. 


: it College 
and Surgery, 1929; vice-chief of staff, St. Joseph's Mercy 
Hospital; died April 26, aged 49, of cardiac infarction. 
Gearheart, Orris, Martin, Ky.; Medical College of Virginia, 
Richmond, 1930; served during World War II; died in the 
Veterans Administration Hospital, Huntington, W. Va., May 9, 


Gerard, Jules Henry, St. Louis; St. Louis University School of 
Medicine, 1919; died in the Alexian Brothers Hospital March 8, 
aged 61. 

Gills, William Lee @ West Hartford, Conn.; Johns Hopkins 


California June 10, aged 73, of a heart attack. 


Harrison, H., Owensboro, Ky.; Barnes Medical College, 
St. Louis, 1898; past president of the Daviess County Medical 
Society; at one time secretary of the McLean County Medical 
Society; once Hancock County health officer; died in the Owens- 
boro-Daviess County Hospital May 17, aged 82, of coronary 
occlusion. 

Heed, Charles Rittenhouse, Pa.; Jefferson Medical 
College of Philadelphia, 1903; clinical professor of ophthal- 


Higgins, Joseph E., Oxnard, Calif.; John A. Creighton Medical 
College, Omaha, 1904; formerly practiced in Grand Island, Neb., 
where he was on the staff of St. Francis Hospital; died May 26, 
aged 75, of arteriosclerosis. 


Vil 

aged 53. 

staff of the Hartford (Conn.) Hospital; died May 27, aged 68, 

of coronary occlusion. 

Hamilton, William Lyndall @ Santa Fe, N. M.; Hahnemann 

Medical College and Hospital of Philadelphia, 1903; died in 

can Academy of Ophthalmology and Otolaryngology and the 

American Ophthalmological Society; died in the Friends Hos- 

pital May 23, aged 74, of cerebral hemorrhage. 

Hefti, Kari Revett @ Evansville, Ind.; Northwestern University 

Medical School, Chicago, 1938; fellow of the American Col- 

lege of Surgeons; on the staffs of the Protestant Deaconess, 

St. Mary's, and Welborn Memorial Baptist hospitals; died May 

28, aged 48, of acute bronchial asthma. 
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Hobson, John Peter © Cambridge Springs, Pa.; University of 
Toronto Faculty of Medicine, Toronto, Canada, 1926; past 
president of the Crawford County Medical Society; served 
during World War Il; affiliated with Meadville (Pa.) City 
Hospital, where he died April 9, aged 54, of coronary thrombosis. 


Holden, Nebuther, Boston; University of Vermont College of 
Medicine, Burlington, 1902; died May 17, aged 83. 


Hornig, George Ronald © Glen Head, N. Y.; McGill University 
Faculty of Medicine, Montreal, Canada, 1938; served during 
World War Il; affiliated with North Country Community 
Hospital in Meadowbrook; died June 2, aged 43, of carcinoma 
of the stomach with metastases. 


Houston, Henry, Chicago; Bennett Medical College, Chicago, 
1907; died in Grant Hospital June 13, aged 87. 


Houtz, S. Murray, Turbotville, Pa.; Bennett College of Eclectic 
Medicine and Surgery, Chicago, 1906; also a graduate in 
pharmacy; died May 17, aged 75. 


Howell, William Crawford ®@ Colorado Springs, Colo.; Atlanta 
College of Physicians and Surgeons, 1908; died June 1, aged 66, 
of carcinoma of the pharynx. 


Hoylman, Marcus B., Naponee, Neb.; Lincoln Medical College 
of Cotner University, 1904; died in Brewster Hospital, Holdrege, 
May 16, aged 85, of coronary thrombosis. 


Hughes, Virgil P. Scoville ® Cullman, Ala.; Emory University 
School of Medicine, Atlanta, 1926; on the staff of the Cullman 
Hospital; died May 30, aged 55, of chronic nephritis. 


Ingham, George William, Olympia, Wash.; University of Michi- 
gan Department of Medicine and Surgery, Ann Arbor, 1890; 
served on the staff of St. Peter's Hospital, where he died May 21, 
aged 86, of asphyxiation as the result of a fire that destroyed his 
home. 


Jackson, Edward Leroy ® Maywood, Ill.; Rush Medical Col- 
lege, Chicago, 1939; served during World War Il; affiliated 
with West Suburban Hospital in Oak Park and Illinois Research 
Hospital in Chicago; found dead in River Forest June 14, 
aged 46. 

Lang, Shirley Charles @ Evansville, Ind.; College of Physicians 
and Surgeons of Chicago, School of Medicine of the University 
of Ilinois, 1905; affiliated with Protestant Deaconess 
where he died May 10, a of myocardial decompensation 
due to coronary artery disease. 


Laugel, Ambrose M., Breda, lowa; Vermont Medical College, 
Rutland, 1890; died in Atlantic (lowa) Memorial Hospital May 
23, aged 85. 

Lewis, Marvin Arthur New York; University of Winois Col- 
lege of Medicine, Chicago, 1949; member of the Illinois State 
Medical Society; resident at the Presbyterian Hospital; died 
June 21, aged 27. 

Linde, Samuel Arthur ® Washington, D. C.; University of Mary- 
land School of Medicine and College of Physicians and Surgeons, 
Baltimore, 1925; died June 19, aged $1. 


Lucas, William Henry, New York City; Medical College of 
Ohio, Cincinnati, 1895; died in the Veterans Administration 
Hospital June 1, aged 84, of cancer of the throat. 


McAdams, James Carlin ® Fall River, Mass.; U of 
Pennsylvania School of Medicine, Philadelphia, 1926; certified 
by the National Board of Medical Examiners; specialist certified 
by the American Board of Internal Medicine; fellow of the 
American College of Physicians; vice-president of the New 
England Heart Association; member and past president of the 
staff of the Truesdale Hospital, where he died May 9, aged 54, 
of malignant hypertension. 


MacLean, Henry Stuart @ Richmond, Va.; Long Island College 
Hospital, Brooklyn, 1895; member of the Southern Surgical 
Association and Industrial Medical Association; fellow of the 
American College of Surgeons; on the staffs of the Grace and 
Medical College of a hospitals; chief medical officer of 
the Virginia Electric and Power Company; died April 2, aged 
| 80, of cancer. 


Manning, William W., Idalou, Texas (licensed in Texas by 
years of practice); city health officer; died in West Texas 
Hospital, Lubbock, May 11, aged 77, of cancer of the liver. 


Mathews, Wilbur Curtiss @ Kentland, Ind.; University of 
Louisville (Ky.) Medical Department, 1911; affiliated with St. 
Elizabeth Hospital in Lafayette and Iroquois Hospital in 
Watseka, Ill., where he died May 11, aged 68, of coronary 
occlusion. 


Miller, Percy E. @ Tigrett, Tenn.; Memphis (Tenn.) Hospital 
Medical College, 1913; for many years chairman of the Dyer 
County Health Association; died in Baird-Brewer General 
Hospital in Dyersburg, May 9, aged 66. 


Moore, Charles Henson, Memphis, Tenn.; University of Tennes- 

see College of Medicine, Memphis, 1950; resident at the John 

a Hospital; died May 16, aged 32, of an accidental gun- 
wound. 


Morgan, Joseph Schirmer, Crafton, Pa.; University of Pitts- 
burgh School of Medicine, 1910; served overseas during World 
War I; affiliated with the Passavant Hospital in Pittsburgh; died 
May 17, aged 70, of prostatic carcinoma. 


Myers, James Ezra, Waterloo, lowa; Illinois Medical College, 
Chicago, 1907; died May 15, aged 69, of coronary occlusion. 


Newman, Robert H. ® Vinton, Va.; University College of 
Medicine, Richmond, 1910; member of the American Academy 
of General Practice; affiliated with the Lewis-Gale Hospital in 
Roanoke; died in Roanoke May 3, aged 68, of dissecting 
aneurysm. 


Pearcy, Charles Lewis @ Salem, W. Va.; College of Physicians 
and Surgeons, Baltimore, 1907; served as a member of the 
board of education of Harrison County and as head of the 
West Virginia Industrial School for Girls at Industrial; died 
May 28, aged 71. 

Petersen, John Richard # Minneapolis; University of Minnesota 
College of Medicine and Surgery, Minneapolis, 1897; an 
Associate Fellow of the American Medical Association: for 
35 years medical director of the Lutheran Brotherhood Insur- 
ance Company; died in the Fairview Hospital April 6, aged 81, 
of cerebral hemorrhage and left hemiplegia. 

Petraitis, Antanas Zigmas, Warm Springs, Mont.; University 
of Moscow Faculty of Medicine, Russia, 1917; served an 
internship and residency at St. James Hospital in Butte; affil- 
iated with the Montana State Hospital; died April 29, aged 59. 
Powell, Barton Jerome ® Grass Valley, Calif.; University of 
Illinois College of Medicine, Chicago, 1929; served during 
World War Il; died May 6, aged 50, of coronary disease. 


Quinn, John Michael, Valley Stream, N. Y.; New York 
Homeopathic Medical College and Flower Hospital, New York, 
1920; formerly health officer of Valley Stream: affiliated with 
Mercy and South Nassau Communities hospitals in Rockville 
Centre, and the Meadowbrook Hospital in where 
he died May 23, aged 61, of carcinoma of the lung and 
bronchopneumonia. 


Ross, Edward Julius, Chicago; Chicago College of Medicine 
and Surgery, 1913; died suddenly in June, aged 65. 


Russell, Henry Alexander, Jr. @ Scooba, Miss.; Tulane Univer- 
sity of Louisiana School of Medicine, New Orleans, 1949; 
member of the Louisiana State Medical Society; died May 23, 
aged 31. 


Ryan, David Francis @ Katonah, N. Y.; Columbia University 
College of Physicians and Surgeons, New York City, 1940; 
served during World War Il; on the staffs of the Grasslands 
Hospital in Valhalla and the Northern W 


estchester Hospital 
in Mount Kisco, where he died May 22, aged 39, of infectious 
hepatitis. 
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Mallory, Norman Anderson, Detroit; Detroit Homeopathic 
College, 1903; served on the staff of the Lincoln Hospital; died 
May 7, aged 76, of injuries received when he was struck by an 
automobile. 


Company; 
died June 2, aged 85, of cerebral hemorrhage and chronic 
prostatitis. 
(licensed in Arkansas in 1903); 
an honorary staff physician at Sparks’ Memorial Hospital in 
Fort Smith; also an ordained minister of the Church of Christ 
for 32 years; died May 26, aged 82, of coronary occlusion. 
Sentell, James Houston @ New Hope, Ala; University of 
Tennessee Medical Nashville, 1904; served during 
following an operation for gastric ulcer and gallstones. 


formerly chief surgeon of the Carnegie-Illinois Stee! Corpora- 
tion: consultant, St. Francis, Children’s, Western Pennsylvania, 
and Elizabeth Steel Magee hospitals; died June 20, aged 74. 


Sherrich, Eart Cleveland, Connelisville, Pa.; Jefferson Medical 


ber of the board of health and its president for 20 years; for 
many years school physician with Connellsville public schools; 
affiliated with Connellsville State Hospital, where he died May 3, 
aged 69, of cerebral embolism. 


Slater, Ernest Frederick ®@ Commander, U.S.N., retired, 
Orangeburg, S. C.; University Medical College of Kansas City, 
Mo., 1899; entered the U. S. Navy in 1919; retired July 1, 
oe ae aged 75, of heart disease. 


Jerome Hartzly © San Angelo, Texas; University of 
Nebraska College of Medicine, Omaha, 1928; specialist certi- 


March |, aged 65, of heart disease. 


he 
Smith, Leslie Dutcher, Chicago; College of Medicine and Sur- 
gery (Physio-Medical), Chicago, 1904; died in the American 
Hospital June 20, aged 77, of coronary thrombosis. 


Medical Department, Des Moines, 1901; died in lowa Lutheran 
Hospital May 21, aged 78, of generalized arteriosclerosis. 


Stellar, Robert Woodley ® Redondo Beach, Calif.; Harvard 
Medical School, Boston, 1923; fellow of the American College 
of Surgeons; for six years medical examiner for the California 
industrial Accident Commission; died April 15, aged 58. 
Steurer, Charles Augustus, Great Neck, N. Y.; Long Island 
College Hospital, Brooklyn, 1910; deputy health commissioner, 
Nassau County Health Department in Mineola, in charge of 
medical rehabilitation; from 1916 to 1940 served at intervals 
as health officer of Old Westbury, North Hempstead, Kings 
Point, Port Washington, North, Thomaston, Roslyn Estates, and 
Baxter Estates; fellow of the American Public Health Associ- 
ation; died in Manhasset Medical Center, Manhasset, June 7, 
aged 71, of cerebral thrombosis. 


Stimson, Horace Pottle @ Inglewood, Calif.; Harvard Medical 
School, Boston, 1922; fellow of the American College of Sur- 
geons; served during Worl’ War Il; at one time practiced in 
Chicago, where he was affiliated with St. Joseph, Chicago 
Memorial, and West Side hospitals, and was orthopedic con- 
sultant to the U. S. Marine Hospital; on the staffs of the Mission 
Hospital in Huntington Park, Calif.. and St, Francis Hospital 
in Lynwood, where hc died March 29, aged 56, of carcinoma 
of the pancreas. 


Stweck, Arthur Frederick @ Manitowoc, Wis.; Marquette Univer- 
sity School of Medicine, Milwaukee, 1914; member of the 
Radiological Society of North America and the Industrial 
Medical Association; served during World War 1; formerly 
county coroner; died June 26, aged 64. 


J.A.M.A., July 31, 1954 


Swing, Frederick Peter @ Fort Lauderdale, Fla.; University of 
Cincinnati College of Medicine, 1934; member of the American 
Academy of General Practice; died May 3, aged 46, of coronary 
thrombosis. 


Taylor, Earl Stough @ Princeton, N. J.; Columbia University 
College of Physicians and New York, 1934; certified 
by the National Board of Medical Examiners; specialist certified 
by the American Board of Surgery; fellow of the American 
College of Surgeons; served during World War Il; formerly 
on the faculty of his alma mater; affiliated with the Princeton 
Hospital, where he died May 24, aged 44, of carcinoma of the 
sigmoid colon with metastases to the brain and spinal cord. 

Terwilliger, William Gilbert © New York City; McGill Univer- 
sity Faculty of Medicine, Montreal, Canada, 1929; certified by 
the National Board of Medical Examiners; for many years 
medical director of the Grace Line; served during World War 
Il; died May 24, aged 54, of a heart attack. 

St. Paul; Minneapolis 

medical 


College of 
Physicians and department of Hamline 
University, 1906; died April 10, aged 72, of cerebral 
and coronary sclerosis. 


Thomas, John Calhoun @ Austin, Texas; University of Texas 
School of Medicine, Galveston, 1908; died May 17, aged 69. 


Thompson, Earle Xavier ® Piney Point, Md.; College of Physi- 
cians and Surgeons, Baltimore, 1912; died March 11, aged 62, 
of coronary occlusion and chronic encephalitis. 


Timmons, James D., Hanson, Ky.; University of Louisville 
Medical Department, 1896; died May 23, aged 89, as the result 
of a fall. 


Treat, Lillian A. ® Auburn, N. Y.; New York Medical C 
and Hospital for Women, ic, New York, 1916; died 
March 30, aged 75, of carcinoma of the rectum with metastasis. 


Treffinger, Cassius Martin, Eaton, Ohio; Eclectic Medical Col- 
lege, Cincinnati, 1917; recently appointed county coroner; 
served on the staff of Reid Memorial Hospital in Richmond, 
Ind., where he died May 24, aged 63, of myocardial infarction 
and arteriosclerotic heart disease. 

Troy, Gertrude, Oceanside, N. Y.; Friedrich-Wilhelms-Univer- 
sitit Medizin&che Fakultit, Berlin, Germany, 1927; died March 
19, aged 54, of carcinoma of the sigmoid with metastases to 
the liver and pelvic organs. 


Turman, Alexander Emmett © Richmond, Va.; Medical College 
of Virginia, Richmond, 1893; member of the American Academy 
of General Practice, Richmond Academy of Medicine, Ameri- 
can Public Health Association, American Heart Association, 
Southern Medical Association, American Cancer Society, World — 
Medical Association, American Association for the Advance- 
ment of Science, and American Rheumatism Association; served 
at the State Penitentiary Farm for eight years as its first surgeon; 
died May 10, aged 85, of coronary occlusion. 


Wiley, Ralph Emerson @ Foptanelle, lowa; University of Michi- 
gan Medical School, Ann Arbor, 1911; died April 24, aged 71, 
of coronary disease. 


Williams, Allie Walter @ Colonel, U. S. Army, retired, Braden- 
ton Beach, Fla.; Bellevue Hospital Medical College, New York, 
1896; veteran of the Spanish-American War and World War I; 
entered the Medical Corps of the U. S. Army in 1901 and 
retired Sept. 30, 1930; fellow of the American College of 
Surgeons; died March 4, aged 82. 


Wollman, Nicholas, Chicago; Chicago College of Medicine and 
Surgery, 1911; served during World War 1; died June 11, aged 
78, of chronic myocarditis. 


Woodard, Paul Albert ® Bryan, Texas; University of Texas 
School of Medicine, Galveston, 1925; formerly on the faculty 
of his alma mater; died March 16, aged 55, of acute coronary 
thrombosis. 


Yost, Jorier @ Fairmont, W. Va.; Eclectic Medical College, 
Cincinnati, 1918; past president of the Marion County Medical 
Society; on the staff of Fairmont General Hospital; died May 16, 
aged 59, of carcinoma of the pancreas. 


1272, 
Schilling, Charlies Edward, Houston, Texas; Western Reserve 

University Medical Department, Cleveland, 1892; at one time 

Sherman, William O'Neill @ Pittsburgh; University of Pennsyl- 

vania Department of Medicine, Philadelphia, 1901; formerly 

assistant professor of surgery at the University of Pittsburgh 

School of Medicine; fellow of the American College of Surgeons; 

| 
fied by the American Board of Radiology; member of the He 
Radiological Society of North America and the American 

College of Radiology; affiliated with St. John’s Hospital and 
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Gastric Surgery.—At the meeting of the Society of Physicians 
of Vienna on April 22, Dr. R. Boller stated that it was proved 
Statistically that more than 70% of the patients undergoing 
gastric operations were operated on on the basis of relative 
indications. Here, as in the case of other organs, it was demon- 
strated that only an absolute indication justifies an operation, 
because, on the basis of the surgical statistics, 10% failures 
must be expected, and these patients will have to be supported 
at least partly by the general public. It is, therefore, advisable 
that an organ of vital importance that is still capable of 
functioning should be protected in some way against overly 
hasty surgical intervention that is brought on by the impatience 
of the suffering patient, by the failure of the conservative 
treatment, and by the hope that the patient may be relieved 
by the operation. There are means of evaluating the pros and 
cons of surgical intervention in patients in whom an operation 
is not a matter of life or death. A law might be passed requir- 
ing that the scientific socicties formulate certain guiding 
principles that establish the indications for operation or that 
consultation by several physicians be required for a decision 
on an operation for which the indications are relative. Such 
a consulting team should include a surgeon, an internist, and 
a government medicolegal expert, because, while a successful 
Operation concerns only the physician and his patient, a failure 
also concerns the general public. 


Electroencephalography and Legal Medicine.-— The Belgian 
Society of Mental and Legal Medicine and Neurology devoted 
its April meeting to the medicolegal applications of electro- 
encephalography. Titeca stated that 10 to 15% of subjects 
thought to be normal have tracings showing anomalies. Tracings 
repeated at varying intervals are often informative. In addition 
to the technical difficulty in interpreting tracings, different 
criteria may be used in judging of minimal anomalies. It is 
unfortunate that ordinarily no tracing has been taken before 
an accident that is alleged to be the cause of a nervous dis- 
order. In this regard, systematic studies on boxers are Ban 
interest. The author concluded that e 
clinical findings. 
Piron and Meurice studied 100 delinquent soldiers. The 
number of abnormal tracings was greater in those patients who 
were shown by general examination to be irresponsible, but a 
greater than average number of abnormal tracings was also 
found among the completely responsible subjects in this series. 
The authors concluded that el hy has no 
absolute value in differentiating responsible from - irresponsible 
i repeated 
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must be considered when planning individual treatment a few 
weeks before the season starts. Patients with severe pollinosis 
will benefit from a stay at the seashore during the last weeks 
of May and the month of June. If this brings no relief, sensi- 
tivity to mold or, less often, sensitivity to the bedding in the 
new residence must be . Most patients with pollinosis 
can be successfully desensitized, if the treatment is continued 
for several years and a dosage reached that is sufficient to 
neutralize the symptoms, even during “pollen storms.” Extracts 
of two to four pollens are sufficient to desensitize 90% of 
patients. These pollens include those of grasses such as Dactylis 
glomerata, Phieum pratense, Agrostis alba, and Secale cereale. 
Other pollens are used only exceptionally. 


Goiter in the Congo.—At the January meeting of the Belgian 
Society of Tropical Medicine, De Smet of the Belgian Congo 
reported that 86% of his patients with goiter came from the 
right bank of the Congo river and only 14% from the left 
bank. He attributed this difference to differences in soil com- 
position, because the customs and dietary habits of tribes living 
within a 100 km. radius of Yangambi vary little except in the 
case of the river dwellers who eat a lot of fish and have no 
goiter. Dr. De Smet concluded that the development of goiter 
is connected with a primary or secondary iodine deficiency 
and with consanguinity and that endemic goiter of exogenous 
origin is due to an iodine deficiency of the thyroid gland 
aggravated by certain goitrogenic substances that block the 
fixation of iodine on the tyrosine normally found in foods. 
Beside receiving an insufficient amount of iodine daily, the 
patient ingests a certain quantity of “blocking bodies,” which 
are quite plentiful in cassava and which provoke an elimination 
rather than an assimilation of iodine. 


Congress of the International College of The ninth 
congress of the International College of Surgeons, held in Sao 
Paulo, April 26 to May 2, coincided with the celebration of 
Sao Paulo's fourth centennial. The planning and management 
were in the hands of Prof. Carlos Gama, member of the Inter- 
national Board of Trustees and now president of the Brazilian 
section of the college. Surgeons from 29 nations participated. 

One full day was devoted to the subject of socialized medi- 
cine. Interest was lively and became increasingly so as speaker 
after speaker analyzed and commented on this system and its 
proved results, most of which have been disastrous. Dr. Edward 
J. McCormick, then President of the American Medical Asso- 
ciation, condemned it root and branch, likening it to a malig- 
nant growth on the body politic. “Socialization is like cancer,” 
he said. “Whether it begins in medicine or elsewhere, it even- 
tually overcomes all other fields of enterprise.” In rapid succes- 


in Britain, Russia, Japan, France, and other nations, proving 
Statistically that no real economy is achieved and that the quality 
of the service necessarily deteriorates. “The sound practice of 
medicine becomes almost impossible. The physician loses his 
basic right of building and disposing of his own practice, and 
the patient loses his right to dependable medical care. . . . From 
time immemorial, socialization has been used as a device to 
secure complete subjugation of the people.” 

No less emphatic in his rejection of socialized medicine was 
Dr. David B. Allman, member of the Board of Trustees of the 
Association, who referred to the system as 

an economic and social delusion. Can good medical care be 
little or no cost to the average patient? “By no 
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examinations are necessary if the significance of certain a 

anomalies is to be determined and esvers ia Glngnesis end sion he cited the results of government-controlled medical care 

prognosis avoided. 

Pollinosis in Belgium.—By using pollen charts established for 

the years 1949-1952 in Brussels, Li¢ge, and Ostende, the results 

of scratch tests performed on 400 patients with pollinosis, and 

the results of specific treatment of 200 of the 400, Duchaine 

of Brussels reported in a recent issue of Bruxelles-médical that 

most cases of pollinosis in Belgium are caused by grass pollens. 

A specific treatment, to be effective, must be directed against 

all allergens of whatever origin. Most Belgian patients with 

pollinosis have a polysensitivity of which the chief cause aside 

from pol ivity may 

be mani Nsitivities 
me ar aid DT. lan. patient becomes merely another 
unit in a machine-like system that destroys the all-important 

personal relation between patient and physician.” On the phy- 
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sician’s side, “emphasis shifts from the diagnosis and treatment 
of sick persons to the handling of large numbers of ‘cases’ — 
at a high and constantly increasing cost to all taxpayers.” 

Dr. Roelef Ruding of the Netherlands spoke feelingly of the 
steady and ominous encroachment of government control in his 
country as a result of the partial socialization of medical care. 
Dr. Pierre Lachapelle of Bordeaux, like Dr. McCormick, em- 
phasized the evils of the Soviet medical regime, describing the 
system now operative in France as a compromise that endeavors 
to retain as much freedom as possible for the individual phy- 
sician. Dr. Maurice Dorbes of Morocco discussed the colonial 
aspects of the French system, saying that without some degree 
of socialization the people of Morocco would have no medical 
care at all. Dr. Fernando Ascencio of Puerto Rico, pointing 
out that 70% of his countrymen are indigent, nevertheless de- 
scribed a number of political abuses that have arisen from 
the attempt to establish complete socialization of medicine in 
Puerto Rico. Dr. Antonio Ferreira Cesarino of Brazil explained 
the system of partial socialization maintained in Brazil and indi- 
cated certain basic principles that should be followed under any 
system. Dr. Morris Fishbein upheld these principles and em- 
phasized the necessity of complete freedom for hospitals. He 
pointed out that Russia, which has total government control 
of medicine, has produced no significant contributions to medi- 
cal progress since the system went into effect. 

Though earnest, the expressions of opinion on this contro- 
versial subject were not acrimonious. The consensus was that 
government control of medicine and medical care is a thing to 
be avoided at all costs, wherever possible, and that in nations 
where it already exists or seems inevitable some fundamental 
principles of freedom should be insisted on. A resolution, pre- 
pared and presented to the house of delegates of the Inter- 
national College of Surgeons by Dr. Fishbein, was unanimously 
adopted. 


The scientific sessions that followed were both comprehensive 
and stimulating and dealt with urology, proctology, plastic sur- 
gery, ophthalmology, neurosurgery, cardiovascular surgery, 
otolaryngology, gynecology, obstetrics, pediatric surgery, trau- 
matic surgery, orthopedics, and the use of antibiotics. 

Among the participants from the United States, in addition 
to those already mentioned, were Dr. Curtice Rosser, of Dallas, 
Texas; Drs. James W. Watts and Wolfgang W. Klemperer of 
Washington, D. C.; Drs. E. L. Compere, Raymond W. McNealy, 
Augustus Daro, and Fremont Chandler of Chicago; Drs. Moses 
Behrend, Charles P. Bailey, and Harry E. Bacon of Philadelphia; 
Dr. Henry Meyerding of Rochester, Minn.; Dr. Arnold S. Jack- 
son of Madison, Wis.; Dr. Otis R. Wolfe of Marshalltown, 
lowa; Dr. Park Niceley of Knoxville, Tenn.; Dr. Harvey E. 
Billig Jr. and Dr. J. James Duffy of Los Angeles; Dr. S. H. 
Babington of Berkeley, Calif.; Dr. Carl Hutchinson of Seattle; 
Dr. Frederick B. Campbell of Kansas Ciy, Mo.; Dr. M. Leopold 
Brodny of Boston; Dr. Vincent P. Mazzola of Brooklyn, N. Y.; 
Dr. Wayne M. Silbernagel of Columbus, Ohio; Dr. Michael 
O'Heeron of Houston, Texas; Dr. Arthur Neal Owens of New 
Orleans; Dr. Eugene S. Jewett of Orlando, Fla.; and Drs. Aaron 
Gorelik, Arthur Dallos, and James F. Connell Jr. of New York. 
Dr. Ralph B. Cloward was present from Hawaii and Drs. S. S. 
Peikoff and E. N. C. McAmmond from Canada. Eminent 
speakers from Brazil included Drs. Rodolpho de Freitas, Virgilio 
Carvalho Pinto, Jose Maria Cabelo Campos, Romero Marques, 
and the late Oscar Cintro Gordinho. Mr. Desmond K. Mul- 
vaney was present from Britain; Drs. A. Puigvert, Alfonso de 
la Pena, and Alfonso de la Fuente from Spain; Dr. A. Nicolet 
from Switzerland; Drs. Lucien Leger and G. Roux from 
France; Dr. Pieter Leguit from the Netherlands; Dr. Francisco 
Grana from Peru; Dr. Carl Wegelius from Sweden, and Dr. 
Luis A. Passalacqua from Puerto Rico. Among the speakers 
from Argentina were Drs. Jorge Taiana, C. A. de Pierres, Raul 
Matera, Victorino DoAloto, and Julio Biastrocchi. Lack of space 
prohibits the listing of many who deserve the utmost appreci- 
ation for their outstanding presentations. 

At the official meeting of the house of delegates, a formal 
resolution was passed in approbation and support of President 
Eisenhower's policy with regard to atomic energy. The report 
of Dr. Max Thorek included an account of progress in estab- 
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lishing the International Surgeons’ Hall of Fame, to be housed 
in the recently acquired building adjoining the college home at 
1516 Lake Shore Drive in Chicago. Murals depicting the his- 
tory of surgery are now in preparation by Count Gregorio Calvi 
de Bergolo, noted Italian artist. In addition to the Hall of 
Fame proper, there will be a surgical museum to which all mem- 
ber nations have been asked to contribute. The response to this 
invitation has been excellent. There will also be a manuscript 
room, to which the secretary-general will present his entire col- 
lection of medical manuscripts, acquired over a period of 40 
years, and a Hall of Immortals beginning with Imhotep and 
ending with Madame Curie. The report also mentioned a series 
of postgraduate courses and seminars sponsored by the college 
in affiliation with the American Medical Society of Vienna. 
Other postgraduate courses will be given by the sections in 
Argentina, Brazil, France, Germany, Italy, and the United States. 
The work of the women’s auxiliary under the presidency of Mrs. 
Walter Burket was also mentioned. 


ENGLAND 


The General Medical Services Committee.—Nearly 300 items 
and problems are the subject of comments or recommendations 
in the 1953 report of the General Medical Services Committee 
of the British Medical Association. One of these is the problem 
of the establishment of hospital officers and the question of 
senior hospital staffing generally. The Ministry of Health has 
made it quite clear that there will be no increase in the number 
of consultant posts, and over the next 10 years there would in- 
evitably be numbers of registrars and senior registrars unable to 
achieve consultant appointments. In consequence, fewer practi- 
tioners would be prepared to extend their hospital appointments, 
and this, in time, would necessitate their absorption, as well as 
that of redundant registrars, into other branches of the profes- 
sion. Affecting this is the probability that the colonial service 
is likely to decline because of the move toward self-government 
in the colonies that are at present manned by British physicians. 
Another problem is the junior staffing of hospitals. The Minis- 
try of Health believes that the present shortage could be met 
only by the complete restratification of hospital staffs generally 
and by a wider employment of general practitioners in hospitals. 

Chiortetracycline (Aureomycin) is still available to patients 
only through the hospital service, and the committee has asked 
the ministry whether it might not be made more freely available 
to general practitioners. The difficulty is that the supply of the 
drug is still limited in England. 

Following the minister's speech to the annual conference last 
year, early discussions took place with the ministry on ways 
and means of securing further economies in prescribing costs. 
The following steps have been taken or are contemplated: 
1. The cooperation of deans of medical schools, vice-chancellors 
of universities, and the members of other examining bodies is 
being sought on the problem of training the potential physician 
in economical prescribing, particularly during the preregistration 
house appointment period. 2. The issue of “Prescribers’ Notes” 
is being extended to all professors of pharmacology and thera- 
peutics. It is already being distributed to hospital medical staffs, 
and the introduction of notes of special interest to consultants 
is also envisaged. 3. Price lists showing the cost of preparations 
that appear in the National Formulary and the price of anal- 
ogous proprietary preparations of equivalent therapeutic value 
have been circulated to all general practitioners, and it is hoped 
that by this method the practitioners will more readily appreci- 
ate the cost of some of the items that they prescribe. 4. The com- 
mittee believes that the names of the preparations in the Na- 
tional Formulary should be simplified. 5. The committee has 
been urging the immediate introduction of stock orders for 
physicians’ offices, which they are convinced would result in 
a substantial and early saving. The ministry holds the same 
view, but unfortunately the cooperation of the pharmacists 
cannot at present be obtained. 


Mass Miniature -—A joint meeting of the 


North Western and Midland Tuberculosis societies was held at 
the Cheshire Joint Sanatorium, Market Drayton, in May, to 
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discuss mass radiography. The discussion centered around who 
should be examined by this method. Dr. E. Snell considered 
that mass miniature radiography had a place in the diagnosis 
of tuberculosis, the only reasonable argument against its wide- 
spread use being financial. He said that in 1953 nearly one-third 
of the new cases of tuberculosis in Liverpool were picked up by 
this means. Apart from the number of cases found, they are dis- 
covered at a time when they are more amenable to treatment. 
In Dr. Snell's view, the units should be operated from chest 
clinics for selected persons. 

Dr. George Luntz said that only 18% of all patients with 
respiratory tuberculosis were discovered by mass miniature 
radiography. As the units available permitted less than 10% 
of the population to be examined yearly, it was important to 
decide who should be examined. Radiography of selected groups 
was likely to yield more cases than the indiscriminate examina- 
tion of everyone in the country. Used indiscriminately, it might 
cost up to $1,800 a case. Ideally suspects should be examined 
annually, but this is impossible. Although originally designed 
for the detection of tuberculosis, mass radiography detected 
many nontuberculous abnormalities of the heart and lungs. 
With the rising mortality from carcinoma of the lung, it might 
be profitably used in screening those in the older age groups. 
Dr. Stalker considered that in industry repeated protective 
surveys were of doubtful value. In fact, all routine surveys 
were of doubtful use, except in mental hospitals or in groups 
in which active cases had been discovered. Mass radiography 
should be mobile and should be applied to young persons as 
individual members of the public rather than as large groups 
of industrial workers. He proposed that two or more regional 
boards should combine for large surveys on the American plan. 
There was a case to be made for combining mass miniature 
radiography with BCG injections in subjects 15 to 25 years 
of age. Dr. L. A. McDowell said that discovery of the chronic 
infective cases was important. These patients usually had 
symptoms and should be sent by the general practitioner to the 
radiography unit. He suggested withdrawing the units from in- 
dustrial surveys and concentrating on patients with chest and 
other symptoms and on young patients in their teens. Another 
speaker said that it would be cheaper to find patients with active 
tuberculosis by examining sputum specimens. Dr. W. Griffel 
thought that mass radiography was bringing to light too many 
patients who could not be immediately treated. Sometimes there 
was a long delay between radiological diagnosis and treatment. 


New Zealand.—The health services, particularly as they affect 
hospitals are likely to undergo great changes if the advice of 
the Consultative Committee on Hospital Reform is followed. 
Hitherto, hospitals have been largely financed by voluntary 
contributions and locally imposed rates. The report states that 
from 1957 onward the state will be entirely responsible for 
financing the service. The recommended changes include the 
reversal of the present policy of placing the responsibility of 
providing hospital services primarily on local boards. It is sug- 
gested that five regional boards, under the direction of the 
Minister of Health, be set up to coordinate and control the 
activities of the hospital boards in their particular regions and 
that the Minister of Health should appoint the members of the 
regional authorities. Other recommendations are the contrac- 
tion of the dominion’s present hospital boards by amalgamation 
from 37 to 23; the immediate appointment of a special investi- 
gator to report on hospital financing to overcome “serious de- 
fects” in the present system of hospital board finance; the re- 
placement by a commission, for up to three years, of boards 
that exceed their approved estimate plus additional sums al- 
lowed them for emergencies; and payment of increased subsidies 
to private hospitals without applying a means test to either 
hospital or patient. 

Commenting that there is little that a hospital board can do 
or spend without the sanction in some form of the Minister of 
Health, the report says that the frustration and confusion re- 
sulting from the present system could be obviated if the initial 
responsibility and authority rested with the minister instead of 
with the board. This would leave the boards to carry out their 
to time by the minister 


Health Centers.—A debate took place in the House of Lords 
on April 7 on a resolution laying the blame for many of the 
failures in the welfare and health services on imperfect co- 
ordination between the various authorities concerned and de- 
claring that greater local discretion, financial and administrative, 
would result in better service at less cost. Lord Beveridge, the 
Liberal peer, deplored the failure to establish health centers, 
only a very few having been launched since the service started 
nearly six years ago. The institution of health centers was pro- 
posed long before 1946 in an interim report of the British 
Medical Association Planning Commission, which set out a 
detailed scheme. Lord Beveridge contended that health, and 
the proper provision for it, would soon become even more im- 
portant than the building of new houses. For the government, 
Lord Mancroft was prepared to accept the spirit of the motion, 
but not the letter. He said that cooperation eventually rested 
on human relationships and personalities rather than on drastic 
reorganizations. Health centers are expensive to build and had 
not been as popular either with patients or with physicians as 
had been expected. An alternative was the establishment of 
group practices, and this development was supported by the 
Minister of Health who offered encouragement by interest-free 
loans to physicians to acquire or convert buildings to establish 
a group practice. 


The Guillebaud Committee.— The Guillebaud Committee is en- 
gaged in such fact finding as might assist the Ministry of Health 
to alter the National Health Service so as to get more effective 
service for less money. Representatives of various bodies have 
been expressing their opinions before the committee. The Medi- 
cal Practitioners Union believes that a fully efficient service will 
be developed only when there is complete administrative inte- 
gration of the three branches of the service at a regional level. 
It believes that, in comparison with health expenditure in other 
countries and with our own prewar expenditure, the present 
costs of the service are not excessive. Some redistribution among 
general practices is now taking place, with the effect that some 
of the higher figures are being reduced. The union thinks it is 
possible for a physician to give good service to 2,400 patients, 
but it looks forward to a gradual increase in the number of 
general practitioners so that the average list will include 2,000 
or less patients. It recommends that 3,000 or less should be 
made the maximum. It regards the practitioner who works alone 
as an uneconomical unit. He cannot afford to employ adequate 
ancillary help; this would be available in group practices or 
health centers. It repeats its advocacy of the policy that physi- 
cians should be repaid for practice expenses, apart from their 
remuneration, on the ground that this system would encourage 
expenditures that increase efficiency. 


Neglect of Hygienic Precautions by Tuberculous Patient.— De- 
liberate failure of a husband suffering from tuberculosis to take 
precautions recommended for the protection of his family was 
held by the Divorce Divisional Court on May 3 to constitute 
cruelty toward his wife. A magistrate had already found the 
patient guilty of persistent cruelty, and his appeal against this 
was dismissed. The patient, who was found to have tuberculosis 
in 1951, was informed that his disease was active and infectious, 
and he was told to take the necessary precautions against the 
spread of infection to the family, namely, the use of a separate 
bedroom, linen and crockery, and the disposal of infected 
sputum. This the patient failed to do, in spite of protestations 
from his wife. Two of the three children of the patient became 
infected, although whether from the patient was difficult to 
prove. Lord Merriman, giving judgment, said that the husband 
knew that his acts endangered the health of his wife and family 
and that his deliberate failure to take the necessary hygienic 
precautions was an act of persistent cruelty, which in English 
law was grounds for a divorce. The magistrate’s decision was 
upheld and a divorce granted. 


Fight Against Rheumatism.—At a luncheon of the British 
Rheumatism Association held in London on June 10, 1954, Sir 
and treatment of rheumatism throughout the 
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country. There are 3 million rheumatic in Britain, and, 
although the services of specialists in this disease are adequate 
in London and the larger cities, outlying districts still lack the 
necessary facilities. The National Health Service must remedy 
this. Extensive laboratory and roentgenologic examinations are 
often necessary not only for diagnosis, but also for assessment 
of the progress during treatment. More specialists trained in the 
diagnosis and treatment of rheumatism are needed not only to 
deal with advanced cases but also to treat very early ones. 
Patient, general practitioner, and employer, tend to neglect rheu- 
matism in its early stages. The aim should be to start treatment 
early and not late. Another speaker, representing the engincer- 
ing industry, said that rheumatism was one of the biggest causes 
of absenteeism in industry. 


Isoniazid and Weight Gain.—One of the principal effects re- 
ported in the treatment of patients with pulmonary tuberculosis 
with isoniazid has been the remarkable gain in weight. This has 
been so marked as to lead to a suspicion that a nonspecific effect 
on metabolism was involved as well as an antituberculous action. 
To test this, Mudie and co-workers of Edinburgh (Brit. Med. J. 
1:1304, 1954) gave the drug to volunteers who did not have 
tuberculosis and who had a normal roentgenogram of the chest 
at the beginning of the trial. They were divided at random into 
a group treated with isoniazid and a control group. The average 
weekly gain in weight for eight weeks in the treated group was 
similar to that of the group receiving inert capsules and less than 
that of a similar group treated for 10 weeks with capsules of 
lactose. There is no evidence to suggest that isoniazid given to 
tuberculosis patients has an effect on weight gain other than 
through its effect on the disease. 
Treatment of Thyrotoxicosis.— M and Trotter (Lancet 
1:749, 1954) have confirmed the observation of Godley and 
Stanbury (J. Clin. Endocrinol. 14:70, 1954) that potassium 
perchlorate inhibits thyroid function. They gave 108 patients 
suffering from thyrotoxicosis from 100 to 400 mg. of potassium 
perchlorate daily. Clinical improvement was noted in all the 
patients who had not received antithyroid drugs previously. 
Weight increased, pulse rate fell. and plasma cholesterol levels 
rose to normal levels. The uptake of radioiodine returned to 
normal values in those patients tested. The rate of response was 
generally found to be slower than with methyl! thiouracil. Only 
three of the patients failed to respond. Morgans and Trotter 
state that potassium perchlorate cannot be given in combination 
with iodides for preoperative preparation. It does not act like 
thiouracil, which prevents the synthesis of thyroglobulin, but 
prevents the thyroid from concentrating iodide. 


Average Cost of Prescriptions.—It was quoted in Parliament 
that the cost of each prescription in the latter half of 1950 was 
about 45.5 cents, but that during 1952 and 1953 it fluctuated 
round 58 cents, though latterly the cost appears to be falling 
slightly, possibly because of the drive recommending the use of 
alternative, less expensive medicaments. A survey is to be made 
of the ambulance service, the cost of which is also steadily 
rising. 


FRANCE 

Diagnosis of Poliomyelitis.—Weller and Robbins’ method for 
diagnosing poliomyelitis has the disadvantages that it is carried 
out in two stages, requires 10 to 15 days for the result, and 
requires special equipment. Barski and Lepine have devised a 
micromethod of diagnosis that is simple, quick, and reliable 
and that may be used on a large scale. In this method, a culture 
of the musculosubcutaneous tissue of a deceased premature 
newborn in a special medium called M.27 and the following 
types of virus, Mahoney, MEFI, and Sankett, are used. Instead 
of culture tubes, plastic plates made of Araldite B, a poly- 
merized ethyoxylic resin, a substance without any toxic effects 
on living cells, are used. The plates contain rows of depressions, 
each depression being used for a single test unit. Because the 
plates are translucent, the state of the culture can be seen 
microscopically at any moment. A drop of the tissue culture 


good 
of Microbiology i in April, the authors stressed that cells adapted 
to life in vitro present remarkable characteristics, such as 
rapidity of growth and higher sensitivity to the pa 
action of the virus than fresh renal tissue. On the other —y 
the cellular “Hela” strain isolated from human carcinoma in 
1951 by Gay and since then cultivated in vitro is very sensitive 
to poliomyelitis virus. Of the serum of 120 patients in whom 
the antibodies against a certain type of virus were present, no 
pathogenic effects on the tissue cells were observed despite the 
high concentration of virus in the test. The authors have com- 
pared their method with the roller-tube method of Weller and 
a out in 72 human serums. Identical results were 
obtai 


Death from Sternal Puncture.—In the world medical literature, 
= eight deaths following sternal puncture have been reported. 

Prof. F. G. Marill of Algeria reported a ninth to the Medical 
Society of Paris Hospitals in March. The patient was a 5-year- 
old child with pronounced splenomegaly, slight hepatomegaly, 
massive erythrocytic disorder, and a tentative diagnosis of 
visceral leishmaniasis. A puncture of the spleen and of the 
sternum revealed the presence of leishmania in large numbers. 
During this sternal puncture, the trocar pierced the sternum 
at the level of the second intercostal space 0.5 cm. to the left 
of the midline. A flow of black blood surged into the syringe 
and the operator withdrew the needle at once, but 40 seconds 
later the patient was dead. The autopsy performed five hours 
later showed that the anterior layer of the pericardium was 
tightly applied against the sterum. The pericardial cavity con- 
tained 220 cc. of liquid and a coagulated mass weighing 80 gm. 
The myocardium was normal. In this case, rupture of the 
pericardium with hemorrhage brought about death from shock 
and peripheral circulatory collapse. The author advises that, 
in young children, the marrow should be obtained from another 
bone than the sternum and in adults the trocar should be 
inserted into the manubrium sterni. 


Marchiafava-Micheli Syndrome.— This syndrome is character- 
ized by hemolytic anemia producing icterus, hemoglobinuria 
(mostly nocturnal), and hemosiderinuria. It is considered to be 
an anaphylactic process leading to a sensitization of the erythro- 
cytes by a substance in the patient's plasma. At a meeting of 
the Medical Society of Paris Hospitals, P. E. Martin and his 
co-workers reported on a 36-year-old patient with this syn- 
drome. The patient's erythrocyte count was 1,450,000 and his 
general condition was poor. No treatment helped this patient 
until he was given 100 mg. of corticotropin (ACTH) per day, 
then prompt improvement was noted. After 18 days of treat- 
ment, the attacks of hemoglobinuria completely disappeared, 
and after 25 days the erythrocyte count was 4,080,000. The 
treatment with corticotropin caused slight edema of the face 
despite a salt-poor diet. The mechanism of this syndrome 
remains unknown. While receiving maintenance doses of the 
drug, the patient has been in clinical and hematological 
remission for 18 months. 


Periodic Disease.-At a meeting of the Medical Society of 
Paris Hospitals in February, E. Benhamou and co-workers 
reported 24 new cases of “periodic disease,” a new disease 
described by Mamou and Cattan. There are two biological 
tests of this disease: (1) the Coombs’ reaction, which is direct 
in some of these patients but indirect in most, and (2) the 
electrophoretic pattern, which shows an elevation of the gamma 
globulin. The glucogram shows an increase in the alpha | and 2 
fractions. The sedimentation rate is accelerated during the 
attack. The authors recommend giving the patient 100 mg. of 
cortisone and corticotropin (ACTH) daily at the beginning 
of the attack and increasing the dose to 200 or 300 mg. daily. 
This treatment is given 10 days a month and completely changes 
the course of the disease. 
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is put in contact with the patient's serum and the suspension 
of the virus. The plates are hermetically sealed, incubated at 
37 C (98.6 F) for 48 hours, then read. In the depressions, 
where the virus had not been neutralized, signs of its pathogenic 
action are seen, while in the control depressions the cells 
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APOPLEXY 
To the Editor:—The editorial in the June 5, 1954, issue of THe 
JOURNAL, page 578, discussing the mechanism of apoplexy 
brings up some interesting questions. I have observed a remark- 
able lengthening and tortuosity of the cerebral arteries in older 
persons. Sometimes a perfect tangle of vessels is encountered 
in the Sylvian fissure. It has occurred to me that under certain 
conditions, perhaps of altered blood pressure, a kinking or 
pinching of the hardened vessels might occur and result in 
temporary interference with circulation and even in softening. 
How frequently this occurs is impossible to say, but it might 
be an occasional factor in either temporary or permanent paraly- 
sis. The non of improvement in cerebral symptoms has 
com much debated, but in major part it is probably due to the 
subsidence of edema. I have been able to demonstrate (J. Nerv. 
& Ment. Dis. 99:172-178 |Feb.| 1944) that a tissue change sur- 
rounds vascular lesions for great distances, sometimes almost 
as far as across the breadth of the hemisphere. This change, 
invisible microscopically, is probably due to a specialized form 
of edema and its residual effects. The absorption of the edema 
would result in an improvement in symptoms, sometimes to the 
point of practical recovery. This edema is a major factor in the 
understanding of lesion-symptom relationship, which is often 
obscure but has been much neglected. 


B. ALrorp, M.D. 
University Club Bldg. 
St. Louis 3. 


SJOGREN'’S SYNDROME 


To the Editor:—The article by Kenny and Long (J. A. M. A. 
155:435 |May 29| 1954) raises some interesting points that I 
would like to comment on. The authors say that Sjégren’s syn- 
drome is manifested by dryness of the mouth and conjunctival 
sac that is caused by failure of the salivary and lacrimal glands 
to maintain adequate secretion. Since the original description, 
it has been noted also that dryness of the mucous membranes 
of the nose and pharynx and dryness and atrophy of the mucosa 
of the vagina are so frequently associated with this condition 
that they should be counted as part of the syndrome. It occurs 
most frequently in women past the menopause. The authors 
suggest that the pathological changes seen in the syndrome are 
related to degenerative changes that occur in tissues of ecto- 
dermal origin in the process of aging. 

These same symptoms are found in hypothyroidism. For 
clarity, the ectodermal tissue derivatives of the epidermis and 
its epithelial derivatives are (a) hair shaft, (+) nails, (c) sweat, 
sebaceous, and mammary glands, (d) epithelium of mucous 
membranes and their glands in the vestibule and anterior portion 
of the mouth, including the salivary glands, (¢) epithelium of 
nares, (f) epithelium of rectum as far as the bend in the rectum 
(linea sinuosa ani), (g) dental enamel, (4) nervous neuroglia and 
chromaffin cells of nervous system—all types of nerve cells, 
nerve fibers, and glia cells, (i) epithelium of smell and hearing 
apparatus, the organ of sight, and a portion of the eye (the 
{apetum nigrum, the lens, the vitreous humor, and muscles les of 
the iris), (/) epithelium of fetal coverings, the amnion and 
chorion, and (4) the pituitary gland (both anterior and posterior 
lobes). The following numbered statements were made in my 
monograph (Endocrinology as Redated to Embryology, Detroit, 
Madison Printing Co., 1950). It is*known that the thyroid in- 
fluences these structures. Congenital lack of thyroid 
results in poor development of these tissues. Pertinent to the 
present syndrome are the symptoms found in congenital hypo- 


Sudorifics fail to induce perspiration. 2. The mucous membrane 
of the mouth is dry and thick. The palatine mucous membrane 
is pleated into rugae. The mucous membtane may be swollen. 


of 
by adults with hypothyroidism and is especially frequent in 


CORRESPONDENCE 


women at the menopause. Older individuals suffering from 
hypothyroidism find the dryness of the mouth annoying and 
have difficulty with their dentures.” 3. The salivary gland de- 
velopment is markedly retarded in congenital athyreosis. Swell- 
ing of the parotid, submaxillary, and sublingual glands is 
common in simple goiter. This relationship is not sufficiently 
stressed, although it is commonly recognized that iodine pro- 
duces salivation in some persons. 4. Chronic hypertrophic 
rhinitis of the epithelium of the nares is frequent. I called 
attention to rhinitis of hypothyroidism and the frequent incidence 
of colds in hypothyroid children. Ulceration of the nasal epithe- 
lium may be present. 5. The epithelium of the rectum, the vaginal 
vestibule, and the urethral cavernosa of the male. These struc- 
tures are retarded in their development and are similar in this 
respect to the oral and nasal epithelium. The vagina lacks the 
normal secretion so that dryness of this mucous membrane may 
result in ulceration and irritation. In the male, there is edematous 
swelling of the urethra, and this finding may be of diagnostic 
importance. 6. The tapetum nigrum, the lens, vitreous humor, 
muscles of the iris, epithelium of the cornea, and conjunctivas 
are ectodermal in origin. The retina is smaller than normal. 
Cataract is common. Corneal opacity is frequent, as kerato- 
conjunctivitis. Corneal opacity may follow radical thyroidec- 
tomy. 

These are but a few ectodermal tissues involved in hypo- 
thyroidism, and they may explain the symptoms of Sjégren’s 
syndrome. Much of this was covered in my article “Hypo- 
thyroidism” (Clinics 2:423 |Aug.| 1943). The fact that Kenny 
and Long's patient had an enlargement of the right lobe of the 
thyroid and a -15% basal metabolic rate is suggestive of hypo- 
thyroidism. The variation in ectodermal tissue involvement is 
probably due to congenital constitutional inheritance factors 
with differences in target tissue response of thyroid secretion. 
The suggestion of Kenny and Long that the pathological changes 
seen in Sjigren’s syndrome are related to the degenerative 
changes that occur in tissues of ectodermal origin in the process 
of aging is supported by these thyroid-ectodermal tissue relation- 
ships. 


Rosert C. Moentic, M.D. 
964 Fisher Bldg. 
Detroit 2. 


GENITAL WARTS 


To the Editor:—That the lesions in those 89 persons 
by Barret, Silbar, and McGinley (J. A. M. A. 1$4:333 (Jan. 23) 
1954) “should be classified as venereal warts simply because 
they were consequences of sexual intercourse” (Squires: J. A. 
M. A. 185:511 |May 29] 1954) is perfectly agreeable, but this is 
true only in those 89 persons, certainly not in the hundreds of 
show condylomata acuminata without marital or 
extramarital intercourse. Suppose those 89 persons had con- 
tracted in the same way herpes progenitalis, molluscum con- 
tagiosum, scabies, crabs, or the common cold, would one write 
“venereal scabies?” I am not concerned with the psychic wound 
suffered by the soldiers (although I am greatly concerned for 
their apparently innocent wives), but I, and “my supporters,” 
most strenuously object to the term “venereal” applied to all 
acuminated condylomas that happen to be located on the genitals. 
I would also object to the use of the same term applied to 
lesions located in the mouth. Would it be fair, to the apparently 
respectable person who claims no marital or extramarital inter- 
course and whose wife or husband has no condylomas, to tell 
him or her that he has a “venereal” disease?—a disease con- 

tracted in “venery?” 

Huge condylomata acuminata are seen frequently in pregnant 


. women at term (caused, in my and “my 


su ” opinion, 
by the moisture and heat of the genitals), while the husbands 
have no warts and extramarital intercourse cannot be proved. 
Is it proper, because the same warts are contracted by the 
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has seen acuminated condylomas in unclean, uncircumcised 


elderly men (I do not recall seeing them in a circumcised man), 
in babies, and in young girls with leukorrhea. Is it fair to write 
in a hospital or insurance record that the diagnosis is 
warts?” 
Concerning the etiology, I do not believe there is any mistake. 
A poultice of palmar, plantar, or genital warts transmits warts. 
I have no knowledge of a special virus for genital warts that is 
different from the others. They are probably caused by the same 
virus and assume a different appearance because of their loca- 
tion. Molluscum contagiosum is seen often in school children; 
it is transmitted by wrestling. Would one suggest calling it 
“wrestling disease?” Genital warts are transmitted often, “but 
not always and only” by “venery.” Authorities on the subject, 
answering my questionnaire, wrote, “In 80% of the cases they 
are not venereal in origin.” “I believe they are venereal in only 
a small percentage of cases.” What harm can come from calling 
all those structures (venereal and nonvenereal), soft warts, 
genital warts, condylomata acuminata, or any other name and 
ving “venereal” out of titles, diagnoses, records? It would 

do no harm and certainly a lot of good. 

F. Roncnese, M.D. 

170 Waterman St. 

Providence 6, R. I. 


GOVERNMENT SERVICES 


Army Moves to Reduce Heat Casualties.—In an effort to reduce 
the number of heat casualties among Army personnel during 
the summer months the Department of the Army has issued a 
guide for troop commanders. The new regulation (SR 40-260-5), 
prepared by the staff of the Surgeon General, defines heat casual- 
ties and lists preventive measures that commanding officers may 
take. It also gives instructions for immediate first aid. Under 
the new regulation responsibility for recognizing symptoms of 
heat injury has been placed on unit leaders, who are charged 
with watching out for dizziness, headache, signs of weakness, 
nausea, or color and temperature changes in skin among their 
troops under conditions of heat stress. Leaders must be con- 
stantly alert and prepared to render first aid at all times. The 
regulation also recommends the following measures for the 
prevention of heat injury: 1. Tbe heavy meal of the day should 
be served in the evening. 2. An hour of rest following the noon 
meal is beneficial, and excessive fatigue (tiredness) should be 
avoided. 3. Clothing and equipment should be worn loosely so 
as to permit free circulation of air between the uniform and 
body surface. 4. Plenty of water and salt should be made avail- 
able to make up for that lost through perspiration. 5. Training 
schedules might be modified to place the most strenuous activities 
during the cooler portions of the day. 

The incidence of heat injury has always posed a serious prob- 
lem to the Army during summer months and during operations 
in torrid climates. Individual cases generally result in consider- 
able loss of time from duty and susceptibility of the patients to 
recurrent attacks. More serious cases can result in death. Many 
cases, however, are avoidable if proper preventive measures are 
taken by troop commanders. During the summer months of 
1951 and 1952, there were 2,720 admissions to medical facilities 
because of heat injury. Among these there were 23 deaths. 


Personal.—Col. Richard P. Mason, M.C., has assumed the 
duties of chief of the research and development division, Office 
of the Surgeon General. Colonel! Mason recently returned from 
Japan, where he was in command of the 406th Medical General 
Laboratory. 


CIVIL DEFENSE ADMINISTRATION 


Civil Defense Orientation Course.—Twenty-two civil defense 
officials, coming from as far as Juneau, Alaska, and as near as 
Tuscaloosa, Ala., attended a civil defense CBR (chemical, bio- 
logical, radiological) orientation course at the Army ‘s Chemical 
Corps School at Fort Ala., June 7 to 12. A special 
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course conducted by of the Federal Civil Defense , 
Administration, Department of Defense, and the Chief Chemical ' 
Officer, this orientation was designed to train selected civil de- 
fense personnel from the federal and state governments, political 
subdivisions, and industry in methods of defense against chemical 
attack. 

The full week was devoted to briefing in methods of CBR 
defense, which included familiarization with detection devices, 
protective equipment, and decontamination procedures. Damage 
control and disaster relief planning were also part of the course 
of instruction, which was taught by faculty members of the 
school under the supervision of class director Lieut. Col. R. 
Beverly Caldwell, Chief, Technical Division, Chemical Corps 
School. Among the students were officials from the Washington 
office of the Federal Civil Defense Administration and local 
civil defense leaders from 11 states and one United States 


SELECTIVE SERVICE SYSTEM 


Commissions for Interns and Residents.—Both the National 
Advisory Committee to the Selective Service System and the 
Selective Service System itself are doubling their efforts to insure 
that all interns and residents in priorities 1 and 2 and those in 
priority 3 who are under the age of 32 will promptly apply for 
commissions at the termination of the hospital year. This is 
in accordance with operations bulletin no. 109 of the Selective 
Service System and informational release no. 15, which was the 
last of a series of releases by the National Advisory Committee 
on this subject. 

The release stated in part that every effort should be made to 
have those physicians in priority 1 and priority 2 and those in 
priority 3 born after Aug. 30, 1922, apply for commissions so 
that there will not be a protracted period of waiting between 
the end of the hospital year and the call to active duty. 

This is being reemphasized, as without the full cooperation of 
everyone concerned in carrying this program it will be 
necessary in order to meet the military requirements for the 
coming fiscal year to raise the age limit of those called in 
priority 3. Such action would result in military service for older 
physicians who have established practices, many of whom have 
far more important tasks to fulfill in hospitals and medical 
schools than these younger men. Many of these younger men 
also have double liability and are subject to call not only as 
special registrants but also as regular registrants. 

The wholehearted cooperation of everyone in seeing to it that 
these persons apply for commissions at the earliest possible date 
is very earnestly requested by the National Advisory Committee. 
The Committee does not want older physicians and dentists 
called because younger men are not found. 


PUBLIC HEALTH SERVICE 


Second Annual Antibiotic The Food and Drug 
Administration has announced that the date of the second annual 
Antibiotic Symposium has been changed to Oct. 25 to 28, 1954, 
and that an extra day has been added. The symposium will be 
held in the Department of Health, Education, and Welfare 
Auditorium, 4th St. and Independence Ave. S.W., Washington, 
D. C. The last day for submission of titles and abstracts has 
been changed from Sept. | to Sept. 15. 


VETERANS ADMINISTRATION 


Residencies Available.—Places are available for resident train- 
ing in otolaryngology, endoscopy, rhinoplasty, allergy, and 
surgery of cancer of the head and neck at the Veterans Ad- 
ministration Hospital, Bronx, N. Y. The residency is approved 
for three years and is supervised by consultants and attending 
physicians who are representatives of the dean's committee of 
the local medical schools. A basic science course is included at 
Columbia University. Salary ranges from $2,640 to $3,330 per 
annum. Persons interested should write to the Liaison Officer, 
Dean's Committee, VA Hospital, 130 W. Kingsbridge Rd., 
Bronx, N. Y. 
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BUREAU OF LEGAL MEDICINE 
AND LEGISLATION 


MEDICOLEGAL ABSTRACT 


Federal Food, Drug and Cosmetic Act: Evidence of Misbrand- 
ing.—The defendant was convicted of selling a misbranded 
device in violation of the Federal Food, Drug, and Cosmetic 
Act. From such conviction she appealed to the United States 
Court of Appeals, Ninth Circuit. 

One Rice, concerned about a lump in his wife's breast, had 
been advised by a business friend, while temporarily in Los 
Angeles, to consult the defendant. On phoning the defendant's 
place of business in Hollywood, Rice was informed that she was 
then in Chicago. When Rice returned to his home in a suburb 
of Chicago, he made an appointment with the defendant for an 
examination of his wife. Mrs. Rice had been previously examined 
by her family doctor, who had suspected the presence of cancer 
and suggested an immediate biopsy. The defendant concluded 
from her examination of Mrs. Rice by means of one of her 
instruments that the lump was not a cancer but was caused by 
a fungus that had spread through her digestive system into the 
liver. The defendant at that time gave Mr. and Mrs. Rice a 
copy of a pamphlet describing the alleged qualities of her 
devices and recommended treatments with the Drown Radio 
Therapeutic Instrument by a Dr. John, who practiced in Chicago. 
Mrs. Rice commenced taking the treatments, and the defendant 
advised their continuation on reexamination of Mrs. Rice in 
September. The treatments continued until Oct. 28, 1948, when 
Rice went to Hollywood and personally purchased the device in 
question. Rice returned to Blue Island, Ill., and his wife used the 
instrument to treat the lump in her breast. 

The defendant was a chiropractor doing business in Holly- 
wood, Calif., under the name of Drown Laboratories. Fantastic 
therapeutic and diagnostic qualities are claimed by the defendant 
for her instruments in their labeling, most of the claims being 
contained in a circular entitled “The Drown Radio Therapeutic 
Photographic Instruments.” The Drown Radio Therapeutic In- 
strument, the device whose sale resulted in her arrest, is repre- 
sented as capable of eliminating a lump in the breast and 
preventing cancer therefrom and as efficacious in treating kidney 
and bladder complications; tipped uterus; extra kidney; painful 
urination; Streptococcus in the urethra and the pyloric end of 
the stomach and bladder; cirrhosis and carcinoma of the right 
kidney; low function of the left suprarenal gland; the pancreas; 
fibrous adhesions in the brain and meningeal tissue; brain sinus; 
cystic fluid in the brain and medulla; heart trouble; head pains 
and noises; explosions in right ear while falling asleep; con- 
abscesses; loss of speech and 

; worry, fear, and nervousness; and conditions of the 
ce aad tan. The device is further represented as effective 
in the treatment of many other ailments, and it is asserted that 
it “far surpasses any other known method of . . . therapy.” 

The defendant's instruments employ no commercial elec- 
energy in diagnosis, remedy selection, and treatment. The in- 
struments are based on the defendant's theory of vibration: 
“. | . under the laws of vibration, each individual has a rate 
of vibration peculiar to himself. In addition, each organ, gland, 
etc., in the body has its own rate of vibration. Likewise various 
diseases all vibrate to specific rates (slower or coarser than the 
normal body rates and more akin to earth vibrations).” The 
defendant asserts that this body energy may be directed through 
her instrument back to the diseased part of the body at the 
same vibration rate previously found in diagnosis to be appro- 
priate for the treatment of that particular area. “This steps up 
the vibrations in that particular area . . . and the diseased 
cells will automatically fall away, since disease cannot live in 
the higher rate of vibration.” Both diagnosis and treatment, the 
defendant claims, can be accomplished either directly or with 
the patient absent entirely from the physical proximity of the 
instrument. When the patient is present, two pieces of metal 
attached by wires to the instrument are placed on the body, a 
drop of the patient's blood is placed in the device, and unopened 
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ampuls of chemicals are sometimes placed on the face of the 
instrument. When the patient is not present, diagnosis and treat- 
ment may still take place, a piece of blotting paper with a 
second drop of the patient's blood being clamped between the 
two pieces of metal. 

Two of the government's witnesses, one a physicist and the 
other a radio engineer, testified that they had taken the in- 
struments apart and found that the devices consist of a wire 
with two dissimilar metals as electrodes on either end; that in 
effect they operate in a manner similar to a chemical battery; 
that when the circuit is completed by placing the electrodes in 
contact with the human body or any other conductor of elec- 
tricity a minute flow of current is generated and may be 
measured by the microammeter in the device; and that the 
devices are incapable of measuring, detecting, or transmitting 
electromagnetic energy of any kind. Six eminent medical wit- 
nesses testified for the government. Each is an authority in a 
specialized area of medicine. These expert witnesses expressed 
the unanimous belief that the defendant's instruments are use- 
less for diagnosis or treatment of any human ailment. Dr. 
Carpender testified concerning actual tests conducted by the 
defendant at the University of Chicago, which tended to support 
the conclusions of the government's medical witnesses. 

Among other things, the defendant contended that the sale 
to Rice was a purely intrastate affair and that she had no con- 
nection with the interstate shipment. The evidence was sufficient, 
however, to support a finding that the sale to Rice constituted 
“delivery for introduction into interstate commerce.” Both by 
recommending that Mrs. Rice receive treatments by the Drown 
Radio Therapeutic Instrument and through the descriptive cir- 
cular that was given to Mr. and Mrs. Rice in Chicago, the 
defendant stimulated interest in her device and led Mr. Rice 
to believe that her instrument “far surpasses any other known 
method of diagnosis or therapy.” The defendant knew the device 
was to be used to treat a lump in Mrs. Rice's breast, and it is 
obvious that she contemplated that Mr. Rice would take the 
device back to his Illinois home. The invoice of sale states that 
the instrument was sold to “Mr. Edgar Rice, 13005 Greenwood 
Ave., Blue Island, Illinois.” 

Other contentions of the defendant were also overruled and 
the judgment of conviction was affirmed. Drown et al. v. United 
States, 198 F. (2d) 999 (1952). 


MEDICAL FILM REVIEWS 


This film is one of a series of 26 pictures, the over-all objective 
of which is to acquaint the audience with the nonmilitary facts 


administration of radioactive iodine and illustrates a very good 
technique for mapping the thyroid gland by this means. The 
second part shows the administration of radioactive iodine to 
a patient with leukemia. The third part shows radioactive gallium 
administered to a patient with a malignant lesion of the chest. 
All the patients performing in the film act their parts without 
affectation or constraint, which adds a great human appeal. The 
photography is very good; however, in some parts an animated 
sequence would have enhanced the teaching value. Classes of 
college and senior high school level will find much of interest in 
it, but to have substantial teaching value it must be supplemented 
by explanatory remarks justifying the uses of these three diag- 
nostic tools and emphasizing the annual mortality from diseases 
involving the thyroid gland, the bone marrow, and the structures 
of the chest, as the nonprofessional audience is unlikely to appre- 
ciate the importance of refined diagnosis. The film will appeal in 
a general way to many audiences, but its greatest use will be with 
medical students, physicians, and nurses. 
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The Magic of the Atom: 4. The Atom and the Doctor: 16 mm., biack 
and white, sound, showing time 12 minutes. Produced with the tech- 
nical assistance of the U. S. Atomic Energy Commission and the atomic 
energy project at U.C.L.A. Produced in 1953 by and procurable on 
purchase ($55.00) from Handel Film Corporation, 6926 Melrose Ave., 
Hollywood 38%, Calif. 
which radioactive isotopes are administered to actual patients 


INTERNAL MEDICINE 
Treatment of Rheumatic Disease by Desensitization with an 


Fever, Chorea, 
a Ge Small and J. C. Small Jr. Ann. Allergy 12:141-157 
(March-April) 1954. 


In these two papers, the authors expose their good results in 
the treatment of rheumatic disease, obtained with their method 
of desensitizing patients to streptococci. This consists of re- 
peated injections of an aqueous extract of streptococci (AES). 
There were 19 patients with fibrositis, of whom 3 are reported 
on in detail. Three case histories of rheumatic carditis are also 
described. The starting dosage for each patient was 0.05 cc. of 
a 10° dilution of AES given subcutaneously. This dosage is 
given each week until there is a decided improvement in the 
clinical indicators—body weight, pulse, and temperature—and 
in the laboratory indicators—erythrocyte sedimentation rate, 
leukocyte count, and hemoglobin level. The dosage should not 
be increased until there is a tendency to gain weight and the 
erythrocyte sedimentation approximates normal. Sixty per cent 
increments are safe when dosage is increased. After the rheu- 
matic process is adjudged to be quiescent, the intervals may be 
increased to 10 days, then to 14, then to 21, and finally to 28 
days. This final type of treatment may be kept up indefinitely. 
It may be undertaken with individual doses not larger than 
0.1 cc. of the 10°'* dilution of AES, and amounts larger than 
0.15 to 0.25 cc. of this dilution are seldom required as the 
injection at 28 day intervals. It is important to continue the 
injections at monthly intervals for at least a year after all signs 
of rheumatic activity have disappeared. 


Significance of Rheumatic Pains Associated with German 
Measles in Adults. K. H. Pickworth. Rheumatism 10:39-40 
(April) 1954, 


Pickworth calls attention to recent reports on the concurrence 
in adults of rubella (German measles) with rheumatic pains and 
polyarthritis. Rheumatic pains occur also in many other infec- 
tious diseases such as pneumonia, scarlet fever, syphilis, dysen- 
tery, and typhoid. Many patients have aches and pains in the 
back and limbs in influenza. The rheumatic pains of rubella 
generally commence with the rash, or soon afterward, and clear 
in about 10 days. In occasional cases, pains may persist in one 
or more joints for some time. In pregnant women, rubella is a 
dangerous disease for the embryo. It could be assumed that it 
is the response of the mother to rubella that harms the embryo, 
and not the rubella itself. Little trouble ensues when the 
child is free of its mother's blood supply and contracts rubella. 
This would lead to the conclusion that with the Passage of ume 
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this sensitization is due to a “chronic allergy,” to a preexisting 
virus, or to immunological differences, arising perhaps out of 
pregnancy itself is not known. It is not the rubella virus that 
differs in quality in the different cases, from childhood to adult- 
hood, but the patient. 


Studies on Immunity in Anthrax: I. Elaboration of Protective 

Antigen in a Chemically-Defined, Non-Protein Medium. G. G. 

Gem B. Slein. J. Immunol. 72:263-269 
) 4 


The protective antigen of Bacillus anthracis occurs as a filter- 
able factor in edema fluid of anthrax lesions and is the antigen . 
responsible for development of active immunity to the infection. 
This antigen is also elaborated by the organism during growth 
in vitro in serum. The present report presents experimental re- 
sults that have led to development of a chemically defined, non- 
protein medium in which practical amounts of protective antigen 
are elaborated. This medium (528) is composed of 17 amino 
acids, inorganic salts, adenine, guanine, uracil, thiamine, gluta- 
mine, glucose, and sodium bicarbonate. Sterile filtrates of static 
20 hour cultures of a nonproteolytic mutant strain of B. anthracis, 
when injected in divided doses totaling 1 ml., were capable of 
immunizing rabbits so that they survived intracutaneous chal- 
lenge with 10,000 spores of virulent B. anthracis, representing 
at least 100 lethal doses. The preparations immunized guinea 
pigs against a challenge of 1,000 spores and, when precipitated 
with alum, produced detectable immunity in mice. A _pre- 
liminary experiment suggested that the antigen also produced 
effective immunity in monkeys. Tentative indications as to some 
of the critical constituents and cultural conditions for production 
of antigen were obtained. Protective antigen activity of the 
crude culture filtrate was relatively unstable; the protective 
antigen could, however, be concentrated and stabilized by lyo- 
philization or by alum precipitation. The 528 medium approaches 
a practical medium for production of antigen for immunization 
of animals and perhaps man. 


Some Relations Between Edema and Pulmonary 
Inflammation (Pacumonia). E. D. Robin and FE. D. Thomas. 
A. M. A. Arch. Int. Med. 93:713- 730 (May) 1954. 


A review of the charts and postmortem findings of all patients 
who had a pathological diagnosis of pneumonia or 
edema or both during the 10 years from 1942 to 1952 at the 
Peter Bent Brigham Hospital showed that patients presenting 
many of the classic features of one of these syndromes may be 
found at autopsy actually to have had the other. The four basic 
factors producing pulmonary edema are increased pulmonary 
capillary pressure, increased pulmonary capillary permeability, 
decreased pulmonary capillary oncotic pressure, and decreased 
alveolar fluid resorption. Pneumonia acts directly on the pul- 
monary capillary to increase its permeability and may act in- 
directly by means of anoxia and myocardial failure. Pulmonary 
edema, on the other hand, not only serves as an excellent culture 
medium for potentially pathogenic organisms, but also lays the 
groundwork for pulmonary infection by immobilizing the patient, 
thus decreasing his ventilatory efficiency and his ability to get 
rid of secretions. The presence of either of these conditions 
facilitates the development of the other, and differentiation be- 
tween them may be difficult, if not impossible. Extensive pneu- 
monia, which may exist in a completely silent form without 
clinical or x-ray evidence of any kind, may be an important 
contributing cause of sudden death in patients whose prognosis 
appears good. Vigorous chemotherapy is apparently the best 
weapon against pulmonary infection, and the earlier it is started 
the more likely it is to succeed. It should also be used prophy- 
lactically in the routine management of patients with acute 
pulmonary edema. Patients in whom pulmonary infection is 
already established, on the other hand, should be regarded as 
extremely “fragile” with respect to fluid and osmotic balance 
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dividual that, in the presence of the rubella virus, can cause 
rubella in adults. It may be a matter of immunity or of allergy. 
The difference between rubella in childhood and that in adult- 
hood may be due to sensitization, and, since by far the majority 
of cases of rubella in adults with associated rheumatic pains are 
in women of childbearing age, it may be that the same sensi- 
tization causes the pains as causes the harm to the fetus. Whether 
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at the level of the pulmonary capillary and should be watched 
closely so that corrective treatment can be given at the first sign 
that pulmonary edema is developing. 


Contusion Pneumonia. B. Copleman. J. M. Soc. New Jersey 
$1:128-132 (April) 1954. 


Copleman presents histories of seven patients in whom pneu- 
monia developed after traumatic injury to the chest. The patients 
were under observation from the time of the accident. Con- 
solidation was demonstrated within one to cight hours. Before 
the diagnosis of contusion pneumonia can be established, the 
presence of a respiratory infection antedating the trauma must 
be excluded; this was done in all seven patients. The physical 
signs of pneumonia varied from complete absence in one case 
to changes in percussion and auscultation. Each patient showed 
slight to moderate temperature elevation. Roentgenographically, 
there was nothing characteristic in the appearance of the con- 
solidation. The extent of the injuries was consistent with the 
force of the fall. In one patient cavities developed at the site 
of the consolidation, probably due to Friedlinder's bacillus, 
which was recovered from the sputum. The pneumonia is usually 
situated beneath the site of trauma, but may occur elsewhere in 
the lungs. Experimental evidence of contusion pneumonia is 
cited from the literature. 


Allergy to Aspirin in Asthmatic Persons. P. Blamoutier. 
Semaine hép. Paris. 30:1549-1553 (April 14) 1954. (In French.) 


Eleven cases, 2 of which were fatal, of allergic manifestations 
after ingestion of acetylsalicylic acid or compounds containing 
it occurred in hypersensitive persons. Most of the patients had 
personal and family histories of allergy; some had had asthma 
for years, but in others it did not appear until after ingestion 
of the drug. An allergy to aspirin can suddenly develop after 
years of use without ill effects; in fact, some of the patients had 
previously found it beneficial to their asthma. The symptoms of 
aspirin allergy are coryza, spasmodic coughing, and paroxysms 
of expiratory dyspnea. None of the patients in this series had 
positive cutaneous reactions to acetylsalicylic acid; the allergy 
is humoral, not tissular. 


Epidemic of Tuberculosis Occurring in a School, and Suggestions 
for Improvement of German Decree Concerning Prevention of 
Infectious Diseases in Schools. H. Scidel. Deutsche med. 
Wehnschr. 79:543-547 (April 2) 1954. (In German.) 


In December, 1950, primary tuberculosis was detected in 18 
children in two classes of a German public school in which one 
teacher had pulmonary tuberculosis. This teacher was giving 
lessons in one of the two classes that was attended by 48 pupils 
for four hours per week. Four pupils acquired the disease but 
none had erythema nodosum. The tuberculous teacher was in 
charge of all the lessons in the other room and consequently 
had much longer daily contact with the pupils; 14 of the 31 
children who attended this class acquired tuberculosis and 6 had 
erythema nodosum. It seems highly probable that infection of 
the children was caused by droplets. On Nov. 3, 1950, one pupil 
became ill with “red spots” and fever, but only when the same 
symptoms appeared in a second pupil on Dec. 15, 1950, were 
public health examinations performed that revealed a recent 
tuberculosis of the hilar nodes in the child and a recent cavity 
the size of an egg in the teacher. The teacher had had tuber- 
culosis since 1947, had been suspended from school in 1949, 
but had resumed his teaching in the spring of 1950 when 
bacteriological examination was negative and roentgenologic 
examination did not reveal any cavity. None of the children 
who were given lessons by the tuberculous teacher at this time 
became ill. In August, 1950, during the summer vacation a 
febrile bronchitis was diagnosed in the teacher who refused to 
submit to a control roentgenologic examination. He was not 
reported to the public health department by his physician who 
considered the disease as an unspecific infection. Of the class 
with 31 children, 17 gave a positive reaction to the tuberculin 
test in December, 1950, 28 in February, 1951, and all 31 in 
May, 1951. Of the other class with 48 children, 15 were tuber- 
culin positive in December, 1950, 28 in February, 1951, and 
33 in May, 1951. Conversion to a positive tuberculin allergy 
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occurred in about 10% of the children only between the second 
and fifth month after the removal of the source of infection. 
This epidemic demonstrated that it is essential to detect a new 
case of tuberculosis that is associated with cavity formation. 
The author proposed the following amendments to the German 
decree concerning prevention of infectious diseases in schools. 
1. A tuberculous teacher who had been absent from school 
because of an intercurrent disease should get permission from 
the school board to resume his duties only after a health cer- 
tificate has been granted by the public health authorities. 2. 
Every case of erythema nodosum should be reported to the 
public health authorities. The epidemic could have been pre- 
yr if the author's first proposal had been included in the 

concerning the prevention of infectious diseases in 
the author's second proposal. 


Tuberculosis of Paravertebral and intercostal Lymph Nodes. 
W. Kole. Wien. med. Wehnschr. 104:323-326 (April 17) 1954. 
(In German.) 


A clumping of paravertebral and intercostal lymph nodes was 
observed in the first, second, third, and fourth intercostal spaces 
between the periosteal sheaths adjacent to the intercostal ane 
in 74 of 85 patients with pulmonary tuberculosis who under- 
went thoracoplasty with apicolysis. Microscopic examination of 
the removed lymph nodes revealed the presence of numerous 
epitheloid and giant cell tubercles in 69 (93.2%). The lymph 
nodes frequently were anthracotic, and soot particles were 
demonstrated in the lymphoreticular tissue. The patients had 
pulmonary tuberculosis for several years, and in its course 
atrophy and massive adhesions of the layers of the pleura had 
resulted from pleuritis and peripleuritis. The tubercle bacilli 
probably reached the intercostal lymph node system directly 
by way of the lymph vessels of the lungs over the adherent 
pleura and by perforation through the chest wall. The frequent 
occurrence of anthracosis of the intercostal lymph nodes and 
the presence in the lymphoreticular tissue of soot suggest this 
route of infection. Perforation of a caseating lymph node into 
an intercostal vein or into the thoracic duct is possible and 
may be the cause of an acute miliary tuberculosis. Caseous 
lymph nodes were observed in the intercostal spaces of patients 
with caries of the rib after resection of the diseased portion of 
the rib. This observation suggests that caries of a rib is not 
primary but is secondary to caseous intercostal lymph nodes 
adjacent to the rib. 


Is it ae to Treat Initial Tuberculosis in Children and 
Adolescents? R. Debré and H.-E. Brissaud. Presse méd. 62:523- 
527 (April 7) 1954, (In French.) 


Tuberculosis is subject to the general rule that the sooner 
effective treatment is applied to an infectious disease, the better 
the prognosis. The problem of treating early tuberculosis as 
soon as it is discovered, however, was originally complicated by 
uncertainties connected with factors such as the possible latency 
or benignity of the initial infection and the danger of rendering 
the tubercle bacilli drug resistant. These uncertainties have for 
the most part been removed by the results of more thorough 
investigation into the nature of early tuberculosis and the dis- 
covery of more new and effective therapeutic agents. Micro- 
nodular dissemination, though not always apparent, is a con- 
stant accompaniment of even the mildest initial tuberculous 
infection, and many of the later manifestations of the disease 
can be traced to the subsequent activation of the bacilli thus 
scattered throughout the system. The prognosis in primary tuber- 
culosis depends largely on the patient's age and the degree of 
infection. Tuberculous morbidity and mortality are greatest in 
children contracting the disease in the first two years of life and 
in those in whom it first appears at the age of puberty or during 
adolescence. Disease resulting from massive infection, such as 
that occurring in families, is naturally much worse than that 
acquired by a brief accidental exposure and carries a much 
higher death rate. The absence of adverse factors, however, 
cannot be taken to indicate a favorable prognosis, because, al- 
though the risks may be less, they do exist and cannot be fore- 
seen. Treatment should, therefore, be instituted immediately on 
the discovery of tuberculosis in children under 2 years of age, 
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in adolescents, in those subject to massive infection, and gen- 
erally whenever there is the slightest indication of active disease. 
The danger of producing drug-resistant bacilli will be largely 
avoided if treatment is limited to the simultaneous administra- 
tion of isoniazid and p-aminosalicylic acid for six or eight 
months, with streptomycin being kept in reserve for use in 
emergencies (except when children under 2 years of age are 
being treated). 


Farmer's Lung: A Form of Bronchopulmonary 
P. H. Soucheray. Minnesota Med. 37:251-253 (April) 1954. 


Three cases of idiopathic pneumonitis or pneumoconiosis in 
farmers are described. In each case, there was a history of un- 
comfortable exposure to the dust from moldy silage, dyspnea or 
cough over a period of months, and improvement when the 
patient was removed from his environment. Candida albicans 
was isolated from one patient's sputum culture on three occa- 
sions. The diagnosis of pulmonary moniliasis is, however, very 
difficult to make, and the author presents that diagnosis as tenta- 
tive for this series of cases. He concludes that farmers certainly 
should be dissuaded from employing farm practices that result 
in the propagation and dissemination of moldy dust, because the 
pulmonary mycoses are extremely debilitating and may leave 
permanent residuals if exposure is repeated. 


Pernicious Anemia. I1: Maintenance Treatment with Crystalline 
Vitamin B,,.. D. G. Cameron, S. R. Townsend and A. English. 
Canad. M. A. J. 70:398-400 (April) 1954. 


Twenty-eight of 32 women and 18 men with pernicious anemia 
that had responded promptly to initial treatment with concen- 
trated liver extract or vitamin B,. were given crystalline vitamin 
B.s in 30 mcg. doses by intramuscular injection at weekly inter- 
vals for maintenance treatment. The remaining 22 patients served 
as controls and were maintained on weekly doses of 30 U.S.P. 
units of concentrated liver extract. Forty-five of the 50 patients 
were followed up for three and a half years, 2 for two to three 
years, and 3 for one and a half years. Results were entirely 
satisfactory in both groups; none of the patients presented 
symptoms of anemia at the start or at the conclusion of the 
study. Sixteen patients had mild paresthesia at the start of the 
study, and paresthesia persisted unchanged in all these patients. 
The final red blood cell count was higher than 4,000,000 per 
cubic centimeter and the hemoglobin level was above 12.5 gm. 
per 100 cc. in every case. Fourteen patients had reflex changes, 
sensory disorder, or faulty coordination at the start of the 
study. These abnormal findings persisted, but there was no 
progression of the neurological disease. In none of the patients 
free of neurological symptoms at the outset did such symptoms 
develop during the study period. The optimum regimen using 
vitamin By for maintenance treatment in pernicious anemia 
remains to be determined. Doses of 30 mcg. at weekly intervals 
maintained all 28 patients in good health. This intensive treat- 
ment was effective and seems reasonable in the light of present 
knowledge and experience. 


with Special Emphasis on the Acute or In- 
complete Variety: of Five Cases. W. J. Martin and E. D. 
Bayrd. Blood 9:321-339 (April) 1954. 


Occasionally there is an increase, rather than a decrease, in 
erythrocytes in myeloid leukemia. This change may occur in an 
early stage and at a time when immature leukocytes are not 
present in the blood; it may occur simultaneously with a leukemic 
blood picture; or it may occur after the leukemic blood picture 
has been established. This concurrence of entities ordinarily 
considered distinct has been referred to as erythroleukemia. 
Synonyms are “panmyelosis,” “subleukemic erythremia,” “poly- 
cyteme myeclogene,” and “hyperplastic panmyelopathy.” Such 
cases may be links in a chain characterized by excessive hemo- 
poietic activity of the bone marrow, which may express itself 
clinically as a polycythemic state at one end or as granulocytic 
leukemia at the other end, according to whether erythropoietic 
or leukopoietic activity prevails. Five cases of erythroleukemia 
of the acute or incomplete variety observed at the Mayo Clinic 
are described. Studies were made on the blood and peripheral 
marrow for varying periods throughout the course of the disease. 
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All five patients had anemia and extreme immaturity of the 
erythrocytes in the peripheral blood and bone marrow. Leuko- 
penia was eventually present in four patients as was thrombo- 
penia. Splenectomy was performed on one patient. One patient 
lived six years after the condition developed, two died within 
13 months of the time of diagnosis, one was not followed, and 
the fifth was still living at the last report. Relatively few cases 
of erythroleukemia have been recorded in the literature and 
most of those reported have been cases of the chronic variety. 
The erythrocyte picture in the chronic variety differs from that 
in the acute variety. In the acute type, acute erythremia is associ- 
ated with leukemia and in the chronic type polycythemia is 
associated with it. Either the erythrocytic abnormality or the 
leukocytic may appear first. The authors feel that their studies 
and those reported in the literature suggest excessive activity of 
the blast cell in two directions. 


Anemia in Duodenal Tumors. L. Billict and R. Detiége. 
tijdschr. geneesk. 10:209-218 (March 1) 1954. (In Flemish.) 


Carcinomas of the duodenum are comparatively rare, in that 
only 3% of all gastrointestinal carcinomas occur in the small 
intestine and less than half of these occur in the duodenum. 
Billiet and Detiége present the histories of three patients with 
duodenal carcinoma, in whom bleeding had resulted in anemia. 
In the first of these patients, severe anemia was practically the 
only symptom. The second patient had pains suggesting ulcer 
and severe anemia. In the third patient, the anemia was not very 
evident and the pain was the chief symptom. The first two cases 
proved to be inoperable, but in the third one the surgical treat- 
ment was a success. The authors emphasize that anemia as the 
result of bleeding is a very important symptom of duodenal 
tumors and may be the only one for a considerable period. 


Polycythemia Vera—lts Course and Treatment: Relation to 
Metaplasia and Leukemia. L. R. Wasserman. Bull. 
New York Acad. Med. 30:343-375 (May) 1954. 


Polycythemia vera is characterized by an initial increase in 
the number of erythrocytes, but various clinical and pathological 
features are observed in the course of the disease. The frequent 
occurrence of granulocytic leukocytosis and the presence of im- 
mature red and white blood cells in the peripheral blood of 
patients with erythremia was pointed out by investigators soon 
after the original description of the disease. An overactivity of 
the leukopoietic as well as of the erythropoietic tissue caused 
by a primary hyperplasia of the marrow was assumed, and the 
term erythremia was suggested to distinguish this disease from 
erythrocytosis secondary to anoxemia. The concept of a total 
panmyelosis with expansion of the active red marrow to en- 
compass the total potential marrow space received increasing 
support from biopsy and postmortem examinations of the 
marrow in early erythremia; the frequent association of leuke- 
moid and leukemic blood pictures, the occurrence of immature 
red and white blood cells in the peripheral blood and the throm- 
bocytosis lend support to the hypothesis that erythremia is a 
chronic generalized bone marrow disease. As cases of poly- 
cythemia vera were followed over a prolonged period of time, 
it was noted that the erythrocytosis was merely an initial facet 
of a complex disease process. This disease frequently terminated 
in leukemia, osteosclerosis, myelofibrosis, myeloid metaplasia 
and other diverse pathological entities. The concept of the neo- 
plastic nature of erythremia thus arose and the disease now is 
becoming recognized as being similar in origin to other myelo- 
proliferative syndromes. The relatively prolonged course of the 
disease and the apparent lack of invasiveness manifested by 
the proliferating cells has been cited as evidence against the 
neoplastic nature of erythremia; however, well-differentiated 
malignant cells are functionally close to normal cells and may 
have a benign course for many years. An appreciation of the 
protean pathological findings seen in polycythemia vera of long 
duration has demonstrated an evolutionary pattern. The com- 
plications in erythremia are directly related to the hypervolemia 
and panmyelosis. The hemorrhagic diathesis found in poly- 
cythemia vera is due to a complex hemostatic defect. Elective 
surgical intervention should thus be avoided unless normal blood 
values have been achieved. Initial rapid reduction of the blood 
volume followed by the use of radioactive phosphorus has given 
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the most satisfactory results. Marrow suppressive therapy re- 
quires caution and must be individualized, particularly when 
triethylene melamine is used. Radioactive remains 
the treatment of choice. 


Corticotropin and Cortisone in Idiopathic Thrombocytopenic 
-_— H. N. Robson. M. J. Australia 1:516-518 (April 3) 
1954. 


Robson attempts to assess the value of corticotropin and 
cortisone in the treatment of thrombocytopenic purpura on the 
basis of 96 cases collected from the literature and of 7 person- 
ally observed cases. Four of the seven patients were treated 
with corticotropin only; two with corticotropin first and then 
with cortisone and one only with cortisone. Treatment with 
corticotropin was continued for from § to 12 days, usually with 
daily doses of 100 mg., which in some cases were reduced to 
75 or SO mg. after a few days or which were replaced by 
cortisone in daily doses of 100 or 200 mg. The total duration 
of hormone treatment in these seven cases did not exceed 17 
days. Full remissions were obtained in two of the seven patients 
and so far have continued for one year and seven months, 
respectively. In the other five cases good or excellent results were 
obtained; the capillary resistance increased in all cases. The total 
series of 103 cases is classified in four groups. In the first group 
of 23 all obtained full remissions and in the second group of 34, 
all obtained partial remissions. Of the third group of 27 who had 
not responded to the hormones, 23 were later subjected to 
splenectomy, which proved effective in 16. Group four com- 
prised 19 patients who had had a relapse after splenectomy. 
Fourteen of these 19 responded to hormone treatment. Thus, of 
a total of 103 patients with idiopathic thrombocytopenic pur- 
pura, 71 responded to treatment with corticotropin and/or 
cortisone. There is no evidence that the hormones had an ad- 
verse effect. In approximately two out of every three patients 
who have not been subjected to splenectomy, hormonal therapy 
may control or diminish the hemorrhagic manifestations. Even 
if the response is only partial, the risk of bleeding is diminished 
‘and natural remission can be awaited or splenectomy under- 
taken with less sense of urgency. 


Changes in the Smaller Blood 


Morphologic and Hemodynamic 

Vessels in Diabetes Mellitus: 11. The Degenerative and Hemo- 
dynamic Changes in the Bulbar of Normotensive 
Diabetic Patients. J. Ditzel and V. Sagild. New England J. Med. 
250:587-594 (April 8) 1954. 


Arrangement of the vessels, velocity of blood flow, and vas- 
cular changes in bulbar conjunctiva of 150 normotensive patients 
with diabetes mellitus were compared with those of 90 healthy 
hospital employees. The patients were divided into three male 
and three female groups comprised of 25 persons each between 
the ages of 16 and 35, 36 and 55, and 56 to 75 years, respectively. 
The six groups were comparable as far as average age, duration 
of diabetes, and insulin dose were concerned. The healthy per- 
sons were divided into three male and three female groups com- 
prised of 15 persons in the same age groups as the diabetic 
patients. Results indicated that certain vascular and intravascular 
changes in the diabetic patients are much more frequent and 
differ from those observed in the nondiabetic control persons. 
of the capillaries and the venules. The most consistent findings 
in the diabetic patients were elongation of the venous part of 
the capillaries, distention of the venules, and aggregation of the 
blood cells, with concomitant reduction of the blood flow. None 
of these findings are in themselves correlated with diabetes 
mellitus, but the combined morphological and hemodynamic 
pattern in the young diabetic patient appears to be 


Stramonium Poisoning (Poisoning Source—A Widely Distributed 
Weed). O. K. Lanich Jr. and J. L. Ambrus. Pennsylvania M. J. 
$7:345-348 (April) 1954. 


Lanich and Ambrus present the case of a 3-year-old boy who 
returned from play with flushed face and choking. Vomiting 
was induced. The child became disoriented; he did not — 
his parents. He was unable to walk, but later _ 4 a few steps 
with staggering gait and then fell to the floor. The skin, espe- 
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cially of the face and forearms, was bright red. Minute red 
points appeared on an erythematous background. The trunk 
was covered with a scattered fine rash with less background 
erythema. The pupils were in maximal mydriasis. Breathing 
was labored. The mydriasis—together with the skin rash, the 
initial nausea, and the central nervous system manifestations— 
pointed to poisoning with belladonna alkaloids, yet no evidence 
was found for such medication. Investigation of the premises 
revealed a plant with many green spinous fruits. The mother 
remembered having seen the child eating a similar fruit, which 
was identified as Datura stramonium. All parts of this plant, but 
particularly the seeds, contain high concentrations of the alka- 
loids atropine, scopolamine, and hyoscyamine. The child re- 
covered. Mydriasis disappeared completely in about a week. 
Since there are no effective specific antidotes available, carly 
removal of the poison by gastric lavage and instillation of 
magnesium sulfate is probably the most important measure. 
Because of decreased salivary and esophageal secretion, it is 
advisable to oil the stomach tube. In the initial stage, nausea 
and vomiting often occur, but in the phase of depression even 
emetics are ineffective. Pilocarpine (10 mg.) may aid in over- 
coming xerostomia. Instillation of 0.05% eserine into the con- 
junctival sac will inhibit mydriasis and visual disturbances. In 
the stage of excitement, sedatives and morphine can be used. 
These should not be given after depression starts to develop. 
In the latter stage, analeptics may be given; 95% oxygen, 5% 
carbon dioxide inhalation, and artificial respiration may be life- 
saving. In cases of deep coma, indwelling catheterization should 
be used. Datura stramonium, commonly known as Jamestown 
weed, Jimson weed, stinkweed, devil's apple, and thorn apple is 
quite prevalent in the eastern United States. Children are quite 
often attracted by the autumnal spinous fruit and taste the small 
black-brown seeds contained therein. Since only small quantities 
are usually ingested, often only mild symptoms occur. Another 
reason for the small number of reported cases may be frequent 
misdiagnosis. 


Spontaneous Regression of the Glands in Hodgkin's 
A. W. Johnston. Brit. M. J. 1:916-917 (April 17) 1954. 


The lymph nodes in a patient with Hodgkin's disease were 
observed to undergo almost complete regression without treat- 
ment. Out of 29 patients, § showed the phenomenon clearly and 
an additional 6 showed it less well. This occurrence receives very 
little mention in the literature. There is no evidence that elimi- 


in Hodgkin's disease, often associated with an alternating fever, 
is an occasional but important variant of its natural history. 


SURGERY 


Results of Animal Experiments Contributing to Measuring of 
Portal Hypertension and Their Practical Evaluation in Man. 
E. Ungeheuer. Beitr. klin. Chir. 188:129-136 (No. 2) 1954. (In 
German.) 


Experiments were made on 13 dogs for the purpose of ex- 
amining the suitability of a surgical formation of various 
anastomoses in portal hypertension. A side-to-side portacaval 
shunt was made in four, an end-to-side portacaval shunt in 
another four, and an end-to-side splenorenal shunt in five. Portal 
pressure was obtained by a method similar to that of Taylor 
and Egbert; the vertebral column between the 12th thoracic 
vertebra and the first and second lumbar vertebrae was used 
as a base, since at this level the course of the portal vein is on 
the same plane with the vertebral column. After measuring the 
portal pressure, portagrams were made to visualize the course 
of the portal vein and to examine the function of the anastomo- 
sis between the portal and caval systems. Results of experiments 
showed that the side-to-side portacaval shunt is superior to the 
end-to-side shunt in obtaining a sufficient lowering of the portal 
pressure. The end-to-side splenorenal shunt did not result in a 
sufficient drop in portal pressure in any of the dogs. The width 
of the side-to-side anastomosis must be at least 1.5 cm. in order 
to allow satisfactory function. In applying these results to human 
beings, an attempt at splenorenal anastomosis is permissible in 
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tion, is responsible. It is submitted that regression of the nodes 


with portal hypertension due to extrahepatic conditions 
in which a portacaval shunt is not feasible for anatomic rea- 
sons, but it has not much chance of success. In patients with 
cirrhosis of the liver, which is responsible for portal hyper- 
tension in 95% of the cases, a side-to-side portacaval anastomo- 
sis of 1.5 cm. in width offers a good chance of success and is, 
therefore, recommended. It not only warrants definite shunt with 
drop of pressure in the area of the portal vein, but also meets 
the physiological requirements because of the still possible per- 
fusion of the liver with portal venous blood. The width of the 
anastomosis is practically unlimited in these cases. With proper 
selection of patients, in consultation with the internist, wide 
portacaval side-to-side shunt operation may be expected to re- 
duce the still high mortality rate of bleeding esophageal varices 
and to prolong the life of a patient with liver cirrhosis. 


Ten-Year Follow-Up Study of 26 Cases of Patent Ductus 
Arteriosus, Treated Surgically. B. Shallard. J. Internat. Coll. 
Surgeons 21:468-471 (April) 1954. 


Of 26 patients with patent ductus arteriosus on whom simple 
ligation of the ductus was performed, 2 died in the course of 
the operation and 2 immediately after the operation. Two of 
the 22 survivors manifested a return of the murmur within one 
and six months, respectively, after the operation. Three patients 
could not be traced, and 17 patients, 11 females and 6 males 
between the ages of 2 and 33 years at the time of the operation, 
were studied approximately 10 years after the operation. With 
two exceptions, one a child with multiple congenital defects 
and the other a hypertensive adult, all are robust, fully de- 
veloped according to their bodily habit and leading full lives. 
Soft systolic murmurs are audible in two patients. Pulse pres- 
sures average 45 mm. Hg compared with an average of 73 mm. 
before operation. Roentgenograms reveal essentially normal 
cardiac shadows, except for persistence of dilatation of the 
pulmonary artery in those patients in whom this abnormality 
was present originally. 


Value of Cardiac Catheterization and Angiocardiography in 
Diagnosis of Intra- and Extracardiac Tumors. ©. Bayer, F. 
Loogen, H. Vieten and others. Deutsche med. Wehnschr. 
79:619-623 (April 16) 1954. (In German.) 


Cardiac catheterization and angiocardiography were employed 
in three adult patients between the ages of 31 and 48 and in 
two 9-year-old children with cardiac tumors, the diagnosis of 
which could not be made with the aid of the usual clinical and 
roentgenologic methods. A tumor in the right auricle in one of 
the children and a tumor in the right ventricle in one adult 
were diagnosed by these methods. In the other three patients, 
an aneurysm of the cardiac wall in the area of the left ventricle, 
an inflammatory pericardiac diverticulum, and a mediastinal 
dermoid cyst occurring simultaneously with severe mitral steno- 
sis were diagnosed. The diagnostic possibilities for recognition 
of intracardiac and extracardiac tumors has been decisively 
widened by cardiac catheterization and angiocardiography. 
While the latter method reveals primarily 
changes, cardiac catheterization combined with recordings of 
blood pressure provides insight into the functional relationship 
between heart and circulation. In the authors’ cases, cardiac 
catheterization and ardiography yielded information re- 
garding the extent and the localization of intracardiac and extra- 
cardiac space-occupying lesions, their relationship to adjacent 
organs and the disturbances of hemodynamics of the heart and 
the circulation. These methods also make possible selection of 
patients for surgical intervention and provide the surgeon with 
valuable indications for operative procedures. 


Chesky, W. C. Dreese and C. A. Hellwig. Surg, Gynec. & 
Obst. (May) 1954. 


Chesky and associates review observations on 46 patients with 
invasive adenoma of the thyroid that were treated at the Hertzler 
Clinic in Halstead, Kan., during the last 10 years. These cases 
accounted for 27.7% of all malignant goiters. Forty-three oc- 
curred in women and three in men. Enlargement of the neck 
had been evident for from two weeks to 52 years. Two cases 
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had been diagnosed clinically as exophthalmic goiter and one 
as toxic nodular goiter. Bilateral subtotal thyroidectomy was 
performed on 17 patients, lobectomy in 29 patients. Only three 
patients received postoperative x-ray treatment. A solitary node 
was found in 31 patients, two nodes were present in 9, and 
multiple nodules involving the whole lobe were found in 6. 
Twelve adenomas were uniform in structure, most of them 
showing a microfollicular architecture. Twelve times a com- 
bination of trabeculae and smallest follicles was noted. Micro- 
scopic study did not reveal cytological criteria of malignancy, 
and the tumors differed from benign adenomas only by their 
invasive tendency. Microscopic invasion of blood vessels alone 
was never observed, invasion of the capsule alone was seen in 
32 adenomas, and both phenomena were present in 14 cases. 
The adjacent thyroid tissue proper was invaded by tumor cells 
in 12 cases, and surrounding neck structures in one case. None 
of the patients showed distant metastases at the time of operation. 
Thirty-eight of 42 patients, who could be traced, are alive and 
free of disease at present. One of the two patients who have died 
survived four years after operation and died from cirrhosis of 
the liver; the other one died of thyroid disease two years after 
removal of an adenoma, which showed gross invasion of the 
capsule but no angioinvasion. Four patients have survived for 
10 years or more, 21 for S years or more, and 39 for 2 years 
or more. The authors emphasize that grossly and microscopically 
these tumors are identical with benign adenomas except for 
microscopic invasion of blood vessels or of the capsule. The 
prognosis is excellent in that these tumors usually are curable 
by simple lobectomy. Radical neck dissection, x-ray, or isotope 
treatment is not indicated in this type of thyroid tumor. 


The Question of Cardiospasm and Achalasia. A. Haas. Am. J. 
Surg. 87:567-577 (April) 1954. 


Haas discusses cardiospasm and achalasia on the basis of 
two case histories and a review of the literature. Since the re- 
laxing action of a normal neuromuscular control of the cardiac 
end of the stomach is missing, achalasia is the most generally 
accepted term, but the theory of active hypertonic cardiospasm 
is still held by many, and Wangensteen proposed the name of 
dystonia of the esophagus. The first of the two patients described 
by the author had a duodenal ulcer, which was considered re- 
sponsible for the cardiospasm. The ulcer was subsequently re- 
moved with about three-quarters of the much dilated and 

. The gastric resection presented no great diffi- 
culties, but unfortunately the paper-thin portion of the cardiac 
esophagus prevented a procedure of the Heller type, and the 
technique of Wendel and Sweet had to be used. It was learned 
by postoperative x-ray studies that the esophagus now emptied 
itself without hindrance into the small remaining part of the 
stomach and from thence into the jejunum. There was no evi- 
dence of regurgitation or of excess acid production, yet, in 
spite of an apparently good mechanical and anatomical function, 
the patient did not improve satisfactorily and was still weak, 
listless, underweight, and without appetite. In the second patient 
the diagnosis was not made until severe pain and vomiting had 
developed. X-rays taken then revealed a huge megaesophagus, 
and delayed emptying of the filled esophagus, which some- 
times remained full of ingested food for several days. This 
anatomic dilatation had apparently developed within a com- 
paratively short time, as shown by the of the x-rays 
taken in 1950 and again in July, 1951. Although the circum- 
ference of the has not changed greatly since the 
operation, the organ is now capable of emptying itself in a 
continuous, steady stream without hindrance. The first of the 


proper 
narrow thickening at the cardia itself. It appears related to the 
described by Ingelfinger and Kramer in six patients 
at the Massachusetts General Hospital. er oc © Gea 
from a contractile ring. The second of Haas’s patients had a 
thickened, hypertrophied, and partly fibrotic esophagus. The 
terminology, symptomatology, and diagnosis of this abnormal 
muscular control of the esophagus and cardia are discussed on 
the basis of literature reports, and various surgical procedures 
are mentioned and explained by diagrams. Literature reports 
indicate that about 80% of cases of achalasia can be cured by 
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forceful mechanical dilatation. The who need surgery 
may be treated by the Heller, Groendahl, or Wangensteen pro- 
cedures, transthoracic or abdominal, according to their needs. 
The Heller procedure offers the advantage of keeping esophagus 
and cardia in situ. In other words, it does not interfere with the 
cardial mechanism that prevents regurgitation. It applies Ramm- 
stedt’s principle to the muscle of the cardia. This procedure 
may be suitable for the majority of cases, but meets difficulties 
in the cases that apparently are caused by atrophy of the esopha- 
geal wall above a well or overfunctioning cardia. Each lesion 
has to be treated according to its own merits and difficulties; 
generalization is impossible. 


of the stomach a hazardous experiment are, in their sequence 
of importance, (1) the ever present possibility that the lesion 
is or will become malignant; (2) the possibility of perforation; 
(3) the possibility of hemorrhage; and (4) intractability of the 
ulcer resulting in varying degrees of invalidism. No ulcer of 
the stomach, however innocuous it may appear to be by all 
methods of investigation now at our command, can be con- 
sidered benign until proved so by microscopic study. Even study 
of serial sections may be necessary to rule out malignancy. 
From 10 to 20% of all clinically benign ulcers are ultimately 
proved to be malignant. Attempts to cure or long alleviate the 
suffering of gastric cancer have proved disappointing. Improve- 
ment will come about only when the diagnosis of cancer is 
made microscopically and not preoperatively by the clinician. 
The results of medical treatment of gastric ulcers have been 
disappointing and offer no assurance against the development 
of many serious complications. Gastric resection is both a safe 
and a satisfactory procedure for gastric ulcers. An individual 
harboring a small gastric ulcerating lesion is 100 to 150 times 
more likely to have a gastric carcinoma than is the population 
as a whole. These facts indicate that all ulcers of the stomach 
are a surgical problem from the moment such a diagnosis is 
made. 


Postoperative Pseudomembranous Enterocolitis. J. D. Pettet, 
A. H. Baggenstoss, W. H. Dearing and E. S. Judd Jr. Surg., 
Gynec. & Obst. 98:546-552 (May) 1954. 

Pseudomembranous enterocolitis is relatively rare. Increas- 
ing attention to this surgical complication in recent years raised 
the question of a possible relationship to recently adopted 
methods of therapy. Clinical, laboratory, and necropsy records 
of the Mayo Clinic from 1925 through 1952 were reviewed, and 
107 cases in which the diagnosis had been confirmed at necropsy 
and in which pseudomembranous enterocolitis occurred after re- 
cent surgical procedures were found, but only 94 were consid- 
ered suitable for this analysis. There has been no statistically 
significant increase in the incidence of postoperative cases of 
generalized pseudomembranous enterocolitis at the Mayo Clinic 
during recent years, but the fact that in 28 years 94 patients 
died during the postoperative period with this intestinal lesion 
at one clinic shows that clinicians should be aware of the possi- 
bility of its occurrence. Two causative factors have been sug- 
gested; the first is that of Penner and Bernheim, who believed 
that shock was the one common condition present in all their 
cases, and the second is that of Reiner and associates who sug- 
gested that chlortetracycline (Aureomycin) and chloramphenicol 
are responsible. Observations at the Mayo Clinic do not bear 
out either of these theories. Although most if not all of the 
patients were in clinical shock at some time prior to death, 
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shock was by no means always the earliest sign, and it usually 
followed other signs of gastrointestinal cofnplications. At 
necropsy, extensive denudation of the intestinal mucosa was 
found, with tremendous exudation of fluid into the lumen of 
the bowel. It would not be surprising to find profound circu- 
latory collapse in patients with such a lesion and it seems 
impossible to determine which occurred first. No single drug or 
drug combination was used with sufficient frequency to indicate 
a direct causal relationship. That there may have been an upset 
in the normal balance of intestinal flora in some of the more re- 
cent cases is suggested by the fact that in five cases culture of 
the feces made at necropsy revealed large numbers of Micro- 
coccus pyogenes and a marked decrease or absence of the usual 
intestinal flora. That an infectious agent may be important in 
the production of this lesion is suggested by the fact that in 71 
of 94 cases some type of septic process was found at necropsy. 
The importance of carcinoma of the colon with obstruction is 
suggested by the fact that in 41 of 94 cases surgical procedures 
were performed because of carcinoma of the colon. Twenty-six 
of these patients had had some degree of preoperative obstruc- 
tion. In all of these cases, the pseudomembranous lesions were 
found proximal to the site of the operative procedure. This and 
the fact that in most of the cases there was marked dilatation 
of the intestine with general peritonitis suggest that intestinal 
obstruction, either organic or adynamic, may be a causal factor 
in this lesion. The normal balance of intestinal flora may be 
upset in some cases by intestinal obstruction, in other cases by 
therapy, and in some cases by factors not yet understood. 


Surgical of Renal E. F. Word and C. J. 
Coady. J. Internat. Coll. Surgeons 21:447-457 (April) 1954. 


Five men and one woman with renal hypertension were sub- 
jected to unilateral nephrectomy. One man died of a cerebral 
hemorrhage four months after the intervention, and necropsy 
revealed advanced arteriolar nephrosclerosis with a patchy type 
of subintimal necrosis usually associated with malignant hyper- 
tension. The other five patients survived and were followed up 
for three to nine years. They maintained normal blood pressure 
and normal urine. 6 ef Ga 
on the subject of renal hypertension and their own clinical ex- 
perience, the authors express the opinion that there is a small 
percentage of patients with elevation of blood pressure who, 
through careful selection, can be benefited by renal surgical 
treatment. Although the duration of the known rise of blood 
pressure varied, it appears that in many of these patients a rise 
in blood pressure may occur over a period of at least two or 
three years without obviating good surgical results. The patients 
who obtained good results surgically were those whose kidneys 
microscopically showed either a diffuse or a patchy type of 
chronic pyelonephritis, with little or no arteriolar change. If 
arteriolar nephrosclerosis accompanies the pyelonephritis, the 
prognosis must remain guarded, as the disease process has prob- 
ably reached the irreversible stage. It is still impossible to select 
cases with complete accuracy, but now that ballistocardiography 
is becoming more and more important in clinical use there is 
a possibility that it will become another adjunct in the arma- 
mentarium. It is of extreme importance to exhaust all means 
of clinical investigation, namely history, physical examination, 
blood chemistry determination, determination of the filtration 
fraction, intravenous and retrograde pyclographic studies, ex- 
aminations of the urine secreted from each kidney, as well as 
determination of the percentages of excretory dyes eliminated 
from each kidney, aortograms, f . and, if 
possible, chemical assays of the renal pressor substance level, 
before subjecting these patients to operation. 


Treatment of Renal Tuberculosis. J. K. Lattimer. J. Internat. 
Coll. Surgeons 21:489-494 (April) 1954. 


Tuberculosis of the kidneys is still a serious complication of 
pulmonary tuberculosis, in view of the unpredictable and often 
destructive course of the disease if untreated. In order to com- 
pare the effectiveness of different therapeutic regimens, a roent- 
genologic classification of renal lesions was devised. Small 

showed no roentgenographic changes, yet the ureteral 


In Support of Surgical Removal of Small Ulcerating Lesions 
of the Stomach Without Benefit of Medical Treatment. J. E. 
Strode. Surg., Gynec. & Obst. 98:607-618 (May) 1954. 
Strode’s observations were made in Hawaii where 40% of 

the population is Japanese. His study of 840 surgical records, 
which included operations for duodenal ulcer, gastric ulcer, and 
gastric carcinoma, revealed that carcinoma of the stomach occurs 
in Japanese approximately two to two and a half times as fre- 
quently as it occurs in caucasians and most other races. For 
this reason, the dangers and disasters of treating ulcers of the 
stomach medically were frequently brought to his attention. The 
factors that make medical treatment of all ulcerating lesions 
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urine contained tubercle bacilli on culture. Medium-sized lesions 
showed roentgénologic changes in one calyx. Large lesions 
showed involvement of two or more calyces. Unilateral destruc- 
tive tuberculosis of one kidney, with the other kidney unaffected 
by destructive disease, appeared to be best treated by nephrec- 
tomy. The excision of large lesions was the only method of 
arresting them. Such operations were supplemented by chemo- 
therapeutic measures that were continued postoperatively until 
pyuria disappeared. Partial nephrectomy was employed in a 
limited group of patients in whom the lesion was restricted to 
one portion of the kidney and was in such a position that it 
could be excised. A chemotherapeutic regimen was established 
four months before the surgical intervention and was continued 
for eight months after the operation. For inoperable lesions, a 
chemotherapeutic regimen employing combined administration 
of | gm. of streptomycin and 12 gm. of p-aminosalicylic acid 
daily for one year proved to be effective in checking the progres- 
sion of many lesions. Isoniazid, in doses of 300 mg. given daily, 
was added to this regimen and is now being tested. Data from 
a study of 544 patients with genitourinary tuberculosis appeared 
to indicate that modern chemotherapy has at least modified the 
formerly fatal course of renal tuberculosis. 


The Restoration of Main Vessel Patency in Arteriosclerosis 
J. C. Luke. Canad. M. A. J. 70:391-398 (April) 
1954, 


Thromboendarterectomy and vein grafting were employed in 
an attempt at restoration of normal blood flow in cight men and 
one woman between the ages of 36 and 65 with segmental 
arterial occlusion resulting from arteriosclerosis obliterans. The 
symptoms were almost entirely those of intermittent claudica- 
tion, the level and severity of the claudication depending on the 
level and extent of the occlusion. Thromb con- 
sisting of isolating the occluded segment between clamps, Jongi- 
tudinal incision of the vessel over the blocked area, and removal 
of the organized thrombus and diseased intima was performed 
on the lower aorta and/or common iliac arteries in seven pa- 
tients, and the technique of vein grafting of a segmental occlu- 
sion with a saphenous vein segment inserted into the super- 
ficial femoral artery was used in the remaining two patients. 
Three patients obtained a complete restoration of circulation, 
and two had complete restoration in one leg but only partial 
in the other. Only partial restoration of circulation occurred in 
one of the legs of two patients. In one patient who was operated 
on to avert gangrene of the foot, return of pulses was not ex- 
pected, but the foot improved in color and temperature with 
relief of the ischemic signs and symptoms. Results of thrombo- 
endarterectomy were disappointing in the last patient with loss 
of motor power of both legs and early gangrenous changes of 
the toes of the right foot. This patient had only a partial occlu- 
sion of the lower aorta and consequently the collateral circula- 
tion was not increased to the degree that occurs in complete 
occlusion. His legs were, therefore, almost totally ischemic as 
a result of the intimal obstruction. The selection of patients for 
these operations should be most carefully done; femoral arteri- 
ography or aortography is essential to this selection. Satisfactory 
results will be obtained in those patients in whom the indications 
for surgery are rigidly followed, namely where the angi 
reveals a segmental obstruction of one of the major vessels with 
patent arteries distal to the area of occlusion. The angiogram 
must be a complete one from the lower aorta to the bifurcation 
of the popliteal because multiple areas of partial or complete 
segmental occlusion may be uncovered. The best results will 
be achieved in the younger patients under S55 years of age 
in whom the disease process tends to be major in only one 
area of the arterial tree. In older patients, diffuse arterial in- 
volvement contraindicates this type of surgery. Autogenous vein 
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NEUROLOGY & PSYCHIATRY 


Foss. Tidsskr. norske laegefor. 74:236-239 (April 1) 1954. (In 
Norwegian.) 


In nine patients, all having schizophrenia with unfavorable 
prognosis, spontaneous epileptic attacks occurred after pro- 
longed shock treatment. The patients had all received 73 or more 
electroshock and/or Pentrozol treatments; seven had had more 
than 100 shocks. The epilepsy is ascribed to pathological-ana- 
tomic changes brought about in the brain by the long-continued 
treatment. In the patient who died in status epilepticus after 
undergoing only Pentrozol shock, glia proliferation and moderate 
degeneration in nerve cells were found. No history of epilepsy in 
the family could be discovered in any case. While the patients 
were more easily cared for after the intermittent shock treat- 
ments, restriction in the use of treatments involving a large 
number of shocks is advised. 


Contribution to Treatment of Multiple Sclerosis. W. Teusch. 
Wien. med. Wehnschr. 104:289-290 (April 3) 1954. ‘(in Ger- 
man.) 


After adequate removal of foci in the tonsils, teeth, maxil- 
lary sinus, ethmoid cells, and rarely the frontal sinus or the 
sphenoidal sinus and after a thorough bacteriological examina- 
tion carried out in 41 hospitalized patients with multiple sclero- 
sis, the patients were placed on a balanced diet with additional 
large amounts of wheat germ given in yogurt. For the first four 
weeks, one daily injection of 50 mg. of cocarboxylase was given 
subcutaneously or intramuscularly, or 25 mg. of cocarboxylase 
was given twice a day. Cocarboxylase is phosphorylated thiamine 
and, therefore, corresponds to vitamin B,. A disturbance of phos- 
phorylation may exist in multiple sclerosis. Because of the pro- 
nounced increase of hydrocyanic acid in the serum of patients 
with multiple sclerosis, which was demonstrated by American 
workers, the author's patients were given daily injections of 5 
to 10 cc. of sodium thiosulfate or magnesium thiosulfate for the 
first four weeks and later three and finally two times a week for at 
least one year. The concept for this part of the treatment was that 
the thiosulfate may form with the hydrocyanic acid a thio- 
cyanogen compound and that its presence in the patient's serum 
may result in buffering and excretion in the urine. To prevent 
dysfunction of the Escherichia coli flora, an enema of 50 cc. 
of a polyvalent suspension of coli bacilli was given twice a 
week. The most important part of the treatment, to which the 
author attributes the main effectiveness of his method, consisted 
of the intracutaneous administration of the cutaneous vaccine- 
Paul-Novum by scarifying the skin of the upper arm of the pa- 
tient. The basic constituent of this vaccine is an autolysate of 
Bacillus subtilis. The vaccine was given 10 to 12 times at weekly 
intervals. Except for insignificant pruritus in the first few days 
after the application of the vaccine it was well tolerated. The 
patients experienced a pleasant sensation of warmth in the ex- 
tremities and frequently in the scalp. Although the longest 
follow-up of some of the author's patients was only two years, 
the author reports his method because of the convincing allevi- 
ating effects observed. After discharge from the hospital, the 
patients were given ambulatory treatment by their family phy- 
sician. For the first year, this treatment consisted of two weekly 
injections of sodium thiosulfate, two weekly injections of 
cocarboxylase, two applications of cutaneous vaccine-Paul- 
Novum every month, and one coli enema every three months. 
For the second year one sodium thiosulfate and one cocarboxy!l- 
ase injection were given every week, one cutaneous vaccina- 
tion every month, and one coli enema every six months. 


Trigeminal Neuralgia: Pathology and G. F. Row- 
botham. Lancet 1:796-798 (April 17) 1954. 

In trigeminal neuralgia (facial tic, or tic douloureux), the 
pain is spasmodic, and occurs in lightning flashes that usually 
are momentary but occasionally last a few minutes. In severe 
cases, the pain may recur many times a day. It is initiated by 
any slight movement of the face, as in chewing or speaking; 
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gralting is super Or smalier arteries genous 
grafts are indicated in the major vessels such as the aorta and 
common iliac arteries. Anticoagulants should be used postopera- 
tively when the procedure has been done on smaller vessels such 
as the superficial femoral artery because the small caliber of 
such an artery makes for more thrombotic possibilities. 
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and a light touch may bring on an attack during which 
patient remains completely still, often holding a hand 

face, as if for protection. This unwillingness to touch the pain- 
ful area is of diagnostic significance, since in other 

facial pain the patient usually rubs his face to get reli 
pain commonly originates from a trigger point. No definite 
pathological change in the trigeminal pathways or the contigu- 
ous tissues is found to account for the pain. Organic lesions, 
such as neuromas and aneurysms, can cause pain indistinguish- 
able from that of trigeminal neuralgia, but in most cases no 


formed in 176 of 250 cases observed by the author, who be- 
lieves that it is wrong to render the whole face numb when 
only one area is painful. Only 34 of his 250 patients had pain 
in all divisions, and 172 had no pain in division 1. Spread of 
ny 1 is by no means inevitable. The author com- 
he advantage of ganglion injection over complete 
and on the advantages of fractional root resec- 
itable cases. The intradural though now 
most hands, carries a greater risk to life than the extra- 
omen Intracranial extradural neurectomy of the sec- 
ond division is a valuable procedure in suitable cases, since the 
territory of only the maxillary division of the face need be 
denervated when the pain is confined to this area. Occasionally, 
when doing a fractional root section, the author also does 
neurectomy of the second division when it is essential that no 
fibers of this division be spared, but no fibers of the first division 
sacrificed. With neurectomy of the second division alone, there 
is no danger of paralytic interstitial keratitis or of facial pa- 
ralysis. Extracranial alcohol blocks of the second and third di- 
visions are safe and produce local denervation only, but the 
relief is only temporary. Avulsion of the supraorbital or infra- 
orbital nerve is worth trying in old persons when the trigger 
point seems to be in one of these areas. The relief gained, how- 
ever, is merely temporary. Procaine injection into the gasserian 
ganglion will often bring to an end a bout of trigeminal neu- 
ralgia. Fractional root section by the middle fossa extradural 
approach is the treatment of choice in cases in which the oph- 
thalmic division is not involved. 


pain to div 
ments on 
rot resection 
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Results of Infiltration of Frontal Brain in Extremely Painful 
Conditions. F. Mandl. Chirurg 25:152-157 (April) 1954. (In 
German.) 


Mandl feels that a physician does not have the right to induce 
a mental defect in order to free a patient from intractable pain, 
as is the case with prefrontal lobotomy. He resorted to frontal 
brain infiltration with procaine hydrochloride, describing his 
first short-term observations in June, 1950. Since then Bucaille, 
in France, and Popper, in Austria, also reported on frontal brain 
infiltration for intractable pain. Mandl describes three tech- 
niques. The first was devised by himself, the second is an 
adaptation of Scarff's lobotomy technique and is practically iden- 
tical with that used by Bucaille for infiltration. The third was 
developed by Popper. On the basis of his experiences with all 
three, Mandl feels that Popper's method produces the best re- 
sults. Popper infiltrates the medullary layer of the frontal brain 
on both sides after penetrating the falx cerebri. He drills only 
one hole. The site of trepanation is determined by a point located 
3 cm. behind the lateral rim of the orbit, from where a line 9 
cm. in length is drawn perpendicularly upward. The needle is 
12 cm. in length, and it is advanced into the brain in a frontal 
direction. Penetration of the falx cerebri can be felt, and then 
it can be determined how much further the needle must pene- 
trate in order to reach the contralateral side of the brain. A 
1% procaine hydrochloride solution is used, and 15 to 20 cc. 
is injected on each side. Mandl stresses that the most important 
difference between frontal brain infiltration and lobotomy is that 
depersonalization resulted in only one of the 52 patients in whom 
he performed procaine infiltration. Some patients became 
euphoric, and the cachexia of some patients with malignant 
tumors was temporarily improved by an increase in appetite 
38 patients with carcinoma, the of morphine 
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could be discontinued and in 2 others the morphine dose could 
be reduced. Improvement in pain was obtained in some of the 
10 patients with nonmalignant lesions, but on the whole the 
results in these cases were not very encouraging. Results ob- 
tained by Popper in patients with intractable pain from non- 
malignant lesions suggested that a change in technique might 
insure better results. Improvement in intractable pain in non- 
malignant conditions would be more important because life ex- 
pectancy in such patients is much longer than in patients with 
cancer. Necropsy studies revealed that hemorrhages and foci 
of malacia resulted at the sites of procaine infiltration, but the 
extent of the destruction was not related to the clinical effect. 
The author is unable to explain the mode of action of frontal 
brain infiltration. He is convinced, however, that it is valuable 
and that further improvement of Popper's technique, such as 
the infiltration of several vertical layers, will be possible and 
will probably be more effective. 


GYNECOLOGY & OBSTETRICS 


Endocrine Management of Chronic Cystic Mastitis of the Breast. 
J. Mark. J. Michigan M. Soc. $3:419-421 (April) 1954. 


~ Experiments have demonstrated that the liver inactivates estro- 

gens and androgens; that the vitamin B deficient liver will not 
inactivate the physiological effects of estrogens but will con- 
tinue to inactivate the androgens. Therefore, the estrogen-andro- 
gen equilibrium in the body is altered by nutritional deficiency 
that impairs the liver's ability to destroy estrogens. The im- 
pairment of estrogen inactivation by the liver results in reten- 
tion of estrogen with alterations in the estrogen-androgen equi- 
librium. The clinical evidences of excess estrogen in the female 
are menomet ia, premenstrual tension, cyclic painful 
breast enlargement, and chronic cystic mastitis. The manifes- 
tations in the male are testicular softening and atrophy, dimin- 
ished libido and impotence, and gynecomastia. Mark presents 
observations on 12 women with chronic cystic mastitis who were 
treated with large doses of vitamin B complex and liver. The 
doses prescribed were one tablet of vitamin B complex three 
times daily and one tablet of liver concentrate or 12 brewer's 
yeast tablets divided throughout the day. In addition, the pa- 
tients were placed on a diet high in vitamin B and liver. Treat- 
ment was intensive for two to three months, but pain recurred 
in many cases after therapy was discontinued. Relief occurred 
promptly with resumption of therapy. Breast malignancies de- 
veloped in some of these patients while they were being observed. 
Biopsy should be done in cases of suspicious solitary nodules, 
and subsequently an occasional suspicious area in the breast 
may warrant biopsy. The author feels that the results obtained 
with this treatment warrant its inclusion in the therapy of 
chronic cystic mastitis and related conditions since evidence 
makes it seem probable that continued accumulation of excess 
estrogens in the human body over a long period may be a causa- 
tive factor in the production of neoplastic changes in the breast, 
cervix, and uterus. Certainly, because of the use and abuse of 
estrogenic substances in patients with endocrine abnormalities, 
one should take cognizance of the possible failure of inactivation 
of these hormones in vitamin B deficiency or liver disease. 


Factors of Importance in Pathogenesis of Mammary Carcin- 
oma in Women. M. Straub and E. J. C. Lubbers. Neder. 
tijdschr. geneesk. 98:756-764 (March 20) 1954. (In Dutch.) 


The mammary glands of 949 women operated on for car- 
cinoma and of 239 women who died from causes other than 
mammary carcinoma were subjected to microscopic examina- 
tion. Diffuse cystic fibroadenomatosis was found in 25.5% of 
the cancer patients and in 9.9% of the control patients. This 
seemed to indicate that mammary carcinoma is two and a half 
times as frequent in women with diffuse cystic fibroadenomato- 
sis as in others. Calculations suggested that diffuse cystic fibro- 
adenomatosis leads to mammary carcinoma in only 4% of 
cases, and follow-up studies revealed similar figures. Mammary 
carcinoma and diffuse cystic fibroadenomatosis were more fre- 


such lesion is present. Histological studies suggest that the lesion 
is a “perifilamentous adhesive neuritis.” Operations were per- 


from those of the diffuse forms. The local form was equally fre- 
quent in women with and without carcinoma, and it was more 
frequently observed in women with children. The incidence of 
the local form increased above the age of 50. The highest fre- 
quency of diffuse forms, however, was observed between the 
ages of 40 and 50. The conclusion is reached that local fibro- 
adenomatous changes do not constitute a factor predisposing to 
carcinoma. Classifying women according to their number of 
children revealed no difference between those with or without 
carcinoma of the breast. The authors conclude that the risk of 
mammary carcinoma is permanently reduced by the birth of the 
first child and that hormonal factors are not of decisive im- 
portance in the pathogenesis of breast cancer. 


Fibroma of the Ovary with Ascites and Hydrothorax—Meigs’ 
Syndrome. J. V. Meigs. Am. J. Obst. & Gynec. 67:962-987 
(May) 1954. 


From reports in the English language with a few in French, 
Italian, and German, 84 patients with Meigs’ syndrome were 
found. The typical Meigs’ syndrome is a fibroma-like tumor 
of the ovary, with fluid in the chest and abdomen. Removal 
of the tumor must cure the patient. These symptoms are very 
characteristic, but laboratory studies are of very little value in 
making the diagnosis. The diagnosis was suggested preopera- 
tively in 31 of the 84 patients. Five of the 84 patients died, 
giving a mortality of 5.9%, but 4 of them died before operation. 
Two patients died because surgery was not performed, one died 
of eclampsia, one died suddenly before operation, and one died 
of a metastatic cancer not related to the fibroma. The remain- 
ing patients all did well. There were no reported recurrences; 
the follow-up was 27 years in one patient, who remained in 
perfect health. These persons with a disease that is fatal if un- 
treated and who are extremely ill at the time of operation are 
a very satisfactory group of surgical patients. 


and Milk Ejection. K. Ni R. W. Bonsnes, 
R. G. Douglas and others. Am. J. Obst. & Gynec. 67:1028- 
1034 (May) 1954. 


Both oxytocin isolated from the posterior pituitary gland and 
a synthetic oxytocin demonstrated definite milk ejection activity 
in 65 lactating women. The amount of milk does not seem to 
be affected by oxytocin, but a so-called “draught” or “ejection” 
reflex is initiated. Milk ejection occurred consistently in these 
women when approximately 0.5 unit of oxytocin was adminis- 
tered intravenously or when 2 units of oxytocin was adminis- 
tered intramuscularly. The only side-effect was a complaint by 
one patient that she experienced a contraction of the uterus. 
These data, combined with those presented by Newton and 
Newton in 1951, strongly suggest that the milk-ejecting prop- 
erty of oxytocin calls for more clinical trials of this as a thera- 
peutic agent than it has had to date. 


Experience with Hydrazinophthalazine in Hypertensive States 
of . R. L. Sherman and H. L. Riva. Am. J. Obst. 
& Gynec. 67:1074-1081 (May) 1954. 


Results of a clinical trial of hydralazine in 34 pregnant 
toxemic and hypertensive patients are presented. Vasodepressor 
response was achieved in all but one of the 29 patients who 
were given the drug intravenously. Oral and subcutaneous ad- 
ministration did not result in uniform or satisfactory blood 
pressure response. This may have been related to the dosage. 
The theoretical basis for the advantages of this drug appears 
to be the increased renal blood flow with reduction in blood 
pressure and no decrease in cardiac output. No decrease in 
urinary output or increase in albuminuria was noted. No claim 
concerning the reversal of the basic toxemic disease process is 
presented for this drug. Hydralazine is recommended for further 
trial in the control of the hypertensive aspects of preeclampsia 
and hypertension in the pregnant patient. 


Fluid Regulation in Nephritis and Nephrosis of 
E. C. Burke. Minnesota Med. 37:269-274 (April) 1954. 


The author considers the treatment of children with acute 
nephritis, chronic nephritis, and the nephrotic syndrome. 
Using the concepts of fluid and electrolyte metabolism con- 
tributed by Gamble, he establishes a rational course of admin- 
istration of salt and water. Only in anuric or oliguric states asso- 
ciated with renal disease should intravenous administration of 
fluids and salt be rigidly restricted. Fluids, when ingested orally, 
seldom produce aggravation of oliguric or anuric states. In 
chronic nephritis, if edema is absent, the intake of salt and water 
need not be restricted. Slight hope is offered for increased re- 
covery rates among patients with the nephrotic syndrome 
through judicious use of corticotropin and cortisone. Addi- 
tional help toward improvement of recovery rates can be ex- 
pected from antibiotics. Complete exclusion of salt from the 
diet alone can produce edema and oliguria. Treatment of the low 
salt syndrome requires administration of hypertonic salt solu- 


Constitutional Signs of Asthma in Children. G. J. Huét. 
Maandschr. kindergeneesk. 22:73-84 (March) 1954. (In Dutch.) 


Clinical observations on 187 asthmatic children, who were 
studied and treated in an Asthma Center, revealed that 82 re- 
mained free from attacks after a change in environment. These 
children had a mild form of asthma. The remaining 105 chil- 
dren with a severe type of asthma continued to have attacks 
after admission to the center. A correlation could be demon- 
strated between the frequency of attacks, the clinical symptoms, 
and the outcome of the tests of pulmonary function. This can 
probably be explained by the fact that all three are influenced 
by the narrowing of the bronchioles, which in turn results from 
infiltration of the mucous membrane with cosinophilic leuko- 
cytes. With regard to the pulmonary function, observations on 
these children indicate that the asthmatic condition improves 
spontaneously with advancing age; the residual air becomes rela- 
tively less and the vital capacity relatively greater. This holds 
true particularly of the milder forms of asthma. On comparing 
the children with mild and severe asthma with regard to con- 
stitutional factors, it was found that a family history of asthma, 
eczema, and other cutaneous lesions is more frequent in the 

severe than in the mild form of asthma. Furthermore, the severe 
type anal asthma usually starts at an earlier age. This seems to 
indicate that constitutional factors are more important in the 
severe than in the mild form of asthma. 


Periporitis Staphylogenes and Other Complications of \iliaria 
in Infants and Children. |. 1. Lubowe and H. H. Periman. 
A. M. A. Arch. Dermat. & Syph. 69:543-553 (May) 1954. 


High temperatures and humidity in the summer of 1952 led 
to a great increase in the number of cases of miliaria and its 
complications. While prickly heat, or “heat rash,” is generally 
recognized as a trivial dermatosis, it is occasionally accompanied 
or followed by dangerous sequelae and complications. The 
two common complications of miliaria are pustular miliaria, 
better known as periporitis staphylogenes, and the bullous 
variety of impetigo contagiosa, both caused by the Micrococcus 
(Staphylococcus) aureus. Periporitis staphylogenes represents an 
infection of the deep cutis in all probability due to portal sweat 
closure and subsequent infection with the Micrococcus. Bullous 
impetigo contagiosa, also due to micrococcic infection, is a 
superficial infection with the vesicle histopathologically located 
either in the stratum corneum or in the most superficial layer 
of the epidermis. Periporitis staphylogenes has been recognized 
by dermatologists and has been mentioned in the literature 
under a number of different names. The term “furunculosis” 
is objectionable and confusing. Periporitis staphylogenes is an 
infection of the sweat gland and ducts and not of the sebaceous 
apparatus. The preferred treatment for periporitis staphylogenes 
is antibiotic therapy, namely, aqueous procaine penicillin by 
daily intramuscular injections. The use of soothing compresses 
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Local fibroadenomatous changes showed a different behavior 

a and shake lotions that relieve the acute inflammatory stage may 
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be adequate. If a pyogenic phase exists, then the penicillin 
therapy may be supplemented by nonsensitizing antibiotic oint- 
ments containing bacitracin, neomycin, or erythromycin. The 
prevention of miliaria, periporitis staphylogenes, and impetigo 
contagiosa depends on eliminating those factors that cause pro- 
fuse sweating, by reducing the room temperature, and by using 
less oppressive clothing. In summer, the infant should receive 
frequent cool baths. Since the authors found that anticholinergic 
compounds seem to reduce hyperhidrosis and dyshidrosis, they 
suggest a trial of the anticholinergic compounds in the young 
child who shows disposition to repeated attacks of periporitis. 
Active immunization by means of stock and autogenous vaccine, 
which was popular in the prepenicillin days, would seem to be of 
less practical importance since the advent of antibiotic therapy. 


DERMATOLOGY 


Hairy Moles Do Become Malignant. A. R. Woodburne, O. S. 
Philpott and J. A. Philpott Jr. Rocky Mountain M. J. $1:281- 
282 (April) 1954. 


feel that the general acceptance of this concept may be danger- 
ous. They cite the case of a 28-year-old man who had two small 
hairy moles from each of which several long coarse hairs pro- 
truded. One mole was on each shoulder and had been present 
as long as he could remember. There had been no change until 
the past few weeks, when the lesion on the left shoulder began 
to scale; faint increase in pigment was noticed about its edge, 
and there was some increase in thickness. The lesion was widely 
and deeply excised and on microscopic examination revealed all 
the characteristics of a malignant melanoma. The authors feel 
that the stress placed on hair in a nevus as an almost certain 
guaranty against malignant change should be modified. If a 
pigmented lesion shows increase or satellite extension of pig- 
ment, growth, increase of scaling, erosion, g. or other 
change, whether or not hairs are present, the lesion should be 
widely excised and examined microscopically. 


Cancer of the Skin: Surgical Treatment. J. J. Modlin. Missouri 
Med. $1:364-367 (May) 1954. 


Prolonged exposure to sunlight over many years plays an 
important part in the pathogenesis of skin cancer. Patients often 
show characteristic alterations such as atrophy, pigmentation, 
and shiny appearance of the exposed skin previous to the de- 
velopment of true cancer. The three basic types of skin cancer 
in the order of their degree of malignancy are melanocarcinoma, 
epidermoid carcinoma, and basal cell carcinoma. Many lesions 
are diagnosed by careful inspection of the face, neck, and hands 
during a routine examination. The ulcerated, centrally um- 
bilicated large skin cancer is easily recognized, while the small, 
nonulcerated lesion is often missed on casual examination. 
Keratoses of the skin may prove difficult to differentiate from 
carcinoma, and, occasionally, lesions that present the appear- 
ance of inflammation may prove to be malignant on biopsy. 
Small lesions at locations where excision of the entire lesion can 
be accomplished should not be subjected to biopsy, but can be 
excised widely and the excised specimen examined histologically, 
not only for confirmation of the diagnosis but also for evidence 
of adequacy of excision. The prognosis for properly treated 
cancer of the skin is excellent. Of 842 patients with skin cancer 
(exclusive of melanocarcinoma) followed for at least five years 
at the Ellis Fischel Cancer Hospital, less than 10% died of 
cancer. Many died of intercurrent disease and of old age. Never- 
theless, of 303 patients treated for epidermoid cancer of the 
skin, 59 died of cancer. Since many of these patients presented 
advanced lesions with a history of previous unsuccessful treat- 
ment, the ratio of one death per five patients is undoubtedly an 
unfair estimate of the malignant potentialities of this type of 
cancer. Nevertheless, it does emphasize that the treatment of 
these lesions is not a casual undertaking. This figure also under- 
scores the necessity of early diagnosis of a lesion that is nearly 
100% curable in its early stages. The outlook for permanent 
cure is much better in basal cell carcinoma than in epidermoid 
carcinoma. 
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Dermatomyositis and Pulmonary Cancer. J. Bouton, D. Men- 
doza and J. J. Ravera. Toérax 2:417-434 (Dec.) 1953. (in 
Spanish.) 

The combination of dermatomyositis and pulmonary cancer 
is rare. The authors report two cases of dermatomyositis that 
masked the symptoms of carcinoma of the lung and paralleled 
its course. Dermatomyositis followed a severe course with acute 
pruritus, facial and peripheral edema, the characteristic skin 
lesions, acute muscular and articular pain, progressive anemia, 
asthenia and myasthenia with invalidism, and cachexia. In one 
of the patients, the cutaneous lesions consisted of facial 
telangiectasia, facial erythema simulating lupus erythematosus, 
and moderate diffuse erythema. In the other patient, there was 
a diffuse pigmentation simulating Addison's disease, which was 
extremely marked in the face. The visceral striated muscles were 
greatly involved with consequent dysphagia, dysphonia, dyspnea, 
and stagnation of the bronchopulmonary secretions, as shown 
by roentgen examination of the respiratory tract. Biopsies of 
the skin and muscles showed changes typical of dermatomyositis. 
Early pulmonary symptoms were cough and chronic bronchitis. 
The roentgen examination of the thorax showed a pulmonary 
tumor, mediastinal adenopathies, and visceral metastases. Acute 
chest pain, purulent bronchorrhea, and supraclavicular adenop- 
athy appeared in a second stage of the disease. A biopsy of 
the area of adenopathy showed metastatic Malpighian epithe- 
lioma. Both patients had a colloidal goiter, the symptoms of 
which were marked in one case and mild in the other. The 
patients died six and nine months, respectively, after appearance 
of the symptoms of dermatomyositis. Histological studies car- 
ried out in one case showed a diffuse, acute muscular atrophy, 
hyaline degeneration of the muscles, and arteriolar necrosis of 
the interstitial connective tissue. The dermal and epidermal 
changes were typical. A Malpighian epithelioma and cancerous 
lymphangitis were observed in the lung. Metastases were present 
in the submaxillary, cervical, mediastinal, and abdominal nodes 
and in both kidneys. The authors believe that dermatomyositis 
is a musculocutaneous reaction to toxins of cancer and to 
bacteria of the infection that is associated with pulmonary 
cancer. 


OPHTHALMOLOGY 


Pathological Study of Retinoblastoma Treated by Radon Seeds 
Radium Disks. H. B. Stallard. A. M. A. Arch. Ophth. 
$1:573-S88 (May) 1954. 


The irradiation effects on retinoblastoma were studied patho- 
logically in eight excised eyes. Clinical facts are reported from 
Stallard’s group of 36 patients (37 eyes) with retinoblastoma, 
16 treated by radon seeds (1934-1948) and 21 by radium disks 
(1948-1952), as well as from 30 additional patients with irradi- 
ated retinoblastoma collected from the literature. When one- 
third or less of the retina is involved in a retinoblastoma, there 
is reasonable hope that it may be destroyed by radiation therapy. 
With very few exceptions, the results are bad when one-half or 
more of the retina is already destroyed. In such cases, retinal 
detachment is generally present or, if it is not already so, will 
almost certainly occur after irradiation. Later sequelae are severe 
intraocular hemorrhage, iridocyclitis, complicated glaucoma, 
and endophthalmitis. Irradiation often fails when the choroid 
is infiltrated. It would, therefore, seem advisable in such ad- 
vanced cases to excise the eye with 10 mm. of the optic nerve 
and to give postoperative irradiation to the orbit. In no case 
was irradiation of the eye worth while when half or more of 
the retina was involved in the growth. The irradiation dose is 
still empirical. The neoplasm in some patients is more radio- 
sensitive than in others. The retinoblastoma is more sensitive 
than the more highly differentiated neuroepithelioma. A dose 
of 2,500 to 3,500 r at the summit of the neoplasm is generally 
effective. It is desirable to bring the therapeutic apparatus as 
close as possible to the target and to hit hard and quickly with 
a concentration of radiation that is known to be both effective 
and reasonably safe for the eye. To achieve this, radium disks 
made to fit the scleral curvature evenly are better than radon 


It is widely accepted among dermatologists that hairy moles 

never undergo melanoblastic changes. Woodburne and associates 
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seeds and the other applicators so far used. This technique is 
preferable to long-range treatment with heavy doses from 
radium needles fixed in Columbia paste plaques or from the 
radium “bomb,” for both of these methods are disastrous for 
the eye and are often quite ineffective in destroying the neo- 
plasm. Although deep x-ray treatment is successful in many 
cases in which less than one-third of the retina is affected by 
the neoplasm, it has the technical disadvantages of protracted 
treatment and difficulty of maintaining the necessary immobility 
of a child's head. It also produces a higher incidence of serious 
complications than the application of either a radium disk or a 
radon seed. 


Oxygenation and Retrolental Fibroplasia. T. H. Ingalls and N. 
Purshottam. New England J. Med. 250:621-629 (April 15) 1954. 

Ingalls and Purshottam review the present status of knowl- 
edge on the causation of retrolental fibroplasia. So many studies 
incriminating the incubator have been published that the sig- 
nificance of its role appears to be established. It is not yet settled 
whether the causative mechanism is to be viewed as a relatively 
simple toxic effect of hyperoxia or as a more complex one. 
Clinical and epidemiological observations in many parts of the 
world confirm the hypothesis that excessively high concentra- 
tions of oxygen may initiate abnormal development of the 
vascular system of the premature retina and ultimately result 
in blindness—and doubtless still undetermined effects on other 
tissues of the body. Other factors in addition to oxygen, such 
as excessive warmth and humidity, electrolyte shifts, antioxi- 
dants, and enzyme derangements probably influence onset and 
severity of the condition. Clinical, experimental, and epidemi- 
ological evidence is reviewed to show that the anomaly of the 
retinal vascular system has been prevented by careful attention 
to optimal supply of oxygen. As the incubator-induced form of 
the disease is brought under control, it seems likely that a more 
intractable, sporadic form will emerge that is brought on by a 
concatenation of circumstances involving repeated or prolonged 
bouts of anoxia and some of the factors listed above. 


The Hyperophthalmopathic Type of Graves’ Disease: 19 Cases 
Treated with Pituitary and Orbital Roentgen Irradiation. P.-O. 
Gedda and M. Lindgren. Acta med. scandinav. 148:385-403 
(No. 5) 1954. (In English.) 


The pathology, pathogenesis, and clinical and differential 
diagnosis of Graves’ disease are discussed and 19 patients treated 
with roentgen irradiation are described. In 10 cases, roentgen 
treatment was given to the hypophysis and the posterior portion 
of the orbits; in 6 of the other cases such treatment was fol- 
lowed by irradiation of the anterior part of the orbits. In the 
remaining three, roentgen therapy was limited to the orbits. The 
observations made suggest that roentgen irradiation of the 
region of the hypophysis depresses any increased thyrotropic 
activity of the anterior lobe of the pituitary, because hyper- 
thyroidism always disappeared after such treatment. In the 16 
cases in which the patients received roentgen therapy of the 
pituitary region, the posterior part of the orbits was also irradi- 
ated. The improvement in the state of the eyes after treatment 
may thus be ascribed partly to depression of the thyrotropic 
hyperactivity of the pituitary and partly to the direct effect of 
the irradiation of the orbital tissue. In those cases in which the 
above-mentioned type of treatment did not produce satisfactory 
results, roentgen treatment was extended to include irradiation 
of the anterior part of the orbits. This supplementary treatment 
may improve the results, provided connective tissue prolifera- 
tion behind the bulbs is not excessive. In the treatment of acute, 
rapidly progressing eye symptoms, roentgen irradiation of the 
orbits only can produce dramatic improvement and should, there- 
fore, be started without delay. This treatment is not, however, 
aimed at the cause; therefore, it should be followed by irradi- 
ation of the pituitary region. The doses used produced no de- 
monstrable undesired effect on the other functions of the 
hypophysis. Early recognition of this type of Graves’ disease 
is ph mee and treatment should be started as soon as a 

thyroid gland are contraindicated 


OTOLARYNGOLOGY 


Further Observations on Effect of Cortisone and Corticotropin 
(ACTH) in Treatment of Allergic Rhinitis. J. P. Stewart and 
M. Z. Kawa. J. Laryng. & Otol. 68:193-210 (April) 1954. 


Stewart and Kawa report on the use of cortisone in allergic 
rhinitis of 56 patients. The most dramatic symptom is an attack 
of sneezing that generally occurs in the morning but may also 
be precipitated by a sudden change in atmospheric and tempera- 
ture conditions. This is followed by nasal obstruction that is 
followed by a copious clear discharge. Many patients with per- 
sistent but intermittent nasal obstruction and discharge give a 
history of sneezing. Before initiating corticotropin and corti- 
sone therapy, roentgenoscopy of the patient's chest is done, 
because these hormones are contraindicated in pulmonary tuber- 
culosis. The urine is examined to exclude diabetes. Cortisone 
acetate suspended in saline for injection, as tablets for oral 
administration, or as a spray for local application to the nose 
was employed in this series. The most satisfactory results fol- 
lowed the method of intramuscular administration. Ten to 25 
mg. of cortisone suspension was given intramuscularly every 
six hours for a period of five days according to age of the patient 
and response. After this “initial treatment,” a similar dose was 
given on three consecutive days in the first week following the 
initial treatment, for three doses on alternate days in the second 
week, for two injections spaced equally in the third week, and 
finally one dose in the last or fourth week, and this was desig- 
nated as the “maintenance treatment.” If the oral method was 
chosen, one tablet containing 50 mg. of cortisone was taken 
every six hours during the stay in the hospital, and thereafter 
the dosage was gradually reduced. Corticotropin was given 
intramuscularly in individual doses of 10 to 25 units depending 
on the response. A good proportion of the patients so treated 
have been free of symptoms or greatly improved. The prog- 
nosis is most favorable in the younger age group. Small doses 
of corticotropin and cortisone are safe and sufficient; larger 
doses are unnecessary and may lead to undesirable side-effects. 
The authors recommend a further course of maintenance treat- 
ment each year in patients who have improved but then relapsed. 


“Rubeolic Embryopathy”™: Its Importance as Cause of Congeni- 
tal Deafness. A. Bosatra. Minerva otorinolaring. 4:6-12 (Jan.- 
Feb.) 1954. (In Italian.) 


Rubella occurring in a woman during the first four months 
of gestation may produce severe lesions in the embryo that 
will result in malformations. French authors have classified the 
group of malformations secondary to this infection as “rubeolic 
embryopathy.” According to statistics, deafness is the common- 
est of these malformations; its incidence is higher than that 
of abnormalities of the eyes and the heart. Studies have indi- 
cated a relationship between the time of pregnancy at which 
rubella occurs and the types of embryonic malformations. The 
virus affects mainly tissues that are in a phase of active prolifera- 
tion. The rate of deafness caused by rubella occurring during 
the first month of pregnancy is moderate, it is higher when the 
infection occurs during the second month, and it persists high 
when it occurs during the third month. This form of deaf- 
ness is due to lesions of the inner ear. If the virus is present 
within the first 60 days of gestation, malformations of the bone 
and membranous structures of the inner ear will follow. On 
the basis of histological studies, several authors have reported 
that in these cases the longitudinal axis of the cochlea is short 
and deviated and the coils are imperfectly wound. The cochlear 
duct is altered and the structures in it are sometimes almost 
unrecognizable. The calcification of the capsule may also be 
altered. When the infection occurs later in pregnancy, the bone 
structures are less altered, and the lesion involves mainly the 
stria vascularis and the fine vascular network of the inner ear 
with congestion and degeneration of the tunica of the vessels. 
Later or at the same time, the virus affects the structures of 
the cochlear duct and especially of the organ of Corti with 
degeneration and alteration of the arrangement of the cells and 
pillars. The tectorial membrane and Reissner’s membrane be- 
come fibrous or swollen; the latter is loosened and may some- 
times seem to adhere to the organ of Corti. Lesions of the 
vestibule are less frequent and are considered less severe than 
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those of the cochlea. It is difficult to explain the tropism and 
predilection of the virus for some tissues and organs. The pos- 
sibility of using prophylactic means to prevent rubeolic em- 
bryopathy remains a problem. Some authors have proposed 
parenteral administration of gamma globulin or serum of pa- 
tients recovering from the infection; others think that, by induc- 
ing the infection in young girls, a permanent immunity will be 
obtained; and still others feel that induction of abortion is the 
best treatment. This, however, aside from humane and moral 
considerations, may prove unjustified, because maternal rubella 
occurring during the first four months of pregnancy has not 
resulted in rubeolic embryopathy in 100% of cases. 


Sensitivity to Atropine in Anhidrotic Heat Exhaustion. G. O. 
Horne. Tr. Roy. Soc. Trop. Med. & Hyg. 48:153-155 (March) 
1954, 


In anhidrotic heat exhaustion, exposure to heat leads to dis- 
proportionate symptoms of exhaustion and elevation of tempera- 
ture. The cause is deficiency of sweating. An unusual clinical 
accident induced Horne to investigate the effect of atropine in 
anhidrotic heat exhaustion. It was found that patients with 
anhidrotic heat exhaustion were more susceptible to atropine than 
normal persons, not only immediately after clinical recovery 
when the sweat glands might not have resumed their normal 
function, but also in the succeeding year, when there was no 
evidence of sweat gland dysfunction and the skin was normal. 
It was not possible to discover whether the sensitivity to atro- 
pine was a direct result of having had anhidrotic heat exhaus- 
tion or whether it was due to some constitutional abnormality 
of the structure, function, or number of sweat glands. A his- 
tory of anhidrotic heat exhaustion requires caution in the use 
of atropine and other drugs with a similar action on sweat 
glands, since sensitivity to these drugs may have serious con- 
sequences, especially in a hot climate. In the tropics, heat stroke 
has been recorded following the administration of atropine as 
a premedication for anesthesia and as treatment for duodenal 
ulcer. In the United States, patients with Parkinsonism have 
died of heat stroke while under treatment with belladonna 
alkaloids. Some of the newer antispasmodic and antihistaminic 
drugs also have a potentially dangerous anhidrotic effect. 


Pseudomonas Pyocyanea Meningitis Successfully Treated with 
Polymyxin. D. H. Trapnell. Lancet 1:759-761 (April 10) 1954. 


Trapnell presents the case of a boy, aged 54% years, who was 
admitted to hospital for reexploration of a cervical cord ependy- 
moblastoma after a course of deep x-ray therapy. Eight days 
after operation, a small cerebrospinal fluid fistula developed at 
the upper end of the incision, which closed within two days. 
Two days later meningitis was diagnosed. The causal organism, 
Pseudomonas pyocyanea, was resistant to sulfonamides, peni- 
cillin, chlortetracycline (Aureomycin), oxytetracycline, and 
chloramphenicol, but sensitive to polymyxin B. Recovery fol- 
lowed a long course of intrathecal and intramuscular adminis- 
tration of polymyxin B. Previously unrecorded toxic effects of 
polymyxin therapy were observed in this case, namely, severe 
eosinophilia and xanthochromia of the cerebrospinal fluid. 
Other toxic effects observed were nausea and malaise, pain at 
the injection site, pain down the legs and in the back follow- 
ing intrathecal injections, and sacral edema. These effects dis- 
appeared in spite of continued polymyxin therapy. Transient 
mild albuminuria with cylindruria was also present. 


Neurological Complications of Treatment of Tuberculosis with 
Isoniazid. G. W. Klinghardt, K. L. Radenbach and S. Mrowka. 
Wien. med. Wehnschr. 104:301-306 (April 10) 1954. (In Ger- 
man.) 


Of 11 tuberculous patients with neurological complications 
occurring in the course of treatment with isoniazid, 4 had poly- 
neuritic manifestations. Neurological examination revealed a 
definite reduction of the surface sensitivity with a paresthetic 
component, while the deep sensitivity was not impaired. The 
polyneuritic manifestations were particularly in pa- 
tients who had been given daily doses of more than 12 mg. of 
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isoniazid per kilogram of body weight. A burning foot syn- 
drome was observed in two of these. Exploratory excision of 
muscle and nerve tissue from the right distal leg of one of these 
patients and microscopic examination of these tissues revealed 
severe demyelination of the peripheral nerves in the skin and 
muscles, particularly of the terminal portions of the nerves. There 
was atrophy of muscle with sarcolemmic proliferation of nuclei 
and edema of the connective tissue bundles in the subcutaneous 
tissue. The burning foot syndrome has a close clinical relation- 
ship to pellagral cutaneous disturbances and psychoses. The 
syndrome did not subside during treatment with nicotinic acid 
amide, and milder polyneuritic manifestations did not disappear 
more rapidly after administration of vitamin B complex or vita- 
min B.. than after discontinuation of isoniazid therapy. The 
polyneuritic manifestations did, however, disappear more rapidly 
after temporary discontinuation of isoniazid therapy combined 
with daily parenteral administration of 100 mg. of pyridoxine 
hydrochloride. In several patients, the polyneuritic manifesta- 
tions subsided as a result of pyridoxine hydrochloride therapy 
alone, although administration of isoniazid was continued and 
the dosage of it was increased. Vitamin B, deficiency may be 
considered as the cause of most of the polyneuritic complica- 
tions associated with isoniazid therapy. Other undesirable side- 
effects of isoniazid therapy were mononcuritis and functional 
disturbances of circulation in the extremities and evidences of 
motor stimulation such as fibrillation, fasciculation, and spasms. 
A disturbance of micturition that was observed in only one pa- 
tient possibly was of spinal origin. Epileptic convulsions occur- 
ring in two patients required discontinuation of treatment. 
Transient disturbances of equilibrium and vision, somnolence, 
and nausea and vomiting were observed in patients who received 
large daily doses of isoniazid. In two alcoholic patients, daily 
doses of 10 mg. of isoniazid per kilogram of body weight and 
ingestion of small amounts of alcohol caused an effect similar 
to that of disulfiram (Antabuse) or a pathological condition of 
drunkenness. The neurological complications of isoniazid therapy 
are reversible, and most of them can be prevented. 


Treatment of with Potassium Perchlorate. M. E. 
Morgans and W. R. Trotter. Lancet 1:749-751 (April 10) 1954. 


Potassium perchlorate inhibits the uptake of radioactive 
iodine by the thyroid of animals as well as of man, and it has 
been used in the treatment of patients with thyrotoxicosis. Mor- 
gans and Trotter tried potassium perchlorate in the hope that 
it might prove effective in controlling thyrotoxicosis, without 
exposing the patient to the risk of the toxic side-effects some- 
times seen with the thiouracil drugs. Perchlorate acts only on 
the iodide-concenirating mechanism of the thyroid. Thiouracil, 
on the other hand, leaves this mechanism unaffected but pre- 
vents the oxidation of iodide and its subsequent incorporation 
into protein molecules to form thyroglobulin. Thiouracil is, 
therefore, effective whatever the concentration of iodide in the 
blood; but perchlorate would become ineffective with blood 
iodide levels sufficiently high to raise the concentration within 
the thyroid to the level normally attained by the gland’s iodide- 
concentrating mechanism. A patient in whom thyrotoxicosis is 
controlled by perchlorate would be liable to relapse if his blood 
iodide level were suddenly raised, for example, by the adminis- 
tration of an iodide-containing cough medicine. This is a theo- 
retical difficulty, but so far the authors have not observed it. 
It might also be expected that, if a thyrotoxic patient is prepared 
for operation with perchlorate, similar difficulties would arise 
when iodide is added during the final stages to reduce the vascu- 
larity of the goiter. Potassium perchlorate was made up in tablets 
containing either 50 or 200 mg. These were administered either 
once or twice daily. The patients were usually seen at monthly 
intervals. In a dosage of 400 mg. daily, potassium perchlorate 
was effective in controlling thyrotoxicosis in most patients. The 
rate of response appeared to be somewhat slower than with 
methyl thiouracil, and, in one of 25 previously untreated pa- 
tients, control was not complete. When patients receiving main- 
tenance doses of methyl! thiouracil were given potassium per- 
chlorate instead, control of the thyrotoxicosis was maintained in 
all but 2 of 64. The average dosage necessary was two to four 
times that of methyl! thiouracil. No toxic effects were seen in 108 
patients treated with potassium perchlorate, except signs of 
gastric irritation in two patients with a history of dyspepsia. 
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BOOK REVIEWS 


Disability Evaluation: Principles 

By Earl D. McBride, B.S.. M.D... F.A.C.S., Assistant Professor 
pedic Surgery, University of Oklahoma School of . 
City. Fifth edition. Cloth. $15. Pp. 715, with 375 illustrations. J. B. L 
227-231 S. Sixth St. Philadelphia 5; A 
Bedford St.. London, W.C.2; 2083 Guy St., Montreal, 


the causal relation of injury to disease, in addition to a more 
elaborate disability-rating schedule. There are numerous detailed 
tables and illustrative figures accompanied by informative read- 
ing matter regarding industrial injuries. These injuries are 
covered in a well-organized discussion beginning with a general 
description of examination of the injured worker and including 
a detailed description of specific injuries. Each injury is con- 
sidered from the standpoint of cause, treatment, disability evalu- 
ation, and readjustment possibilities. In this book the physician 
who is entrusted with the care of the injured worker has an 
excellent guide from the standpoint of disability rating as well 
as from the standpoint of advising a handicapped worker as to 
a future vocation. A unique feature is the author's composite 
schedule of approximate evaluations for partial permanent dis- 
ability. This is a compilation of many rating schedules. It is 
amply illustrated with cases. There is much valuable information 
throughout the book in regard to workmen's compensation laws. 
The chapter on malingering is good, and the chapter on “the 
industrial back” is one of the best. No information relative to 
“reflex dystrophy” of either the upper or the lower extremity is 
included. There is an adequate index and bibliography. 


Nobel Prize Winners in Medicine and Physiology, 1901-1950. By Lloyd 
G. Stevenson, M.D., Ph.D. Cloth. $6.50. Pp. 291, with illustrations. 
Henry Schuman, Inc., Publishers, 20 E. 70th St., New York 21, 1953. 


This book succinctly depicts a half-century of achievement 
in medical science as expressed in the awards of the Nobel Prize 
for Physiology and Medicine. As is well known, an annual 
award is presented to “the person who shall have made the 
most important discovery” in this domain, be it a single drama- 
tic innovation such as the discovery of insulin or an accumula- 
tion of important facts that shed light on a wide area of knowl- 
edge. Whatever the nature of the discovery, this book provides 
an engaging account of each prize winner in medicine and 
physiology—first, by a short biographical sketch; second, by 
a passage in which the winner describes the prize discovery in 
his own words; and, third, by a brief editorial explanation of the 
meaning and importance of the work. The quotations, for the 
most part, represent excerpts from the Nobel lectures delivered 
in Stockholm at the time of the presentation of the prize. As a 
source book of concise information, this volume will prove 
most useful. 


Psychosomatic Case Book. By Roy R. Grinker, M.D., Director, Institute 
for Psychosomatic and Research and Training of Michael 
Reese Hospital, Chicago, Associate Psychi- 
atrist, Michael Reese Hospital. Cloth. $6.50. Pp. 346. Blakiston Company 
(division of Doubleday & Company, Inc.), $75 Madison Ave., New York 
22, 1954. 


In this case book the authors present the basic principles of a 
psychosomatic approach to medicine by contributing and dis- 
cussing short clinical records of patients with a variety of ill- 
nesses. They introduce their work with the history of a patient 
and raise a number of pertinent questions about him. Their 
purpose is to demonstrate the relationships of psyche and soma 
in health and disease and particularly in certain syndromes. The 
authors are well qualified for the task they have undertaken, 
and they speak with authority in this volume, which is directed 
toward physicians and students. Their approach is analytic and 


from the of dynamic psychiatry, but all aspects of 
the patients and the illnesses are taken into account in the clinical 
evaluations. The language is clear, and the writing is 1 le In 
several places the analytic interpretations of symptoms become 

a bit too technical, but on the whole the work is well done. The 
theoretical concepts of psychosomatic medicine are outlined, 
and there are excellent chapters on anxiety and remarks on 
examinations, differential diagnoses, and the formulation of case 
problems. The bulk of the volume is concerned with discussions 
of special syndromes involving the head and the special senses 
and the cardiovascular, gastrointestinal, genitourinary, and other 
systems. The last 40 pages are concerned with therapy and include 
a general summary. A bibliography and an index are appended. 
This book should make instructive reading for practitioner and 
specialist alike. It will give insight into some conditions difficult 

recommended. 


47, (14a) Stute- 
gart-O; (Intercontinental Medical Book Corporation, New York 16), 1954. 


In the four years since the publication of the 11th edition 
of this intermediate text, enough has been published in the field 
of organic chemistry to warrant a 12th edition. Revision on the 
new edition is extensive, even though the main outlines of the 
work are unchanged. A section on electronic theory of organic 
reactions has been added, the tables that were in the back of 
the book have been dropped, and a larger page size is used. 
Persons who do not read German with ease may wish to wait 
for the English translation, but the German is simple. As in the 
past, the book is printed well, is bound sturdily, and is thoroughly 
indexed. Great emphasis is again placed on alkaloids, dyes, 
polymers, and compounds of interest to biochemists and pharma- 
cologists—carotenes, vitamins, sex hormones and other hor- 
mones, and bile acids. 


This monograph, written with clarity, stresses the high recur- 
rence rate following limited removal of a specific lesion and the 
importance of the blood supply and lymphatic drainage from 
the various segments of the colon. No attempt has. been made 
to consider this a complete treatise on carcinoma of the colon; 
rather, this is a presentation of some of the practical aspects of 
symptomatology, methods of study, and techniques. Although 
cancer of the rectum cannot be dissociated from that at a 
higher level, this particular location has not been discussed, 
since the removal of the rectum by Mile’s abdominoperineal 
method or some modification thereof is well standardized and 
widely accepted. Figure 9 on page 74 depicts the technique of 
an end-to-end anastomosis. Although well executed, the draw- 
ings have been so dwarfed as to make the placement of the 
sutures difficult to visualize. It would have been better to have 
had fewer figures on this plate. The discussion of an immediate 
cecostomy should have expounded two techniques: although 
preferable, the placement of a purse-string suture cannot al- 
ways be done because of the thinness of the cecal wall when this 
structure is overdistended. The term “curable cases” should 
have been defined, since some would object to the use of the 
term cure in relation to carcinoma. These minor faults in no way 
detract from the value of this monograph. 
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Lebrbuch der organischen Chemie. Yon Paul Karrer, Professor an der 
Frank C. Wheelock, Jr. A.B.. M.D., Assistant in Surgery, 
Massachusetts General Hospital, Boston. Publication number 189, Ameri- 
can Lecture Series, monograph in American Lectures in Abdominal 
Viscera. Edited by Lester R. Dragstedt, M.D... Chairman, Department of 
Surgery, University of Chicago, the School of Medicine, Chicago. Cloth. 
$3.25. Pp. 94, with 12 illustrations. Charles C Thomas, Publisher, 301-327 
E. Lawrence Ave., Springfield, Blackwell Scientific Publications, Ltd., 
49 Broad St., Oxford, England; Ryerson Press, 299 Queen St.. W., To- 
ronto, 2B, 1954. 
These book reviews have been prepared by competent authorities but 
do wot represent the opinions of any official bodies unless specifically 
so stated. 
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QUERIES AND MINOR NOTES 


ADRENAL CORTICAL FUNCTION TEST 

To tHe Eprror:—What constitutes an adequate adrenal cortical 
function survey that can be performed in the usual hospital 
laboratory without facilities for doing the more complicated 
urinary corticoid studies? I specifically request information on 
the relative merits of the 4 hour aqueous solution of corti- 
cotropin (ACTH) given intramuscularly and the newer Thorn 
modification (10 hour eosinopenic response to the 20 to 25 
units of aqueous corticotropin given intravenously over eight 
hours or 20 units of prolonged acting corticotropin in the 
gel form given intramuscularly with 10 hour eosinopenic re- 
sponse). What is your opinion of the Robinson-Power-Kepler 
water diuresis test in screening out adrenal cortical insuffi- 
ciency? This is important in another respect: evaluating pa- 
tients who had taken cortisone for some months previously and 
who now are candidates for elective but necessary surgical 
procedure. Can this group of patients be adequately screened 
as to which one should require supplemental cortisone? 

M.D., lilinois. 


Answer.—The eosinopenic response to corticotropin may be 
regarded as a fairly reliable indicator of adrenocortical activa- 
tion, in situations in which urinary corticoid determinations are 
not feasible. A decrease in circulating eosinophils of at least 
S0%. four hours after the intramuscular injection of 25 1. U. 
of corticotropin in aqueous solution, or a fall of 75-100% occur- 
ring 10 hours after the beginning of an 8 hour intravenous in- 
fusion of 20 I. U. of corticotropin should exclude, in general, 
a diagnosis of primary adrenocortical insufficiency. Patients with 
adrenal insufficiency secondary to hypopituitarism may need two 
to four days of eight hour infusions of corticotropin given intra- 
venously before a significant fall in eosinophils occurs. Responses 
similar to those obtained with corticotropin used intravenously 
should be observed with highly potent corticotropin gel prepa- 
rations, although the rare possibility of intramuscular inactiva- 
tion of corticotropin should be considered. In general, part 2 
of the Robinson-Power-Kepler water test is not required in the 
evaluation of suspected cases of adrenal insufficiency. In most 
instances, patients with untreated adrenal insufficiency will ex- 
crete less than 50% of the ingested fluid in a four hour period 
after water administration. This failure of adequate diuresis is 
suggestive, but not pathognomonic of adrenal cortical hypofunc- 
tion since an inability to excrete a water load is observed in 
many other diseases. An ecosinopenic response to corticotropin 
given intramuscularly or intravenously of the magnitude de- 
scribed above in a patient who had previously received cortisone 
therapy suggests adequate adrenocortical reserve for surgery. In 
patients showing submaximal ecosinopenic responses to cortico- 
tropin it is advisable to give supplemental cortisone during elec- 
tive surgical procedures. 


HANDSHAKING 
To tHe Eprror:—As chairman of the Pueblo County's publicity 
committee, | have been asked to furnish scientific informa- 
tion regarding the question of the spreading of disease through 
handshaking. | would appreciate information regarding this 
custom in relationship to health. 
Eugene B. Ley, M.D., Pueblo, Colo. 


This inquiry was referred to two consultants, whose respective 
replies follow.—Eb. 


ANSWeER.—In contagious disease hospitals especially but also 
in children’s hospitals, the hands can be an extremely important 
factor in transmitting infection from one patient to another. 


The answers here published have been prepared by competent authorities. 
They do not, however, represent the opinions of any official bodies unless 
specifically so stated in the reply. Anonymous communications and queries 
on postal cards cannot be answered. Every letter must contain the writer's 
name and address, but these will be omitted on request. 


But such accidents can be prevented by adhering to the prin- 
ciples of medical asepsis. This includes of course the washing 
of hands whenever contaminated. During World War Il, Ham- 
burger (J. Infect. Dis. 7§:58-70, 1944) made a study of cross 
infections in Army hospitals. Outside of hospitals and similar 
institutions, mere handshaking probably plays an insignificant 
part in transmission of disease under ordinary circumstances. 
Even persons with fungus infections of the hands might not 
transmit the disease by a momentary clasp of one’s hand, nor 
would apparently healthy typhoid carriers, who would be a 
hazard in contacting foods, be likely to transmit typhoid by a 
handshake with a friend on the street. However, in the event 
of an epidemic disease prevailing in a community it would be 
proper to warn against unnecessary handshaking. But the true 
danger might come from being drawn into close proximity to 
one who harbored pathogenic organisms in the respiratory pas- 
sages. It would not seem wise to undertake the establishment 
of a ban on handshaking unless there is some very 

reason why such an effort should be made. 


Answer.—Dr. Boyd in “Preventive Medicine” (ed. 7, Phila- 
delphia, W. B. Saunders, 1945, p. 27) states: “Hands and fingers 
contaminated with secretions are undoubtedly the most impor- 
tant agencies in contact infection. Their importance is both from 
the standpoint of distribution and collection. . it is for this 
reason that the habits of avoiding the unnecessary introduction 
of the fingers into the mouth and nose, as well as the habit of 
washing the hands before eating, are of paramount hygienic 
importance. 

“Direct approximation of the body surfaces of two different 
individuals, such as that which occurs during a handclasp, will 
effectively transmit infective agents present on one to another, 
under circumstances which of course are altogether favorable 
to the infective agents.” 

It is an accepted fact that food handlers are responsible for 
many outbreaks of Salmonella infections. Here, in many cases, 
the hands are the means of transferring the infection. Most 
boards of health among their regulations state specifically that 
all persons on leaving a sick room where a person with a com- 
municable disease has been lodged shall scrub their hands thor- 
oughly with soap and water. The brighter side of the picture is 

air. 


SYPHILIS 

To tHe Eptror:—/ have a complex problem involving syphilis. 
An 80-year-old man came to me a month ago complaining 
of weakness and black-out spells. A study revealed: blood, 
seronegative; aneurysm of the aortic arch; colloidal gold 
222254432; Pandy test of spinal fluid, an elevated globulin; 
spinal fluid cell count, 19 cells; and nonspecific liver disease 
with icteric index 18 units, cephalin test negative, thymol 26 
units per 100 cc. and total protein 9.5 mg. per 100 cc. At 
this same time the patient's 30-year-old son was found on 
routine check to have 2 Kahn units in his blood. He had been 
checked once a year previously, and his tests had been negative. 
The son's wife's test was negative in August, 1953, but now 
has 32 Kahn units, while a baby born to them two months ago 
has a negative serology. The family wants to know if the aged 
father has syphilis and whether the son and his wife could have 
theirs on a congenital basis or whether one of them has ac- 
quired syphilis since a year ago and if so why it is not seen in 
the baby. M.D., Texas. 


Answer.—This problem belongs in the department of utter 
confusion. It is not stated whether the purported aneurysm of the 
aortic arch in the 80-year-old man is fusiform or saccular. If it 
is fusiform, the aneurysm may have no relation whatever to 
syphilis and may represent only physiological arteriosclerotic 
dilatation of the aorta. (Nothing is said of the octogenarian’s 
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blood pressure, which might be important.) If the aneurysm is 
saccular, there is a possibility that it is due to syphilis, but at 
his advanced age, it might be arteriosclerotic also. In patients 
with cardiovascular syphilis, previously untreated, the blood 
serologic test with standard techniques is positive in about 95% 
of the cases. The spinal fluid findings are likewise impossible of 
interpretation without further information. It is stated that the 
spinal fluid contained 19 cells. How soon after the lumbar 
puncture were the cells counted and by whom? Is it certain that 
these cells were white cells and not red cells, and, if so, were 
they lymphocytes? The Pandy test for globulin in the spinal 
fluid is nearly completely unreliable and in all good laboratories 
has been replaced by a quantitative estimation of protein con- 
tent. The abnormal colloidal gold curve could be an expression 
of increased protein in the spinal fluid or could also represent 
laboratory error. Even if these abnormalities are valid laboratory 
tests, they are entirely nonspecific as to syphilis, the only spinal 
fluid abnormality peculiar to syphilis being a positive serologic 
test with complement fixation or flocculation technique. 

Some conflicting laboratory findings are given, which suggest 
that the patient has some form of liver disease but nothing is 
said about this clinically; and the laboratory investigations in 
this direction are incomplete. The family cannot be given, on 
the basis of the information provided in this query, any definite 
statement as to whether the 80-year-old father has syphilis or 
not. Assuming that he does have syphilis, assuming also that 
his 30-year-old son's blood repeatedly has been seronegative on 
many occasions until the recently weakly positive Kahn test, 
assuming further that the son shows no stigmas of congenital 
syphilis, and assuming still further that the recently positive 
Kahn test has been checked in one or more laboratories in 
order to exclude technical error, it may be said with a fair 
degree of certainty that he does not have congenital syphilis and 
that, if he has syphilis at all, it is probably acquired. Assuming 
further the accuracy of the statement that the son's wife's blood 
was seronegative in August, 1953, but now gives a moderately 
positive Kahn test and assuming that this too has been verified 
by repetition, it is at least possible that the son and his wife 
have recently acquired syphilis. 

Why the baby does not have a positive blood test is im- 
possible to answer. It is stated that the wife and mother “now” 
is seropositive, but that a baby born “two months ago” is sero- 
negative. The time relationships of “now” in the mother and “two 
months ago” in the baby are not defined. The baby's age at the 
time of the negative serologic test is not stated. If the mother has 
syphilis and if the baby is still seronegative at 2 months of age, 
it is still possible that the baby may have a positive blood 
serologic test within the next 2 to 3 months. In the meantime, 
roentgenograms of the long bones should be taken, and the 
blood should be tested at least as often as every two weeks 
until the infant is 4 to 5 months old. 


POSTMENOPAUSAL BLEEDING 

To tHe Eprror:—/s the chief of staff of the departments of 
obstetrics and gynecology in an accredited hospital with resi- 
dent training, justified in making the following standard opera- 
tive procedure, without exception: A total hysterectomy with 
bilateral salpingo-oophorectomy is to be immediately per- 
formed on all women who have postmenopausal bleeding, 
without a preliminary diagnostic curettage, biopsy, or Papani- 
colaou stains, in which: (1) the fundus is freely moveable, (2) 
the cervix is clean, and (3) no other cause for her bleeding 
is discernible? M.D.., Florida. 


This inquiry was referred to two consultants, whose respec- 
tive replies follow.—Eb. 


Answer.—The standard regulation cited by the correspond- 
ent, based as it seems to be on the incorrect assumption that 
postmenopausal bleeding always means malignant lesion, is un- 
justified and not without danger. The proportion of cases in 
which postmenopausal bleeding has been found to be due to 
malignant lesions varies in different clinics. In one large clinic, 
Cheek and Davis (Am. J. Obst. & Gynec. $2:756, 1946) found 
the incidence of malignant lesions in $14 cases of postmenopausal 
bleeding to be only 36.1%, though this rate is below the aver- 


rial 
polyp or a senile endometritis. Again, if endometrial cancer is 
present, it is important to establish this by preliminary curet- 
tage so that the preoperative intrauterine irradiation 
by a majority of gynecologists can be employed. 


Answer.—It would seem that the all-inclusive rule 


can disprove that it exists, a high percentage do not have car- 
cinoma; therefore, it would seem that many uteri would be 
sacrificed unnecessarily. Secondly, it is considered superior treat- 
ment by many specializing in the field of female malignant dis- 


treated with irradiation and not hysterectomy. It would be good 
policy to make the taking of a smear biopsy of the cervix, curet- 
tage of the endocervix, and curettage of the endometrial cavity 
mandatory in these cases, so that the diagnosis could be estab- 
lished before treatment is instituted. 


SPONDYLARTHRITIS ANKYLOPOIETICA 

To tHe Eorrorn:—An executive, 45 years of age, has chronic 
arthritis of the spine with calcification of anterior spinal liga- 
ment and fusion of cervical, thoracic, and lumbar vertebrae. 
There now is no pain or other disability aside from rigid immo- 
bility and a moderate kyphosis. No skeletal structures other 
than the spine seem to be involved. Aniecedent history is of 
much pain and disability that began 25 years ago and was 
attributed to a football injury at that time. Information is 
requested as to whether at this late day any recommendation 
should be made as to possible therapy. My opinion after com- 
plete physical examination is that the condition is now static 
and irreversible and hence no treatment is indicated. a. 
blood chemistry, urinalysis, electrocardiographic and chest 
x-ray examination, blood pressure, and routine neurological 
tests are normal. Your judgment would be appreciated as to 
what if anything should be recommended. 

M_.D., California. 


Answer.—With only a moderate kyphosis present this is 
probably an instance of spondylarthritis ankylopoietica rather 
than rhizomelica as it is not stated that the process advanced 
upward from below. It is in a terminal stage with rigidity and 
no pain. Any football trauma may have aggravated the process, 
or, if compression fracture of any vertebral body had occurred, 
it would now be demonstrable with deformed and narrowed 
vertebral corpus seen in a lateral view roentgenogram. The 
changes are irreversible, and no treatment is indicated unless 
kyphosis is so severe that the patient stands with head flexed 
and looks at the ground. For this condition osteotomy of one 
or more dorsal vertebral bodies, followed by corset fixation in 
a corrected upright position, could be done by some few sur- 
geons. To avoid increase of kyphosis, if noticed or feared, a 
high spinal brace (Taylor) should be worn. Severe jars of the 
spine and heavy lifting should be avoided. 


SALT PORK FOR CONTROL OF EPISTAXIS 
To tHe Enrror:—Several local physicians contend that salt pork 
is the material of choice for the control of epistaxis. Has salt 
pork for such purpose ever advocated by outstanding 
otolaryngologists; and, if so, is it still advocated by them? 
Philip J. Bayon, M.D., Natchez, Miss. 


Answer.—Although the use of salt pork for the control of 
epistaxis has long been advocated, it has never been selected 
as a material of choice by the majority of otolaryngologists. 
A number of articles have been written on the subject, three 
of which are by Beinfeld (4. M. A. Arch. Otolaryng. $7:51 
Jan.) 1953), Hurd (Arch. Otolaryng. 6:447 (Nov.| 1927), and 
Cone (Arch. Otolaryng. 32:941 |Nov.| 1940). 
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age. The fact remains that a surgeon would feel disturbed if 
anything happened to a patient on whom an unnecessary pan- 
hysterectomy had been done for postmenopausal bleeding found 
ing menopausa ing has avon. gh it is 
good to assume that every patient with postmenopausal bieed- 
ing has a carcinoma somewhere in the genital tract until one 
endometrium, and certainly a majority will agree that subclini- 
cal carcinoma of the cervix or endocervical carcinoma is best 
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BEHAVIOR OF URETERAL MUSCLES 

DURING SHOCK TREATMENT 

To tHe Eprror:—When conventional electric shock treatment is 
given as a modality in psychiatric treatment, does the smooth 
muscle of the tubular abdominal organs undergo contraction, 
and, if so, does a secondary relaxation occur beyond the point 
of its normal tonus? I am particularly interested in what 
happens to ureteral musculature as a result of the ictus. 1 do 
not refer to the indirect effect on the organs as a result of 
contractures of muscles. 


Jules Magnette, M.D., Reno, Nev. 


Answer.—There are no direct investigations available or 
published regarding the behavior of the ureteral musculature 
during electric shock treatment. It is assumed from Fetter and 
de Jong’s investigations that there is an increased vagus activity 
in the stomach during electric shock treatment. There are some 
data in the literature about abdominal complications such as 
bleeding from a gastric ulcer and perforation of duodenal ulcer 
after (Metrazol) injections. It is not ascer- 

. however, whether these abdominal complications were 
sme by contraction of the abdominal or of the gastric muscles. 
The vagus nerve stimulates only the renal end of the ureters. 
Vagus stimulation, therefore, cannot have any considerable effect 
on the musculature of the whole ureters. It is assumed that 
epileptic attacks, regardless of their causes (spontaneous epilepsy, 

convulsions, electric convulsion) have the same 
physiology. According to information from pharmacologists, 
convulsant drugs do not produce contraction in the ureteral 
musculature, therefore, it can be assumed that conventional 
electric shock treatment does not produce contraction of the 
ureteral musculature either. If sustained anoxia, or unusually 
strong autonomic stimulation is produced by the electric shock, 
any one of these conditions might produce contraction in the 
ureteral musculature. It is not known whether the secondary 
relaxation occurs beyond the point of the normal tonus if this 
contraction occurs. 


To tHe Eviror:—A woman 43 years of age, § ft. 1 in. (154.9 
cm.) tall, and weight 130 Ib. (59 ke.), had a hysterectomy for 
fibroids. During this operation the surgeon explored the ab- 
domen and found the gallbladder well filled with stones. The 
patient had never had symptoms of gallbladder trouble. What 
is the consensus in such a case? Is surgery indicated? 


Edward V. Valz, M.D., Philadelphia. 
Answea.—There is difference of opinion about whether or 


symptoms from her calculi us yet, many complications can occur 
that may be very serious. These are, for example, subsequent 
infection with damage to the liver if it is allowed to become 
chronic, the danger that one or more of the stones may get into 
the common bile duct and, finally, there is the danger of cancer 
of the gallbladder, which seems to have a definite relationship 
to the presence of gallstones. Nowadays the risk of a cholecystec- 
tomy in an otherwise healthy patient is so slight that the best 
advice to give such a patient is to have the gallbladder removed 
before more serious complications occur. 


TURBAN TUMORS OF SCALP 

To tHe Eprror:—Regarding extensive turban tumors of the 
scalp (endothelioma capitis) in a man 57 years old, what 
treatment is , surgical diathermy, or 
radiation? 


W. F. Cantwell, M.D., International Falls, Minn. 


Answer.—These tumors are generally considered to be be- 
nign and are best treated by surgical excision. The extent of 


the defect in the scalp. 


GAS GANGRENE 


To tne Evtror:—A 48-year-old man was injured Nov. 23, 1953, 
when he was struck a glancing blow on the left thigh by a 
log that fell about four feet. Roentgenograms failed to re- 
veal any fracture in the entire extremity; however, extensive 
soft tissue injuries and many superficial brush burns were 
noted. He was immediately hospitalized, and therapy was 
carried out with various antibiotics, including penicillin and 
meth-dia-mer-sulfonamides. Some 15 days after the original 
injury evidence of gas gangrene was noted in the affected ex- 
tremity, and it was necessary to perform a midthigh amputa- 
tion. Dorsalis pedis and posterior tibial pulses were palpable 
before the injury. There is no note in the hospital record of 
their presence or absence after the accident. In view of the 
fact that there was no fracture and that a period of 15 days 
elapsed between the time of injury and the appearance of gas 
bacillus infection, is it reasonable to suppose that infection 
with the gas bacillus occurred in the hospital? There have been 
no other cases of gas gangrene reported in the hospital. 

M.D., New York. 


ANnswer.—The production of gas gangrene is predicated on 
the presence of traumatized avascular muscle tissue that has 
been seeded with Clostridium welchii. The fact that many super- 
ficial brush burns and extensive soft tissue injury were present 
in the injury presupposes that contamination with street dirt or 
other sources of clostridia had occurred at time of injury. It is 
stated that the competency of the major arterial supply to the 
extremity was not recorded. This is significant in interpreting 
the rapidity of onset of clinical gas gangrene. Contrarily, the 
presence or absence of fracture is not significant. Whereas the 
onset of gas gangrene is usually more rapid, 24 to 72 hours, 
it is reasonable that the suppression of the vascular supply was 
progressive rather than abrupt. Again, the use of antibiotics and 
chemotherapy was not without inhibitory effect. While it may 
not be said unequivocally that secondary infection with clostridia 
did not occur in the hospital, from the information supplied the 
probabilities are that such a possibility was excluded once the 
brush burns were converted to closed wounds by the deposition 
of a blood-fibrin eschar. In the experimental animal to produce 
clostridial infection in a wound is impossible once granulation 
tissue has formed. The delayed onset of gas gangrene in an 
injured extremity has been repeatedly recorded. 


SMALLPOX VACCINATION 


To tHe Eprror:—A healthy, young, white man received a cow- 
pox vaccination, and booster doses of killed typhoid bacilli 
and tetanus toxoid. Four days later he had a primary re- 
action to the vaccination. This was reported officially to have 
occurred in 1948, although the patient stated that he had 
never had a reaction of similar nature. On the eighth day 
after inoculation he complained of malaise, aching in his 
ankles, and a few generalized muscular aches. He had a tem- 
perature of 100 F, a primary reaction to cowpox, tender 
enlarged lymph nodes in the left axilla, tenderness and in- 
flammation about the lateral malleoli of both ankles, and 
slight nonpitting edema of both ankles. The diagnosis of 
serum sickness wd& made, and the patient was treated with 
bed rest and moderate doses of diphenhydramine (Benadryl) 
hydrochloride. After five days he was asymptomatic and 
afebrile. What agent was likely to have caused this reaction? 

this man receive inoculations in the future? 


M.D., New York. 


ANSWER.—If the young adult never had been vaccinated suc- 
cessfully against smallpox it is not strange that, when he 
obtained a primary “take,” a reaction with constitutional symp- 
toms occurred. A smallpox vaccination usually attains its maxi- 
mum development by the 10th day. It is not uncommon to 
have some elevation of temperature, tenderness, and swelling 
of axillary glands adjacent to the arm inoculated and a pro- 
nounced local reaction eight days after a primary vaccination. 
The general aches and tenderness referred to are more descrip- 
tive of a typhoid vaccine reaction, which is not at all infrequent. 
The combination of immunizing agents given at one time may 
have been a factor in the reactions. It is not wise to perform 
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not gallstones should always be removed when it is known that 
they are present. The tendency to perform a cholecystectomy 
under such circumstances is increasing, and it has the support 
of many of those who know most about diseases of the biliary 
tract, especially gallstones. Although the patient has had no 
a may require skin grafting to close 
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a smallpox vaccination when giving other agents for active im- 
munization. If there are proper indications for future inocula- 
tions, it does not seem probable that serious reactions will occur. 
If a booster dose of typhoid vaccine is desirable, it may be well 
to give 1/10 cc. intradermally instead of the customary amount 
subcutaneously. 


PAIN IN HEAD DURING INTERCOURSE 

To tHe Eprror:—Three women patients, aged 40, 53, and 54, 
tell me that they have sudden, severe pain in the head dur- 
ing intercourse. The pain occurs without warning at the be- 
ginning of orgasm, lasts from several minutes to several days, 
and, in all three women, happens even when the patient feels 
very well and desires to have intercourse. 1 would appreciate 
your advice. M.D., Kansas. 


Answer.—Sexual excitement resulting in intercourse and 
orgasm always causes a rise of blood pressure. Borderline cases 
of high blood pressure can result in a stroke and account for 
death in some marriages in which an older man tries to satisfy 
the sexual demands of a much younger woman. In the cases 
mentioned, these women are at a time in life when their sexual 
desires are high, and, with the added stress of such sexual excite- 
ment, impairments in their arterial systems not previously noted 
may come to the foreground. The pains are probably the result 
of high blood pressure, and the headaches, whether brief or 
prolonged, are warning signs that should not be ignored. A full 
physical examination is indicated. It would be wise to check 
the blood pressure thoroughly and to inaugurate Precautionary 
measures if they appear to be . Diets, such as the rice 
diet or other low sodium regimens, are often very helpful, par- 
ticularly when an early diagnosis can be made. However, such 
a regimen should be instituted only under very rigid medical 
supervision. A full discussion of the subject can be found in 
“Rice, Dietary Controls and Blood Pressure,” by Seymour (New 
York, Froben Press, Inc., 1951). 


SECTION OF THE VAS DEFERENS 

To THe Eprror:—What would be the immediate and late effects 
on the testicle after sectioning the vas deferens and the vesi- 
cles at the internal ring? M.D., New York. 


Answer.—lIt is impossible to section the seminal vesicles at 
the internal ring. The vas deferens, of course, can be and fre- 
quently is sectioned during surgery for hernia repair at the level 
of the internal ring. No atrophy or other functional disturb- 
ance in the testicle will result from this surgical accident. The 
only immediate effect will be an azoospermia dve to blockage 
of the vas deferens as an avenue for conducting sperm from 
the testicle to the ejaculatory duct. The internal and external 
secretion of the testicle is not interfered with in any way, as 
far as can be determined, by sectioning the vas deferens. 


RENAL TUBERCULOSIS 

To tHe Eprror:—A patient with old calcified tuberculosis in 
the apex of the left lung has a positive smear and culture of 
the urine. He has roentgenologic evidence of severe damage 
to the superior pole and a large calculus in the superior calyx 
of the left kidney. There is no evidence of damage to the right 
kidney. Should a retrograde pyelogram be done to determine 
if the right kidney is infected? Should a left nephrectomy be 
done’ What is the prognosis? 

M. W. Blankenship, M.D., Calvert City, Ky. 


Answer.—Judging from the clinical data in this case, the 
diagnosis should be tuberculosis involving the left kidney. To 
corroborate the diagnosis, however, it would be necessary to 
make a cystoscopic examination together with ureteral catheter- 
ized specimens from either kidney and an estimate of the 
differential renal function. The presence of pus cells and myco- 
bacterium tuberculosis in the catheterized specimen from the 
left kidney should identify the lesion. If the specimen of urine 
catheterized from the right kidney is found to be negative and 
the function of that kidney is normal, a pyelogram would hardly 
be necessary. Retrograde pyelography with renal tuberculosis 
is not indicated when the can be made without its use. 


The positive shadow in the upper pole of the left kidney present 
in the roentgenogram is probably due to calcification in a tuber- 
culous renal lesion and is not caused by a calculus. This is in 
keeping with the old calcified lesion present in roentgenograms 
of the left lung. Such calcification usually indicates high re- 
sistance to tuberculosis on the part of the patient, and should 
make the prognosis better. A left nephrectomy would seem to 
be indicated in this case. 


TUBERCULIN PATCH TESTS 
To tHe Eptror:—The question of the routine use of tuberculin 
patch tests in preschool and school children at our well child 
conferences comes up. Please express your opinion as to the 
value of this procedure. 
Noah Borysh, M.D., New Milford, Conn. 


Answer.—The tuberculin patch test is satisfactory for pre- 
school and school children in most cases. Tuberculous infec- 
tions in children are usually so recent that sensitivity to tuber- 
culoprotein remains at a high level and is therefore elicited by 
patch tests. If demonstrable lesions are present with symptoms 
of acute disease, allergy may be suppressed so as to result in 
no reaction to the patch test. This test is usually considered 
equal to 1/10 mg. of tuberculin administered intracutaneously 
(Mantoux). Therefore, in case of doubt, 1 mg. of tuberculin 
(1/10 cc. of a solution of 1 to 100) should be administered 

y if there is no reaction to the patch test. 


SALK POLIOMYELITIS VACCINE 
To tHe Eprror:—Are there any antigenic substances in the Salk 
poliomyelitis vaccine that would be apt to cause reactions in 
an allergic person? 
Donald W. Bales, M.D., Kingsport, Tenn. 


Answer.—Large numbers of allergic children have been in- 
oculated without any untoward effect even in those who have 
given a history of penicillin sensitivity. Skin tests in these 
persons have failed to reveal any immediate reaction. The only 
antigenic constituent that might cause concern, is penicillin 
which is present in a concentration of something less than 500 
units per milliliter. Further experience will indicate the im- 
portance of this potential offender. 


USE OF OXYTOCICS 

To tHe Eprror:—The discussion on the use of oxytocics with 
cyclopropane anesthesia over the past few years (the last 
noted in Tue Journal, May 22, 1954, page 416) shows the 
confusion that must exist in the minds of those practicing 
obstetrics and anesthesiology. As in the above article, the 
terms, oxytocics and posterior pituitary (Pituitrin), are often 
used more or less synonymously. The reason is that many 
men are using posterior pituitary-as an oxytocic. It is im- 
portant that all hospitals and physicians using oxytocics 
realize that posterior pituitary extract contains both vaso- 
pressin (Pitressin) and oxytocin (Pitocin), the pressor substance 
and the oxytocic substance respectively. Both these agents can 
be procured separately, though the separation process has to 
date not been perfect; that is, when one uses a vial of oxytocin, 
which is the preparation that should be used as an oxytocic, 
there is about a 10% contamination with vasopressin (and 
this situation exists with the supposed purified principle of the 
latter hormone). 

Especially in obstetrics, in which oxytocin is being used 
today more and more routinely for inductions of labor and 
uterine inertia, the situation should definitely be clarified. The 
understandable dangers of using pressor substance with cyclo- 
propane (or without it) should not mislead one in the use of 
the oxytocic principle. Anesthetists who adhere to cyclo- 
propane usage have taken a protective attitude. Those who 
have known the benefits of oxytocin for just as long a time 
believe that it is no more dangerous than any other of the 
commonly used drugs and have not been aware of an in- 
compatibility. Edger D. Knere M.D. 

531 N. Lime St. 
Lancaster, Pa. 
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my favorite story 
In this space will be published anec- 
dotes submitted by physicians con- 
cerning their practice or people in 
general. Contributions for “My F avor- 
ite Story” are welcome. 


Recently, a prominent Eastern physician 
was reminiscing about how he happened 
to break his leg a few years ago. 

“It all started,” he said, “with a trip to 
Europe just after I concluded my intern- 
ship. I was staying at the Crillon in Paris, 
and the chambermaid came into my room 
with fresh linens. She was young and 
attractive—dark hair, brown eyes, and a 
shape like a Hershey bar—all the almonds 
in the right places.” 

After she had finished with the linens, 
she said, “Is there anything else, sir?” 

“Nothing,” I assured her. 


“Then she left. Well, five years later, I 
was standing on a ladder, hanging a picture, 
when suddenly I realized what that girl 
was driving at. So I fell off the ladder and 
broke my leg.” P 


Louise Baker, the one-legged humorist, 
who wrote the best-selling, Out On a 
Limb, once shared a cabin on an Atlantic 


crossing with a lady who thought she 
needed special mothering. Miss Baker had 


a fine time, and usually retired very late. 


Finally, one evening her room companion 
said, “Will you tell me what a young lady 
on crutches does on shipboard until three 
o'clock in the morning?” 

“What do you think young ladies with- 
out crutches do?", asked Miss Baker. 

“Goodness,” gasped the lady, “you don't 
do that, do you?” 


did you know that .. . ? 


A clever financing scheme by Benjamin 
Franklin, and the driving energy of Dr. 
Thomas Bond gave the United States its 
first hospital in Philadelphia in 1751. The 
hospital had fire place heated wards, and 
a remarkably progressive attitude towards 
mental patients. Its policy of keeping 
patients hands and minds busy was the 
beginning of occupational therapy. Able 
women patients were given sewing to do 
or butter to churn. The men ground Indian 
corn, cut straw, did weaving and sawed 
wood. 


quick on the retort— 


The flip answer, and the cutting remark 
have recently become a trade mark of 
American humor both in print and on radio 


and television. Here are some classic 
exa : 
(Cantinued on 42) 
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parenteral solutions “You are absolutely sure there is nothing | 
New Travert (invert sugar) I can do for you?” 
solutions combine with a wide | “Absolutely.” | | 
range of other clinically-prov- | 
en standard solutions to offer Ol QO hy I] 
physicians and hospitals a spe- 
cific formula for every case in a 
which parenteral solutions are 
indicated. 
blood program | 
Provides a means for collect- 
maximum period under vac- 
uum, and then administering ee 
it. The system also offers a 
means of preparing plasma or 
serum, which may be stored 
almost indefinitely, and then 
administered as needed. 
sets and accessories 
There is a Plexitron expend- 
able set for every phase of this . : AN 
parenteral program —for solu- 
tion administration, for blood 
collection, and for blood and | Eel 
plasma administration. “~ 
from one source | 
closures, easy-to-use sets, and 
standardized procedures make 
this program easy to learn and 
efficient in operation. 
No other program is used 
by so many hospitals 
prodects of 
| 
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recommended in hay fever 


“Benzedrex’ Inhaler “can be used for all mucous * 
membrane swellings of the nose such as hay fever, _ 
allergic rhinitis, sinusitis, etc. . .. Use of this 
handy pocket inhaler can be recommended.”: 


Krejci, F.: Wien. med. Wehnschr. 
103:938, 1953. 


| 
Ni 


Benzedrex’ inhaler. 


relieves nasal congestion in seco 


The nasal congestion of hay fever responds promptly ° { 
to the local shrinking effect of ‘Benzedrex’ Inhaler. | 
Weeks of acute misery are transformed into weeks 
of comparative comfort. Your hay-fever patients 
will thank you for suggesting ‘Benzedrex’ Inhaler. 
Each ‘Benzedrex’ Inhaler is packed with propylhexedrine, 
S.K.F., 250 mg.; and aromatics. 


Smith, Kline & French Laboratories, Philadelphia 
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MALT SOUP 


MALT SOUP 


Ertract 


BUY U. S. SAVINGS BONDS 


SELECTED PAPERS OF 
DOCTOR FRANK N. WILSON 


volume will reproduce 53 of the moet important 
te electrocardiograpty by Dector Wilson 
and his associates with notes which add to the interest 
and continuity of the book. It will contain all of the 


al papers that wrote 


1200 pages and will 
retail for $8.00. It will be available by September 1. 
194 and may be obtained by writing directly to the 


FOR THE DIABETIC 


For colorful, sparkling desserts 
salads, suggest © 
GELATIN DESSERT. It's 
sugar-free! Food value 


jon: Protein 3 grams; Carbe- 
hydrate 624 graeme. 


CARBOUYDRATE 
Foods 


TONICS AND SEDATIVES (Continued) 


gown cost $600, “That may be, but you 
can see for yourself that her heart isn't 
in it.” 


And then there is the young man who 


Inferno so he could always answer the 
question, “Now where in hell did I put my 
money?” 


One day word had got around Broadway 
that a prominent producer was going to 
do an adaptation of “Adam and Eve.” A 
famous star of the 20's, still dressed like 
an ingenue, although she showed signs of 


and commented, “I'm going to do a new 
version of ‘Adam and Eve,’ but not with the 
original cast.” 


Out in India, a colonial officer assured 
a visitor, “The natives here worship the 
ground I walk on.” 

“Admitted,” said the visitor, “but what 
do they think about you?” 


Dorothy Parker, in writing of an over- 
praised novelist, said, “He is a writer for 
the ages—for the ages of four to eight.” 


At a dinner party, Miss Parker was 
irked by the behavior of one of those ladies 
of 50 who dress like 20, who was drooling 
over an embarrassed Colonel. Finally, the 
matron said, “It's his uniform. | just love 
soldiers.” 


And finally, there is Cleopatra's famous 
comment to an over-talkative Anthony. 
“Sire, | am not prone to argue.” 


the poetry corner 
The parting injunctions 
Of mothers and wives 
Are one of those functions 
That poison their lives. 


Down in the pits of feeling 
The female lies, bedecked, 
Till man arrives, 
The mind of intellect. 
—Clarence Day. 


While Mr. Calvin Coolidge was Presi- 
dent, a display of social nicety took place 
in the White House one morning. The 
Ambassador from France was breakfasting 


The late Gertrude Lawrence, in speaking | 
of the evening gown of a rival actress she | 
disliked intensely, said, when told that the 


kept his loose money in a copy of Dante's | 


J.A.M.A., July 31, 1954 


bedwetting controlled 


Wet Marm: 


May 22, 1954 


Wet Alarm, for training enu- 
retics. is an automatic device— 
simple, sensitive, safe Awakens 
bedwetter immediately upon on- 
set of urination ... sets up a con- 
ditioned response of awakening and 
urethral sphincter contraction upon 
the stimulus of the distended blad- 
der. Operated by a low-voltage 
battery Does not plug into any 
electrical outlet Harmless as a flash- 
light. Proved successful with enure- 
tics from 3% years up through 
adulthood Contraindicated for the 

normal training of babies 
Complete with easy-to-follow 
directions, for $2395. Order 
through your surgical sup- 
ply house, or write 
Dept. 3 


| 


Health Guardian Corporation 
WISCONSIN 


MONROE 


AUTOMOBILE SAFETY BELTS 
Is Your Lire Woatu $8.95 TO YOU 
For Particulars 


DIETETIC SCALE 
The standard diet scale of the medi- 
cal profession for controlled diets. 
on the 
4 500 grams by 
Staintess steel white enamel 
body, easy to clean 


Model 1411 (illus- 
trated) hos 


price $15.00. 
Mode! 1440 en- 


ome! 
$10.00." 


See your 
Supply Mouse 


(Continued on page 44) 


Northbrook, IMinois 
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A gentle laxative modifier of milk. 
One or two tablespoontuls in day's 
formula — or in water for breast fed a 
babies — produce marked change in | 
stool. Send for samples. 
BORCHERDT MALT EXTRACT CO. | | 
217 N. Wolcott Ave. Chicago 12, il. | Vol. 155, 
No. 4, Page 363 
| JAMA, 
Borcherat | = 
| 
<) being in her 40's, applied for the role of | 
Eve. | 
v2 The producer eyed her for a ——{ 
| 
| 
1.2 Teblespeentuls AM ond PM “ | 
SORCHERDT MALT EXTRACT CO. | | 
217 N. Wolcott Ave. Chicago 12, | | 
| 
| | The Journal of the American Medical Association 
| is noted for its authentic editorial matter and 
| advertising. Readers have faith in the integrity 
| of the JOURNAL CLASSIFIED ADS. 
Edited by Franklin D0. Johnston 
and Eugene Lepeschhin 
| “Yes,” said Miss Parker, “you have in 
| Ory wee P Halmar, Inc., 4734 N. Cogswell Road 
El Monte, Calif. 
including several that have not teen readily available | 
for many years. addition, biegraply of Derter 
Wilson and « complete biblicgrapty are included. The | 
é 
RANSON 
| | 
Naa | 
CELI | 
j | 
protected diol, 
Send tor Catalog of ~ 
C | manson \ 
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Cat treated 
with 
streptomycin 
shows no 
nystagmus 
after whirling. 


Cat given the 
same amount 
of Distrycin 
has normal 
reflex. 


for greater safety in streptomycin therapy... 


Squibb Streptoduocin 
Streptomycin and dihydrostreptomycin in equal parts 


Distrycin has an important advantage over streptomycin. It has the same 
therapeutic effect but ototoxicity is greatly delayed. Since the patient 

is given only half as much of each form of streptomycin as he would have on 
a comparable regimen of either one prescribed separately, the danger of 
vestibular damage (from streptomycin) or cochlear damage (from 
dihydrostreptomycin ) is significantly lessened. 

Signs of vestibular damage appear in cats treated with Distrycin as much 

as 100 per cent later than in animals given the same amount of streptomycin. 


On dosage of 1 Gm. per day for 120 days, ototoxicity was as follows®: 


Vestibular damage % of patients 
Mild Moderate Total 
Streptomycin 
Dihydrostreptomycin 
Distrycin 


Cochlear damage ©? of patients 
Mild Moderate Total 


Streptomycin 0 


Dihydrostreptomycin 
Distrycin 


*Heck, W.E.; Lynch, WJ., and Graves, H.L.: Acta oto-laryng. 43416, 1953. 


Distrycin dosage is the same as for streptomycin. In tuberculosis the 
routine dose is | Gm. twice weekly, in conjunction with daily 
para-aminosalicylic acid or Nydrazid (isoniazid). In the 

more serious forms of tuberculosis, Distrycin may be given 

daily, at least until the infection has been brought 

under control. 


Distrycin 
SQUIBB 
1 and 5 Gm. vials, 
a leader in streptomycin research and manufacture expressed as base 


‘Distrycin'® and ‘Nydrazid’® are Squibb trademarks 
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Wa re 


BACIMYCIN 


Ointment 


WALKER LABORATORIES 


Inc 


YORK 


TONICS AND SEDATIVES (Continued) 


with the President, and discussing an im- 
portant matter. He was somewhat taken 
aback when Mr. Coolidge poured his cup 
of milk into a saucer. A gentleman to the 
last, he did the same thing with his milk. 

The President smiled slightly, said noth- 
ing, stooped down, and gave his saucer to 
a grey cat waiting at his feet. 


The sailor had brought his newly ac- 
quired girl friend aboard a battleship 
anchored in the harbor. During the tour of 
inspection, they went to the bridge, and 
he pointed down to a big bronze plaque, 
and said, “This marks the spot where our 
brave captain fell.” 

“I can see why,” said the eager young 
lady, “I almost slipped on it myself.” 


Some years back, when the New York 
Yankees visited Puerto Rico in the course 
of Spring training, the Don Q Rum Com- 
pany staged a great banquet for the ball 
players, sports writers and prominent offi- 
cials. The remarks of Red Smith, the 
Tribune sports writer, were broadcast. In 
the course of his talk, he kept referring to 
the hosts as the “makers of that wonderful 
Bacardi rum.” 

Every time he said “Bacardi,” a mortified 
Don Q official would jump up, and say, 
“Don Q, Senor, Don Q.” 

Each time, Red Smith would answer 
graciously, “You're welcome.” 


—D. D. 


5.A.M.A., July 31, 1954 


(Continued from page 38) 


SPECIALISTS IN MEDICAL PLACEMENT 


Outstanding ties Dractitioners and 
Board Specialists “valid te Head Departments. 
Associations « Growp clinics « Hospitals « Industrial 


is We may pre- 
No registration fee 
STRICTLY CONFIDENTIAL 


- 


‘essional ~ 
qualify - travel and overseas 
initial ‘salary §8000-510 contract, 


bilities: in reply state professional qualificat and 
experience aphic data and availability 
% AMA. 

tral Minnesot lent hospitals 

Partially may prove satis- 
factory. Box 7 
DOCTOR WANTED -NEW JERSEY a NTRY COM. 


munity bd miles from New a, City needs 

practit ability and 

training, to replace retiring heepital privi- 
attractive opportunity. 


email income 
AMA 


ANESTHESIOLOGIST—BOARD ELIGIGLE; 
available ist year 


theut Heal depart 
A. Seohoria Office 
Hartford Connecticut ut by Auguet 5 

IAN WANTED — WONDERFULLY LOCATED 

20 year general practice in large Minnesota county seat 

hew commeunity heepital, close to medical school 

and lakes. easily nets $54 000 yearly. immedi - 
ately. Box 7135 % AMA 

opening by health 

geon. associate h plastic in laree, mid- 
West clinic, 
salary and percentage 


and raining 
cancer 
arranged nes fee? 


HEALTH OFFICER-—YAMHILL, COUNTY, POPTULA- 
land in heart beauth- 


“As Long As I'm Here, Doc—Lately I've Been Having Some Funny Pains In The Stomach!” 


44 
fi 
lease writ 
A Park Avenue doctor's overdue bills 
now bear a sticker reading, “Long Time, 
Nel Fee.” 
| 
|| 
| 
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| | 
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Musculature of the Lower Bowel 


HABIT TIME OF BOWEL MOVEMENT 


Defecation is a complex process, requiring the coordinated action of the rectal and 
anal musculature. As the sphincter muscles relax, the rectal muscles and the levator 
ani contract to achieve expulsion. In constipation, these structures are burdened by 
the additional effort required to move the hardened fecal masses. 

PETROGALAR helps keep the feces soft, moist, and easy to evacuate. It disseminates 
bland, unabsorbable fluid throughout the intestinal contents. Facilitating the restora- 
tion of regularity, PeTROGALAR also helps maintain habit time of bowel movement. 


PETROGALAR 


Aqueous Suspension of Mineral Oil, Plain 
Supplied: Bottles of 1 pint 


Also available: Phenolphthalein PeTROGALAR 
(Phenolphthalein, 0.3%); Alkaline PeTROGALAR Wyeth 
(with Milk of Magnesia); Unsweetened Petro- 


GALAR; Cascara PeTROGALAR (nonbitter fluid- ry 
extract Cascara Sagrada, 13.2%). Bottles of 1 pint Philadelphia 2, Pa. 
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RAPID CURES 


of urinary tract infections 
prevent permanent kidney damage 


FURADANTIN 


@ rapid action 
e@ wide antibacterial range 
50 and 100 mg. tablets and 
Pediatric Suspension, 4 fl.oz. 


(Continued from page 44) WANTED IMMEDIATELY—GENERAL PRACTITIONER 
setvice Augus 
SEVEN MAX GROUP LOCATED IN THE MIDWast 
while AMA EXCELLENT OPPORTUNITY FOR AMBITIOUS YOUNG 
general man shortly con- 
PHYSICIAN — WITH PSYCHIATRIC TRAINING OR | marily 
eiperience. graduate American school holding medical wheel graduates interested ua ily in 
— salary less $73 per’ month 
shout laundry positon WANTED IMMEDIATELY —A PSYCHIATRIST: CEN. 
the can schtatry New. 
Grate Mespitel, Rene, Nevede. eligible for certification, for position of clini 
eal director at Northampton State Hospital +; salary 
CALIFORNIA $9480 minimum, $11,250 maximum; with oppertunity te 
live near hospital in an §& room house, heated, lighted, 
telatively low rent; also wanted: senior physicians, | 
ROCKY MOUNTAIN STATES with experience in pathology and 1 with experience in 
TH work; salary 85.250 minimum, $16,080 
PACIFIC COAST Communicate with: Dr. J. H. Fernand Longpre, Buper- 
intendent, Northampton State Hospital, 
openings, general, Massachusetts. 
Inavatrial end Specialties. ANESTHESIOLOGIST — TO JOIN ESTABLISHED 
CONTINENTAL MEDICAL BUREAU, Agency ryt and be Board eligible: 
ver itiens av ately. Write com- 
4 plete details to Hex ©. AMA. 


J.A.M.A., July 31, 1954; 

WANTED — GENERAL ERACTITIONSR ; 

ne investment opportunity 6000 

draming area should easily het $12,060 to? 15,000 
st year. Choursi's Drug ore, Golden 

Loutsiana. 

- PRACTITIONER TO TAKE 
oe large practice in northern California town: 


jon 2000; approxim mately 60 miles from San Francisco 
wil sell for price of equipment. Box 7124 C. % AMA. 


PHYSICIAN AND SURGEON—RURAL COMMUNITY; 
afea popu 


lation 3000, clinte and living quarters; 

a ; 2 open staff hoepitals 17 miles 
physician specializing; unity start 
Contet: G. T. Brown, Lav vaca 
Arkansa . 


(mental) hospital, be “qualified for state 
at Contact: H. Siarteie Tait, Superin- 
tendent, Weston State Hoeepital, Weston, West ba 
ASSOCIATE UNIVERSITY SERVICE PHYS!- 

clan; man in good health; under 30; annual 
salary $7500. Apply: Charles Decker, Director of 
Student Affairs, University of Idaho, Moscow, Idaho. C 


INTERNIST—BOARD QUALIFIED OR CERTIFIED 
man group well 3 


WANTED—ASSISTANT PHYSICIANS: $5160- 
a, ~ eastern state mental 


for Box 
fers 


WANTED — A COMPETENT 
c AMA * 


MD INCOME UP 
to $17,000 per year jones ; 
middle Atlantic States. Box Cc, % AMA. 


ADMINISTRATION: dir vel gen heep ige size; 
ANESTHESIOL One work's toward Beards; to 


dept. 3OO beds. cite 3 med schis. 
ASSISTANTS: ( GP 
duties & OG; univ. 
iw.  G internist, race: €. 
research. 


"s $12,000; early prtnr; 
area; Calif. (s) Ass'n; impor med gre; well 
organ. ; SE (t) GP qual anes; ass'n; 
men est w offices in 100 bed hosp; $10-$12.000; 
early ; | te Chee; (u) GP; asen 2 GP's 
& int medicine; own hesp; 
INDUSTRIAL MEDICINE. Ui) ted mew serene 
; new 
2000 ar med center: BE 
Staft; 


aon 
INTERNAL €: Ass'n; 6 


becom'’g estab 

ten A, univ city; SW. (1) Hd dept; 
sur 25 ; mew clinic; 
facil; $12-$18,000; Calif. One qual chest dis- 
‘a; yrs staffed by 14 specialists: 
univ city; Pac NW. in) Cees: 18 man 
im 200,000; W. (e) With rheumatic 
an tra’d internist; MS. Ph.D. 
Dipl, excel @ & connections; ige 
OBSTETRICS-GYNECOLOGY: Ass'n 35 man 
AY univ ten; MW. th) He dept; 
15 000; SE. (i) Uneppesed tec; $30-$35.000; 
ORTHOPEDICS: (e) om mostly Dipis; 
tnd. 6 man 

; 10 man Fia. 


> 
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2 


twa ; 
PSYCHIATRY a NEUROLOGY chee Dir mental 
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effective placement 
STRICTLY CONFIDENTIAL 
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PEDIATRICS 


Prepared in The interests Of The Profession By The Pediatrics Consultant Staff Of H. J. Heinz Company 


lron-lack ANEMIA 


A WE KNOW, ordinarily little iron 
is lost from the body except in 
cases of accidental hemorrhage. The 
iron released by normal red cell 
destruction is re-used in the con- 
struction of new cells. 


@ As a baby doubles and triples in 
weight, however, it is obvious that 
more hemoglobin must be con- 
structed. Experience has taught us 
that babies born immaturely, or 
from mothers who were themselves 
deficient in iron intake, are supplied 
with only a small amount of reserve 
iron at birth. Since neither breast 
nor cow’s milk contains much iron, 


such infants, and others particularly 
fast growing, are unusually suscep- 
tible to nutritional anemia. Since 
the iron reserve cannot be estimated, 
it is not always apparent which 
babies are the most susceptible. 


@ Many foods either contain no 
iron or have little readily available. 
The mother may do an excellent job 
in getting a baby to take solid foods 
early, and yet not realize that 
potatoes and gravy, certain cereals, 
vegetables and breads furnish little 
iron. We, as physicians, are respon- 
sible for seeing that the mother 
feeds her infant, preferably by the 
third month of life, supplementary 
foods containing an adequate amount 
of iron in a readily available form. 


NOTE: These bulletins are designed to help 
disseminate modern pediatrics knowledge 
to the general medical profession and will 
appear monthly in the Journal of the 
American Medical Association. 


Baby Foods 


You Know its 
Because Its Meng! 
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OVER 50 VARIETIES—Strained Orange Juice, Pre-Cooked Cereals, Strained Foods, Junior Foods 
(577 Symbol Of Fine Quality Since 1869 
The Nutritional Statements Made In This 
Bulletin Are Acceptable To The Council 
On Foods And Nutrition Of The American 
Medical Association 


Something NEW is Cooking 


THINK! how these amounts 
would help in paying 
ESTATE TAXES 

in case that you are 
accidentally killed..... 


TOTAL DISABILITY 
either from 
ACCIDENT or SICKNESS 


$4000 000 ASSETS 
$20 000 000 CLAIMS PAID 


S3 YEARS OLD 


MORE INSURANCE NOW AVAILABLE 


$500.00 
$400.00 
$300.00 
$200.00 
$100.00 


ific benefits also for loss of sight, limb 


or limbs from accidental injury. 
Also stoaptest Insurance for Members & 
their Famili 


PHYSICIANS CASUALTY 
AND 
HEALTH ASSOCIATIONS 


OMAHA 2. NEBRASKA 


(Continued from page 46) 
NUTRITIONIST — MD; PREFERABLY WITH AD.- 
vanced or ; 


investigations in nutrition for large mid-western ethical 
and interests in Bou 6865 % 
LOCATION AND TIPMENT — OF DECEASED 
aval public square locat 
as physician's office for years in city of 
2 itals: County al Hospital tres - 
pitel in connection with State 10.0.F. Home Con- 
tact: H. MeKee, of Hugh H. Wickens, 
at Greensburg, Indiana. 


Atlanta. Geergia 

We serve the South. 
Write us for information about openings. 
(Mrs. Stewart R. Roberts, Director) 


WANTED AT ONCE — ASSOCIATE IN GENERAL 
Practice; small private hoepital; nerth central lows; 
salary open. Box AMA. 


DIRECTOR PSYCHIATRIC TRAINING—FOR BED 

tal +; adjunct aR. 

cat $1,008" Bou % AMA. 

HOUSE PHYSICIAN—S BED HOSPITAL; 44 HOURS 
week, #8400 menth; « 


Contact: J. Nothum, Decters Hospital, 2711 W. W 
St.. Milwaukee, Wisconsin. c 


WANTED —TO FORM NEW CLINIC IN COLORADO 
Colerade; obstetrician - 


and alt 
submit particulars in ist letter. Geox % 
AMA. 

ADVENTUROUS PHYSICIAN — FOR MAINE COAST 
Island; subsidy provided lable 
struct modern clinic; jeularly attractive opper- 
tunity for man of woman iring participation in com- 
menity life and/or from city . 

Sea Coast Mission, Bar Harbor, Maine. c 


WANTED—GENERAL PRACTITIONER WITH 
about of each, clinic and 4 


J.A.M.A., July 31, 1954 


we ON WANTED — FOR 
teaching; state Ber 
% AMA. 

YOUNG, AMBITIOUS INTERNIST— 
some general for a year or 2; building « small 
clinic rural Dakotas with 2 well-establiched 
physicians in 2 ne ; must be hardy. 

resourceful, capable work, interested in 


hard 
c, % AMA, 


FOR SALE—WELL EQUIPPED SMALL HOSPITAL: 
Texas; bleckland farming area; 15 beds; 
ern X-ray and laboratory; opportunity for 2 


teks % ‘AMA. 


; opportunity for physician to take 


te start—eppres Pal $ 


arrangements desired Contact L. Leventhal. 
215 Weyburn Building. Louisville, Kentucky, phone 
Wabash 6784. collect c 


IMMEDIATELY—TUBERCULOSIS PHYSI. 
cians Vv ja; under 


ALMOLIVE BUILDING 
| ADMINISTRATION: (A59) Med. dir; qual. direct resi- 


professional services. 
ANESTHESIOLOGY: (875) Teaching 300 beds; 
tee-for-service; E. 
ASSISTANTS: (Ci4) By GP well "dé. 
Wis; $600.9000, partnershig. 


: 
iif 


if 
i* 


. town, w 
OBSTETRICS-GYNECOLOGY: (G96) Ass'n. busy private 
practice: res in ©. 3; near NYC; partner 
(G97) Te join dept ob-gyn, one of leading 
ORTHOPEDICS: (464) Head 12 man 3 
PATHOLOGY: gen 
beds. qual 


48 
@olegie part of __ __ epportunity and geed 
equipment. Bex 7027 % AMA. 
ANESTH ESIOLOGIST—FOR ASSOCIATION IN PART 
nerehip. practice; with Beard diplomate of 
anesthesi Lewleville; practice much larger than 
Virg ta essential. salarien experience starting 
experience 
able living expenses; liberal retirement; vacation and 
sick leave on opportunity fer advancement. 
. Write: State Commissioner, State Department 
of Health, Richmond 19, Virginia. Cc 
Bureau 
V 
ALSO included in 
these plans... . | 
Each month for exclusive of ob, estab’d 20 yrs; growing tuburban 
area, near med. center, New Vert; partnership 
EENT: (068) Ote. head dept, (5 man estab’d ‘27; 
sew clinic 75.000 ; ilities 2 med 
scheols. (070) with Beard oph; partner- 
ship after ist yr; Calif. (D071) Ote, Dipl. or elig 
head dept. 28 man group estab’d 32 yrs; expansion 
pregram; univ med. center; SW. 
GENERAL P 
estab 
Spec facilities: 
city, 
ss, 20 
Ass'n. 
& teachi 
ino 
| int 
| (F29) Gastreenterologist; ass'n. 3 Geard internists; 
yr; bie 
| : (004) Head dept. small group; 
partnership; Se. Calif. (K95) Ass's, group of 
pediatricians; college town, (20.000 MW. (K96) 
Ass's several Goard men; Flerida. (K97) Head dept, 
tewn, SW. 
| RADIOLOGY: (130) Mead dept, 14 man group: newly 
equipped dept; early partner; coll, town, 100,000; 
MW. Wend dept, sew 300 bed 
Gon. surgeon qual. troumatic sure: 
small group; county seat town, rich farming area. 
(M63) Preceptee by twe Geard surgeons, on faculty 
med. school; MW 
PSYCHIATRY & NEUROLOGY: (N22) pref. 
| 
MEDICAL PLACEMENT ter children. ents faculty 
15 Peachtree Place, N. W. | oS: (Pi3) Med dir; 200 san; Calif. 
Please Send for Our Analysis Form 
Burneice Larson 
OIRECTOR 
(Continued on page 50) 


Corn Products Refining Company 


LicnT and dark Karo 
are interchangeable in 
formulas; both yield 60 
calories per tablespoon. 
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(Continued from page 48) 
clate in and pract laraee western 


jee, 
community; furnish full details in reply. Boa 6827 C, 
AMA. 


WANTED — RADIOLOGIST; TEMPORARY: TO RE- 
tegular radiciogiet @he be in armed services 
of 18 months: meet be Hoard 
Apply: County Heepitel, Ravenns. Obie. 


WANTED—INTERNIST: BOARD rice: T 
man 138 bed hespitel; closed 


certi 


$4. with future pleasant 
Geox 6688 C, % AMA. 

WANTED — DERMA IsT SEVEN MAN 
group in mid-western city; shove average faci 
financial opportunity. Box 6884 C, 


~ $HAY MEDICAL AGENCY 


Service of Distinction since 1914 


ANESTHESIOLOGIST: te head of 185 bed 
active oper 2500. 


diseussion, 
INTERNIST: (a) © 
average midwestern 


i 

a i 


ie 


; 
i 
i 


3 


35 

iss 


ik 
i; 


i 


7 


ip 


te start; 
RADIOLOGIST: 
$12.000 ist yr.; more 


stubebr 


A assoc 
pad vacation. 


THE NEW 


Yavor 


VAPOR TER 


iMAPROVED 


NHALATOR 


PLEASE DO NOT ASK for the 
names of classified advertisers in 
the JOURNAL who use box numbers. 
It is our agreement with these adver- 
tisers that the information will not 
be released. Address your replies or 
inquiries to the box number given, 
% A. M. A., and they will be for- 
warded promptly. 


~ 


FOR THE DOCTOR'S LIBRARY 


| 
DOCTOR.... 
1S THIS ONE OF YOUR PATIENTS? ||| | | 


(Ces? from chidren's dental clin jon 
moloctvsion dve to thumb sucking) 


WHEN TREATMENT 1S INDICATED TO 
DISCOURAGE THUMB SUCKING 


sporon 
TREATMENT: 


wepications: Ringworm of the scalp with specific emphasis on Micro- 
Audouini 


Salinidol’ cos 


SALICYLANILIDE OINTMENT 


\ DOAK PHARMACAL CO., Inc., 11 WEST 42nd ST., New York 36, N.Y.’ 


J.A.M.A., July 31, 1984 


tions. Gen 6689 C, % A 


WANTED — PEDIATRICIAN: FOR SEVEN MAN 
in mid-western city; ahove average 
financial . Bom 6883 C, 


by established GP; 
man should be qualified 


ASSISTANT PATHOLOGIST — BOARD ELIGIBLE 
required: and to assume responsibility for 
= of pathology program upper Ohio, 

hospital *+ with 15,000 annual admissions; now 
expanding to 500 beds; ample opportunity for wide and 
attractive salary commensurate with qualifications ° 
tect: Pathologist, Aultman Hoeepital, Canton, Ohio C 

CORPORATION SEEKS MATURE DOCTOR F 
Mevada Las 3 


near ; examina. 
tions: safety supervision; aid: plus 


OBSTETRICIAN-GYNECOLOGIST — weer: 
university trained: 
6 man epeciaity group; excelient finan. 


WANTED — ANESTHESIOLOGIST: CERTIFIED OR 
eligible to established private atve 
details of in let letter. 


anagement. Attention. 
24 East Sixth St.. Cincinnati 2. Obie. 


GENE ANGELES-LONG BE 
Continental Bureau, Agency, West 


WANTED — YOUNG PHYSICIANS; INDUSTRIAL 


atrirts, anesthesiologists 
teau, 7 East 42nd St.. New York, New York. Cc 
OBSTETRICIAN-GYNECOLOGIST IN SOUTHERN 
California town seeks Board qualified associate; 


with rate. ° 
ship after 


years. Business and teal 
Les Angeles. California. 


Bureau. 


return; 


has been successfully placing physicians and medical per- 
sonnel in happy situations since 1926. 
THE NEW YORK MEDICAL EXCHANGE 
489 Fifth Avenue (Opposite Public Library) 
Specialists in Selection 


INTERNS AND RESIDENTS WANTED 


The @ signifies a hospital approved for internships 
and the + approved for resdencies im specialties 
by the Council on Medical Education and Hospitals 
of the A. M. A. Consult Council's approved list 
for types of internships and residencies approved. 
WANTED—RESIDENT PHYSICIAN, LARGE INSTI- 

tution for mentally deficient; becated in nice resident 

006; practice ¢ 


for wee 


of surgery: 
holidays, sick leaves. and vaerations with full pay; 
enance f Dot available 


16, 


ae 
beth. 
EN 
Runs up te 
$5 E. Washington Street 12 Heurs 
Chicago 2, Illinois 
hese | | MEDICAL DIRECTOR: 
i ri i i train, t 
DISEASE CONTROL DIRECTOR: to 910.000: | censed oF eligible; prefersbiy younger man: permanent 
control & prev. measures relating te communicable 
4 Rencommunicabdle diseases. Cole 
CENT: 16 man clinic seeing 36.000 of more pationts « 
practicé assist > man in oriv. 29 
bed hese. & ding. clinic; Re overhead ; teal 
INDUSTRIAL: (a) with ay practice; tetal inceme can 
be $10,000 per year; epety for yee man to set 
we oractice and learn; company has 
hese. and house avail. (6) urgent need fer time 
‘eines 
| 
| | 
| 
os. 
yr: 
OPHTHAL | 
Sectional Bookcase | 
Qe trem Vv 
attery at 40% Saving 
ontwore Buy direct to meet your | 19 
anced immediate requirements 
deep 1 edd “tienes as your | 
_ will be We comme | South c 
fesponsibility for match-| 
ing WANTED — TWO MEDICAL ANESTH 
' Furnished in different de fee for service; upper New York State.*+ Box 
AMA 
signe, Woods and finishes 
Pa | ter catalog DERMATOLOGIST—CALIFORNIA LICENSED: ENTER 
Ne jm—~T56 area with only | man this Ferme entire county; 
woSsTROM independent basis Continental Medical Agency. 
Cc. 510 West 6th Street, Los Angeles 14. Cc 
Little Falls, | MID-WEST COLLEGE sTU- 
Made for the better dent health work, mental hwgiene and cooperation with 
homes and offices counseling bureau; peychobiclogical emphasis desired; 
since 1899 work, salary satisfectory. Box % 
AM: 
| means i GENERAL PRACTITIONER — CALIFORNIA: QU 
i fled surgery and OG; assume established pract 
going inte service; remain as associate 
| ex tly equipped offices and hospital in this attrac- 
tiwe By Coast Medical Bureau Agency, 
| | 703 Market, Francisco 
Cl of (3 im northeast Tex ; | 
if experienced; have ther. & 
bore ce 
; beginning sal $7500 == 
40 bed hosp; 2 time phys; Pac. NW 
SURGEON: Assoc. with man curing beautiful modern 
with $12,000 guarantee; fe invest. 
TRAUMATIC SURGEON $200 and wp te start depend. 
ing on qualifications, central Cal Order trem yeu upply heuse pharmacist 
De RMA A ALTIES FOR AU ARI limited te general medical services but there is opper 
. tunity for experience in pediatrics and moderate amount 
moderate physical handicaps no bar to employment . 
Write for ,  leense to practice medicine in Indiana required. Write 
Superintendent, Fort Wayne Siate School, Fort Wayne 
(DOAK BRAND) Indiana D 
literature 
charcel somples | ENCIES 
Apoly .. . Greoseless . .. Odoriess . . . Stainless = 
and 
| Director, 
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WANTED—SURGICAL RESIDENCY BY A 17 MAN 
midwest group; Diplom 


standing young des de 1 
in emailer communities Bex 7104 D. AMA 
FOR 


ears training; teaching general heepital * +; 700 
pati visits 60.000 yearly stipend and full 
nized te am diagnostic 

ond therapeutic fadiology; i er i 
ss; 3 full-time Diplomates; affiliated with New 

ork Medical Center. Address 
Director riment jolegy, St. Vincent's 
tal, New York 11, N. 


month. may be available suitable candi- 
date, 1 pre ious trtning in required. | 
Write: MD... Medical of ‘irginia,* + | 
Richmond, reinia 


GENERAL PER MONTH awe | 
maintenance advancement. 72 active. 
bed hospital; large clinic; considerable surgery; pesi- 


PSYCHIATRIC RESIDENT — ONE YEAR 
residents en of American co 


lege and have from | 
asswor 

immediately; at Maricopa County General 

Ar isites: comple- 

tien | year appreved rotating internship; salary $256 
toom, beard 


on well equi 


Administrator, Horton Memorial Heepital, Middletown, 
New York. 


WANTED RESIDENT IN ANESTHES! AMA She knows... 
aren: give and iatingnd vacancy | when she hands you 


*,? 
MEDICAL BESIDENCY— RED GENERAL HOSPI- Tips it's 
t om “alifornia. 
FULLY APPROVED FELLOWSHIPS IN INTERNAL : 
ne offered by Hertzler Research Foundation 
Hoeepital + Apply: Resident Com- 
mittee, Mertzler Clinic, Malstead, Kansas. Yeu knew 
RESIDENCY IN GENERAL PRACTICRN — BED 
al hospital; available now; $300 plus a when you pick upa 
1 maintenance. Apply: Petersburg General Hospital, Ti that 
Petersburg. Virginia. Db ‘Q- ips it 
. 
INTERN ROTATING ASSIGNMENTS: 100 BED GEN- never let 
Stockton, California. b 


200 => A. Bt HOSPITAL*—NEAR BOSTON: 
all res resident graduate of an 

— only ; tal fully 

and rated class A; salary commensurate with quali- 

ficat stating qualifications in ist letter; 


in medical circles 


personal intery y W. BK. Amesbury, 
Administrator, The Waltham Waltham, Mas- 
sachusetts, knows ‘Q-Tips’. It 
WANTED— IMMEDIATELY TWO JUNIOR ASSISTANT has been used more 
resident fully accredited 4 year 
Training in assoctat pitais * + ; st 
car and year $2000, ard year $i200, 4th year prepared cotton 
3400 Apply: Dr. Emmett, Chesapeake and i } b 
Ohio Hospital, Cithen Virginia. D swab. 
WANTED — RESIDENTS IN PSYCHIATRY; AP- : 
proved fest jes available; large eastern mental hos- } 
pital + exe achi including t- 
te university courses, training in modern . 
le five annum. Box TOTS 


MEDICAL RESIDENCY—BOARD APPROVED; OUT- 
standing active service; complete mainte- 
mance, s 3 
apartments avai fami ies of 


Gene K Administrator Hospital. 
2000 Chureh + Nashville 3, Tennessee D 


equipped; fully approved residency 
radioactive radiology. Apply Morton MI, 
(Columbia Hespital.*+ 3321 N. Ave., 
aukee 11, Wisconsin. 


wery nternal med 


progr year pro- 

ly. Administrator, etrick Memorial 
tal,* tkeley, California. 


Hospita Erie, Pa.; = ed 413 

or «general salary plus full 
maintenance, contact the director for 


ssional 

MEDICINE—ASSISTANT RESIDENT IN APPROVED Profe samples 
am. Apply: South Baltimore General Hospital. mailed on request. 
imore 36, Maryland. b 


ed Medical University of Colorado (Tips Inc., Long Island City 1, N. Y. 
fully” program in bed 
ing large southwestern area. Write: Manager, Veterans Q-Tips® 
. New Mexico. 


2nd year pat “pathology “por full informat 
service; 3 bed Tesidency 


, Dr. Martin ‘Montefiore 
St. & Bainbridge Ave., Bronx 


UNEXPECTED THREE YEAR 
ist position. 


plus maintenance 
with $25 annual increase. . with full details, ist 
letter, Superintendent Hospital,* + 


EXCELLENT RESIDENCY IN ORBSTETRICS-GYNE- 
cology; Board maternity and eal 
clinic service ; stipend plus living out allowance married 
residents. Apply. Joseph's Infirmary,* + Aten, 


Georgia. 
APPROVED OB-GYN RESIDENCY —AVAILABLE IM- 
eligibility 


month St. Elizabeth 

APPROVED MEDICAL RESIDENCY. APPLY: HAR- 
tishurg Polyclinic Pennsyl- 


Hospital,*+ Harrishbure, 
Vania. dD 


nTEEere AND RESIDENCIES AVAILABLE IN 
Obetetrics and 


ans practice ; AMA, AHA, and ACS ed 
bed general hoepital.*+ Apply: The Administrator, 
Riverside Hospital, Newport News, Virginia D 


THREE YEARS APPROV RESIDENCY—IN 08- 


OTOLARYNGOLOGY AND MOLOGY RESI- 
dency —AMA residency approved; excellent training in 
clinie and surgery; stipend and full maintenance 
Harlem Eve and Ear Hospital,+ 2009 Lexington 
Avenue, New York City 3). Db 


residency bed general id-western 
tull — uniforms ; stipend. $225- 
x Db, AMA 
of Minnesota Hospitals, Mi 
istration Hospitals and associ 
every 4 weeks. A T. Koight, MD. Direc- 
tor of Anesthesiology, University of 
Minneapolis, Minne D 


RESIDENCIES WANTED 
IAN GYNECOLOGIST — SECOND YEAR: 
references, 


Tecent prev 
internship and to early fall or winter. 
Box 7084, AMA. 


INTERNSHIP IN fon whe has 


PARTNERS WANTED 
PARTNERSHIP PRACTICE—IDEAL FOR INTERNIST 
surgeon of eer tioners 

ship established practice 


months + 
to introduce. Box fies AMA 


LOCUM TENENS WANTED 


rmy, ginn 
in neothern of Michigan's lower 
o . fishing. skiing: private practice; house 
available. Box 7115 G. % AMA. 


Rahway Avenue, Woodbridge, New Jersey a 


LOCUM TENENS: Two 
privat ~, diagnosis and t 
‘San Prenric Ray afea; must have California 
license end be draft exemot. Bes Tove G. % A AMA 


SITUATIONS WANTED 


DM AND DDS—GRADUATED IN WITH 
ences. present residing in Australia; sees 
jon anywhere in the United States 
tal of institute would have to sponser his conse ation to 
the United States. Bex 7127 1, AMA 


RADIOLOGIST—15 as ARS TUMOR CLINIC: EXTEN- 
sive radium 


jdge); desires radiclegy department, ferably 
therapy. teaching clinic. Box Tiles 1, G% A 


man : ars old, ma wit 
position at @ private sanesterium of state hospital for 
mental diseases. Box 7134 1, “% AMA. 


37; WELLL TRAINED: 
amily; Category 1V; licensed Pennsyiv and 
sey, position in East, but will 

west. Box 7125 1. \% AMA. 


in New York, New Jersey, Connecticut. Obie; 
. association. Box 7128 I, % 


(Continued on page $4) 


instructors and assistant professors in university medi- | 
eal schools; | year program designed to train one to | ' 
carry on the commen surgical procedures useful in 
general practice; adequate salary for one unable ty 
afford ordinary residency. designed to meet the needs of 
commencing January let, and July Ist, 1954 a 
almost 10,000 surgicals annually; fully approved for 
at al a at 5 oo 
Ohio. 
(surrounding area 40.000); excellent hospital 120 beds, 
open staff; grossed $76.000 in 1953 with each man 
AMA 
| 3 | 
| 
special training radiation physics. isotepes (including 


31, 1954 


atopic 
dermatitis... 


acetate ointment 


In 9 Gm. tubes ot 1.0% and 2.5% concentration 
*Trademark for Upjohn’s brand of hydrocortisone (compound F) 


The Upjohn Company, Kalamazoo, Michigan 
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The bright Side 


by 


A woman, her arms filled with packages, got on a 
downtown bus with her small daughter. The child had 
the fare for both in her fist. As she deposited it, she 
smiled at the driver. “I'm paying for mummy,” she 


confided. “She's loaded.” 
+ 


As most readers of Hollywood news already know, 
for some time studios have been cutting down on their 
stables of actors, directors and producers. We have 
just been told of two actors who met on the street one 
day recently in Hollywood, looking very glum indeed. 
Lamented one: 

“I haven't made a picture in almost three years.” 

“That's nothing,” replied the other sadly. “I haven't 
made one in five years. I sure wish I could figure a 
way to get out of this business.” 


Guy Lombardo sends in this conversation he over- 
heard between a couple of defense wardens. “What 
would you do if you saw a flying saucer?” 


“I'd call a cup.” 


The two friends met on the street and greeted each 
other warmly. “Where'’ve you been keeping yourself, 
Joe” asked one. “I haven't seen you around lately.” 

“And for a good reason, Al,” said his friend, beam- 
ing. “I'm in love!” 

“Congratulations, old man—tell me about her.” 

“Well, she’s wonderful. Big blue eyes, hair like spun 
gold—teeth like pearls—-and she weighs 300 pounds.” 

“300 pounds!” cried his friend. “She must be mighty 
fat.” 

“No—but she’s p-r-etty fall!” 

+ 


A broken-down, shiftless character approached 
Michael Curtiz, the movie director, in front of Roman- 
off’s recently and asked Curtiz to help him get started 
in a film career. 


“What have you been doing?” asked Curtiz. 

“Well, I've been unemployed fer four years.” 

“What!” cried Curtiz. “And you'd give up all that— 
for this life of insecurity?” 


+ 


Strolling around a mental home, a visitor asked the 
inmate his name. 

“George Washington,” was the reply. 

“But I seem to remember the last time I was here you 
were Abraham Lincoln,” the visitor said. 


“That,” explained the man, “was by my first wife.” 
+ 


A well-known playboy, famous for his devotion to 
the bottle, staggered into the apartment of some friends 
the other night in the midst of a very formal dinner 
party. 

The host, very embarrassed, steered his unsteady 
pal into the hall. 


“What's the big idea of coming here in this condi- 
tion?” he demanded. “Besides, you weren't invited.” 


“Oh, is that so?” was the haughty answer. “Well, 
for your information, | wazh not only invited—I de- 
clined!” 


Fe 


“...and When I Explained to the Telephone Company 

That Some of My Patients Talk Much Easier Over the 

Phone—They Did Not Hesitate in Giving Me an Extra 
One.” 


53 
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AL PATHOLOGIST—39; BOARD: 
CLINICAL PA 


tology; assistant desire own 
department with 


— #4, CERTIFIED IN- 
medic and cardiolegs 


clinical assistant profes 
anent full time pesition | North East or Middle 
Atlantic States. Bea 1, AMA | 


RADIOLOGIST — 41: BOARD CERTIFIED. NOW IN 
private practice, prefer clinic or ——. with other 
radiologist formerly assistant 

medical school; Avai 
immediately, Box 7 1, AMA. 

INTERNIST — TO — 
clans, extra 
in operation: of anaesthesia . 
MeAlester. Oklahom 1 

INTERNIST-GASTROENTEROLOGIST — 

and whiversity trained more than years; in- 
ard other technical procedures; 
1V; desires association with clinic, 

Box 7130 1, AMA. 


GENERAL th--~ — BROARD 
passed Part 1. Diplomate national board, family. 

association on 

Box 7118 1. 


PY OFFICE 


family: 
@reup or 


GENERAL DESIRES ASSOCIA. 
tien with GP Chicago area; fami Category IV; * 
years experience and industrial. University 
Iilinels graduate; Cook County internship. Box 
% AMA 

tro: = 


ational Boards; 
Rast and Box Sin I. % AMA 


— ELIGIGLE: A BALDING WW; 

happily married. family; National Boards; some ° 
experience. desiree ans wtih tnd 

“Sa 

Tt. % AMA. 

shes assoria- 

practice on 

AMA 


MARRIED. 
association 


or will 
J, 


FACS: 
consider 


tai mat 
percentage. West prefer Box 


— — ROARD CERTIFIED: 
experienced 


in private practice; will 
, x... oppertanity with good working condi-— 
tiens and future. Bex 7110 1, % A 


states, Warr position in 

Bow 1 AMA 


arrangement. 
of 30.000 West. Pacific Coast 
Agency. 703 Market. San Francisco. 


ST ROPON — DIPLOMATE AMERICAN 
eurgety: university heepital training: 
desires association with established 
AMA 

RADIOLOGY—BOARD CERTIFIED: CONSIDER HOS- 
pital, group. associate. 

excellent isetepe and 

Call 
Chicago vicinity. 


BOARD OF 
Box 7136) 


therapy rience. 
AMA 


ENERAL TWO GENE 


small group. Bou 685) AMA. 


BOARD ELIGIBLE: 
academically minded: 


The right combinat on 


ELIGIBLE GNVINCIBLE METAL FURNITURE CO., Menitowoc, Wis. 


ing 

- essortetion with individual or 
tn Mid. Went; Iilinels, Indiana, Obie, Box 
A 


e933 1. 
INTER ~~ YALE GRADUATE. 
married. trai 
and « health, ‘industrial medicine. desites 
a? appointment in of near Loe Angeles. 
Bes 1, AMA 
at —A ELIGIBLE. FACS: POUR YEARS 
fesident: . and traumatic 
nome 
824 1,% A 


or 
preferred. Box 


experienced 


industrial ror 
mation regarding leration of 
or individual. Box 6047 1, “ AMA. 


INTERNIST—3!: BOARD QUALIFIED; SERKS 
sirable location for private practice community 
16.000 to 25,000. Box 7065 1, % AMA. 


married. desires group practice, preferably with teach 
ine oe ties in city over 100,000. Box 6868 1, 
AMA. 


DERMATOLOGIST—%5; HAS PASSED BOARD EX- 
aminations, leaving wife, obstetrician- 


ate practice experi- 
ence. desires appointment. Box 
1. AMA. 


AMA, 535 
I, ond it will be 


reply , Care 
North Deorborn St., Chicago 10, 
transmitted to the odvertiser. 


Kimonmnas 
REQUIRE NO IRONING ; 
yet can “take” public laun- 


dering. 48" long; open full 
length. And they're O.K. for 


X-ray. 


TECKLA GARMENT CO. 
Worcester 


P.O. Box 8 ass, 1, Moss. 
<: Gentiemen the quontities of 
TECKLA KRINKLE KIMONAS incicoted 
$3: below. Send Postpoid__£ 
° COLOR BUST | QUANTITY 
SIZE of TIES measure wanted 
SMALL| 42" 
12: MED. | 32" 
PINK | 60” 
NAME 
ADDRESS 


pays postage on CASH 


J.A.M.A., July 31, 1954 


October for 

clinic in ‘South of Southwest. Box 70 


OBSTETRICIAN-GYNECOLOGIST — 32; BOARD EL- 
gible; trained; to be 


wh, October ons desires association 
Mississippi River, Box 
rf 
GPNERAL SURGEON — ATTROVED 
training; experienced in chest, trauma, 
aynecology; willing to do ral work wishes 
association, group of individuel. thon % AMA. 


— FAMILY: DRAFT EXEMPT; 

Heard ceritiied; now in — ‘practice. will consider 

niment wit ithout private practice, 

or association with established ah Ohio, 
Florida, California. Box 7028 I, 

TROLOGIST — BOARD ~ 


ried; 
with individual, or group, or 
coast city. Box 7034 1, “% AMA. 


INTERNIST — 32; MARRIED; 
‘desires jon in Bast 
preferably York ‘State. Box 7033 I, 


YOUNG MD—INTERESTED IN GENERAL PRACTICE; 
would like or partner with 
indiv ot gfoup; any location considered. Bos 
Tole 1, % AMA. 

INTERNIST — AND 

ute radioiodine: of 


Te you need well- assistant of associate? We 
who erest you. Write ws. 

THE NEW vean MEDICAL EXCHANGE 

4sy Library 


Fifth Avenue (Opposite Public 
Specialists in 


IMMEDIATELY AVAILABLE—WELL-QUALIFIED AS.- 
sistants and associates and spec: 


qualified candidates: 
ical Bureau, 


PEDIATRICIAN — CATROORY IV: GRADUATE. 
Johns Hopkins ; Diplomate. trained, university heepital: 
pediatric service. 
seeks 
immediately 
185 North 


fie pediatrician, 
Woodward Medical Bureau, 
abash, Chicage 


OBSTETRICIAN: GYNECOLOGIST—DIPLOMATE: UNI- 

Chicago 


ase. GENERAL SURGERY, 
well- traumatic. gynere al 

gery: des: several » 
« : military tour October 
IV; licensed, Georgia; prefers warm climate 
Medi wreau, 155 North Wabash, Chicago 


QUALIFIED UROLOGIC SUR- 
MD) Yale; 4 years’ training. teaching center; 
2 practice eligible. 
Medical Bureau, Burneice Larson, Dacertee, Palmolive 
Chicage 


waa wee NEED AN OR ASSOCIATE, 
Americ Board a ment 


pecialist to 
Medical Bureau (Bur- 
neice Larson Palmolive Building, Chicago. I 


PROFESSIONAL AND TECHNICAL AIDES 


WANTED— (a) 130 
bed to . CHIE 


LAB TECH: namin ebitite ASCP essential: 
univ. hosp. Te : E Six MED TECHS; pre- 
350 ; open. 


= 

> 

a2ie2 


Fi: 


SCIENTISTS. 
therapy and in all 


of America and 


son, Director), Palmolive Building, Chicago. 


(Continued on page 56) 


| | | 
_ maximum 
protection 
| 
| Valuable papers. con- 
or dangerous drugs . . . they're all at your 
finger-tips. but perfectly concealed and safe AMA 
from outside eves and fingers. Yes, it's the 
exclusive Invincible Concealed Safe unit that 
provides convement ma ay | PLUS the utility 
AMA of an attractive, durable Invincible Filing 
Cabinet. 
a 3 d bt » Choose the Invincible Con- — 
Neo cecled Safe Unit in either the 
2 “< desk. high, counter-high, or 
— cobinet. Choice of letter or 
j — legal size, with or without a 
“a J genera! lock for file drawers. 
. Ask your office furniture 
deoler or write 
for recommendations of highly 
185 N. Wabash, Chicago. 
19 
i 
| : 
ce 
\ 
\(\ 6 tor ieckia 
\ 
pay | 
| | 
. beds; $360; Cal. te) 
LAB TECH; geod chem. trng: ige state research 
(i) MED TECH; exp'd Bact; ted hosp te 
group of jocation hast Coast $375; ar mtn. resort area. Several TECHS; 
1 AMA clinie tab; aircond; well equi call; 
sal.: Tex. LAB TEC 
mice; Mass. (1) LAB 
known specialist; to $400; 
ive: desires infor private lab Hrs 
reg'd 40 bed hesp. small 
| S. (p) ASST. RESEARCH: 8S minimum 
vitamins, amine acids req; MW res. hosp 
| banking; 225 bed hesp. sal. open: E (i 
Let us help you. Many Fine Openings in all Areas 
Write for analysis form. Woodward i 
L 
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New ...for allergic infants... 


A NUTRITIONALLY 


UNEXCELLED 
FORMULA 
HYPOALLERGENIC SOYA FORMULA FOR INFANTS 
Liquid Sobee is far more than a mere “soybean milk.” 
COMPARATIVE CALORIC It is a well balanced infant formula designed to promote optimum 
DISTRIBUTIONS growth and development in infants who cannot take. milk. Liquid 


Sobee® does not cause the diarrheas so often associated with “milk 
substitutes.” Well tolerated even by young infants, it can be prescribed 


without hesitation for temporary or prolonged use. 


Liquid Sobee's caloric distribution is based on authoritative 
recommendations for infant formulas—not on the proportions of milk. 
The infant is assured a generous intake of protein of high biologic 
value. Protein-sparing and caloric needs are met with well tolerated, 
easily metabolized fat and adequate added carbohydrate. 


Mead's new and dramatically different processing methods 
prevent the usual destruction of important natural B vitamins and 
amino acids. Liquid Sobee contains 4.8 mg. iron per quart of normal 


Physically Wey 


®@ Tastes good ... no “burned” flavor 


Looks good ... light and appealing 
® Doesn't separate ... no shaking needed; infant always 
gets complete formula 


Easy to prepare: 1 part Liquid Sobee to 1 part water for a hypoallergenic formula 
supplying 20 calories per fluid ounce. 


MEAD JOHNSON & COMPANY © EVANSVILLE, INDIANA, U.S.A T MEAD) 


85 
(Z 
& & 
155 
54 
50% 35% 
nian m 
| 
Typical 
= 
preparation 
dilution. 
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(Conttmued from page $4) INDEX TO ADVERTISERS 
WANTED—(a) HEF TECH: req: sma FIRM PAGE 
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THE PIONEER POST-GRADUATE MEDICAL INSTITUTION IN AMERICA—ORGANIZED 1881 


OBSTETRICS and GYNECOLOGY | SURGERY and ALLIED SUBJECTS 
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end everative deliveries: eperative obstetrics tn Gynecology ime course comor surgery ow 
thesia. Attendance at conferences in obstetrics . Bationts preoperatively and pest-cperatively 
cology on the cadaver operstively Pathology. reentgenclogy. physical 
A TOMY URGICAL Operative and tyrecology 
ANATOMY COURSE for these interested in preparing for Surgical Geard 
This imetudes lectures and demonstrations together with super. 
» BUxetcat Swatomy for these interested in a general Refresher Course. Course or GENE A 
includes lectures with demonstrations on the dissected cadaver Practical latensive full time instruction in these subjects whieh are of 
anatomical application is emphasized te the physician in general practice, consist 
@. OPERATIVE SURGERY (cadaver). Lectures on applied anatomy and surgical strations in the fellow departments—medicine. 
~ perform operative procedures on chest diabetes. 
é. ANATOMY for these interested in preparing for Subspecialty pathology. 
For Intormetion about these and other Courses, Address: THE DEAN, 345 West SOth Street, New Y 
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A.M.A. Archives of OTOLARYNGOLOGY 


The monthly for the ear, nose and throat specialist 
Research 


Practical and up to date — and abstracts 
812.00 a year Canada, $12.80 Foreign, 813.80 
American Medical Association S38 N. Dearborn St., Chicago 10 
MILWAUKEE SANITARIUM 
WISCONSIN 
Maintaining the highest standards 
Surgical Advances since 1884, the Sani- Joser A. M.D. 
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All aspects—pathology, teclinic, end-results, that is best in the contemporary ee Ling 
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Here, for example, are extensive reports of 
laboratory findings, roentgenological study, 
operative methods and results for specialist 
and general physician. The original articles 
often reflect a complete scientific study of 
hundreds—even thousands—of cases. New 
developments on orthopedic and urologic 
surgery included; a vast volume of current 
literature summarized. Illustrated. 

$14.00 a year. Canada, $14.50. Foreign, $15. SO. 
Am. Medical Assa., 535 N. Dearborn St., Chicage 10 
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No doubt about it, sparkling ice-cold Coca-Cola 
helps set the pace for good times. 
No other soft drink has ever won the approval 
of so many people... and the invitation 
to “Have a Coke” is a byword 
for those who want to serve 
delicious, wholesome refreshment. 


SERVE 


Coke’ is registered trade-mark. © 1954, THE COCA COLA COMPANY 
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“,,.and be sure to take your VITAMINS!” 


Peptic ulcer often interferes with the ingestion of a balanced diet, and the 
period of tissue repair further increases vitamin requirements. Established 
therapy, including restrictive diets and antacids, also must consider the 
problem of vitamin intake and absorption. Vitamin supplementation is 
a dependable means of assuring adequate intake of the essential nutri- 
tional factors. 


MERCK 4 CO.,Inc., Ranway, N. J.—asa pi facturer of Vitamins—serves 


the Medical Profession through the Pharmaceutical Industry. 
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tested and stoved 


/ 


Zz No antiseptic has been proved to be more 


/ effective than ‘Mercurochrome’ for topical 
/ application. 
/ The antibacterial properties of 
/ *‘Mercurochrome’ in living animals 
were again confirmed by recently pub- 
lished studies.* 
Thirty-four years’ extensive clinical 
use indicates the wide acceptance of 
*‘Mercurochrome’ as an effective antiseptic. 
*Reports to the Council on Pharmacy and Chemistry 


published in“ The Journal” A. M. A., Vol. 137, 
pb. 858, and Vol. 146, p. 729 


HYNSON WESTCOTT & DUNNING INC 


Baltimore 1, Maryland 
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